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46378 Grant Programs—Housing and Community 

Development HUD / CPD amends rules regarding 
entitlement grants and small cities grants; effective 
date 8-25-80 

46443 Community Development Block Grants I IUD 

proposes rule to amend regulations by permitting 
block grant recipient to establish an escrow account 
with a prtvate lending institution to be used to pay a 
rehabilitation contractor for completed work. 

46487 Health Facilities HHS accepts applications from 
public and nonprofit private entities for project 
grant in FY 1980 to support development and 
operation of community health center 

46583 Juvenile Delinquency Justice / LEAA announces 
availability of funds for program announcement 
entitled “Removing Juveniles from Adult Jails and 
Lock-ups** 

46339 Loan Programs—Mobile Homes FHLBB issues 
rules with respect to mobile home loans exempted 
from state usury laws; effective 7-30-80 

46444 Income Tax Treasury / IRS publishes proposal on 
first-in-first-out (FIFO) rule and other ordering rules 
for investment credit; comments by 9-8-80 

CONTINUED INSIDE 
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46437 Age Discrimination Commerce / Sec’y proposes 
regulations that prohibit discrimination on the basis 
of age in programs or activities receiving Federal 
financial assistance; comments by 9-8-80 

46762 Energy Conservation DOE Solar issues proposed 
rulemaking and announces public hearing regarding 
amendments to test procedures for clothes dryers; 
comments by 9-8-80 (Part V of this issue) 

46561 Indians—Law Justice / LEAA determines that 

Alaska Native Villages are eligible applicants for 
the Indian Criminal Justice Program 

46377 Housing HUD / FHC issues interim rule to permit 
loan with high loan-to-value ratio if property is 
covered by consumer protection or warranty plan; 
effective 8-25-80; comments by 9-8-80 

46752 Petroleum DOE / ERA adopts final rule amending 
the Mandatory Petroleum Allocation Regulations to 
modify treatment of price-controlled Alaska North 
Slope crude oil under the entitlements program; 
effective 7-3-80 (Part IV of this issue) 

46742 Coal DOE issues proposed rules that would 
establish bidding systems and procedures for 
utilization in lease sales of Federal coal; comments 
by 9-10-80 (Part III of this issue) 

46352 Electric Power Rates DOE / FERC adopts rules 
governing the filing of changes in electric rate 
schedules of public utilities 

46338 Banks and Banking FHLBB adopts final rules on 
credit cards, travelers' convenience withdrawals 
and third-party payments; effective 7-10-80 

46736 Airmen DOT / FAA promulgates amendments to 
Operations Review Program; effective 9-9-80 (Part 
II of this issue) 

46483 Cigarettes FTC adopts methods for determination 
of carbon monoxide, “tar” and nicotine content of 
cigarette smoke; effective 7-10-80 

46432 Improving Government Regulations SBA 

releases semiannual agenda of regulations 

46489 Privacy Act Documents HUD 

46606 Sunshine Act Meetings 

Separate Parts of This Issue 

46736 Part II, DOT / FAA 

46742 Part III, DOE 

46752 Part IV, DOE / ERA 

46762 Part V, DOE 
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Rules and Regulations 
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40335 


This section of the FEDERAL REGISTER 
contains regulatory documents having 
general applicability and legal effect most 
of which are keyed to and codified in 
the Code of Federal Regulations, which is 
published under 50 titles pursuant to 44 
U.S.C. 1510. 

The Code of Federal Regulations is sold 
by the Superintendent of Documents. 

Prices of new books are listed in the 
first FEDERAL REGISTER issue of each 
month. 


DEPARTMENT OF AGRICULTURE 
Agricultural Marketing Service 
7 CFR Part 908 

[Valencia Orange Reg. 653, Arndt 1; 
Valencia Orange Reg. 654J 

Valencia Oranges Grown In Arizona 
and Designated Part of California; 
Limitation of Handling 

agency: Agricultural Marketing Service, 
USD A. 

action: Final rule. 

summary: This action establishes the 
quantity of fresh Califomia-Arizona 
Valencia oranges that may be shipped 
to market during the period July 11-July 
17,1980, and increases the quantity of 
such oranges that may be so shipped 
during the period July 4-July 10,1980. 
Such action is needed to provide for 
orderly marketing of fresh Valencia 
oranges for the periods specified due to 
the marketing situation confronting the 
orange industry. 

dates: The regulation becomes effective 
July ll, 1980, and the amendment is 
effective for the period July 4-July 10, 
1980. 

FOR FURTHER INFORMATION CONTACT: 

Malvin E. McGaha, 202-447-5975. 
supplementary information: Findings . 
This regulation and amendment are 
issued under the marketing agreement, 
as amended, and Order No. 908, as 
amended (7 CFR Part 908), regulating the 
handling of Valencia oranges grown in 
Arizona and designated part of 
California. The agreement and order are 
effective under the Agricultural 
Marketing Agreement Act of 1937, as 
amended (7 U.S.C. 601-674). The action 
is based upon the recommendations and 
information submitted by the Valencia 
Orange Administrative Committee and 
upon other available information. It is 


hereby found that the action will tend to 
effectuate the declared policy of the act. 

This action is consistent with the 
marketing policy for 1979-80 which was 
designated significant under the 
procedures of Executive Order 12044. 
The marketing policy was recommended 
by the committee following discussion 
at a public meeting on January 22,1980. 
A final impact analysis on the marketing 
policy is available from Malvin E. 
McGaha, Chief, Fruit Branch, F&V, 

AMS, USDA, Washington, D.C. 20250, 
telephone 202-447-5975. 

The committee met again publicly on 
July 8,1980 at Los Angeles, California, to 
consider the current and prospective 
conditions of supply and demand and 
recommended a quantity of Valencia 
oranges deemed advisable to be 
handled during the specified weeks. The 
committee reports the demand for 
Valencia oranges is steady. 

It is further found that there is 
insufficient time between the date when 
information became available upon 
which this regulation and amendment 
are based and when the actions must be 
taken to warrant a 60-day comment 
period as recommended in E.0.12044, 
and that it is impracticable and contrary 
to the public interest to give preliminary 
notice, engage in public rulemaking, and 
postpone the effective date until 30 days 
after publication in the Federal Register 
(5 U.S.C. 553), and the amendment 
relieves restrictions on the handling of 
Valencia oranges. It is necessary to 
effectuate the declared purposes of the 
act to make these regulatory provisions 
effective as specified, and handlers have 
been apprised of such provisions and 
the effective times. 

1. Section 908.954 is added as follows: 

§ 908.954 Valencia Orange Regulation 
654. 

Order, (a) The quantities of Valencia 
oranges grown in Arizona and 
California which may be handled during 
the period July 11,1980 through July 17, 
1980, are established as follows: 

(1) District 1: 322,000 cartons; 

(2) District 2: 378,000 cartons; 

(3) District 3: Open Movement. 

(b) As used in this section, “handled," 
“District 1,“ “District 2,” “District 3,” 
and “carton“ mean the same as defined 
in the marketing order. 


§908.953 (amended) 

2. Paragraph (a) in § 908.953 Valencia 
Orange Regulation 653 (45 FR 45252), is 
hereby amended to read: 

§ 908.953 Valencia Orange Regulation 
663. 

(a) * * * 

(1) District 1: 398,000 cartons; 

(2) District 2: 452.000 cartons; 

(3) District 3: Open Movement. 

(Secs. 1-19, 48 Stat. 31. as amended; 7 U.S.C. 
601-674) 

Dated: July 9. 1980. 

D. S. Kuryloski, 

Deputy Director Fruit and Vegetable 
Division. Agricultural Marketing Service. 

(PR Doc 0O-2UBfifl Filed 7-tMK); 225 pm| 

BILLING CODE 3410-02-* 


7 CFR Part 947 

Irish Potatoes Grown in Modoc and 
Siskiyou Counties in California and in 
all Counties in Oregon Except Malheur 
County; Expenses and Rate of 
Assessment 

agency: Agricultural Marketing Service, 
USDA. 

action: Final rule. 

summary: This regulation authorizes 
expenses for the functioning of the 
Oregon-Califomia Potato Committee for 
the 1980-81 fiscal period. It enables the 
committee to collect assessments from 
first handlers on assessable potatoes 
handled and to use the resulting funds 
for its expenses. 
effective date: July 1,1980. 

FOR FURTHER INFORMATION CONTACT. 

Charles W. Porter, Chief, Vegetable 
Branch, Fruit and Vegetable Division, 
AMS, U.S. Department of Agriculture, 
Washington, D.C. 20250 (202) 447-2615. 
SUPPLEMENTARY information: Findings. 
Pursuant to Marketing Order No. 947, as 
amended (7 CFR Part 947), regulating the 
handling of potatoes grown in Modoc 
and Siskiyou Counties, California, and 
in all counties in Oregon except Malheur 
County, effective under the Agricultural 
Marketing Agreement Act of 1937, as 
amended (7 U.S.C. 601-674). and upon 
other information, it is found that the 
expenses and rate of assessment which 
follows will tend to effectuate the 
declared policy of the act. 

It is further found that it is 
impracticable and contrary to the public 
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interest to provide 60 days for interested 
persons to file comments or to engage in 
public rulemaking procedure, and that 
good cause exists for not postponing the 
effective date of this section until 30 
days after publication in the Federal 
Register (5 U.S.C. 553) as the order 
requires that the rate of assessment for 
a particular fiscal period shall apply to 
all assessable potatoes from the 
beginning of such period. Handlers and 
other interested persons were given an 
opportunity to submit information and 
views on the expenses and assessment 
rate at an open public meeting of the 
committee held June 12,1980, in Bend. 
Oregon. To effectuate the declared 
purposes of the act it is necessary to 
make these provisions effective as 
specified. 

The budget and rate of assessment 
have not been determined significant 
under the USDA criteria for 
implementing Executive Order 12044. 

7 CFR Part 947 is amended by adding 
a new § 947.233 as follows: 

$ 947.233 Expenses, rate of assessment, 
late payment charges and carryover of 
unexpended funds. 

(a) The reasonable expenses that are 
likely to be incurred during the fiscal 
period July 1.1980, through June 30,1981, 
by the Oregon-Califomia Potato 
Committee for its maintenance and 
functioning, and for such purposes as 
the Secretary determines to be 
appropriate, will amount to $31,750. 

(b) The rate of assessment to be paid 
by each handler in accordance with this 
part shall be $0,002 per hundredweight 
or equivalent quantity of assessable 
potatoes handled by him as the first 
handler during the fiscal period except 
seed potatoes and potatoes for canning, 
freezing and “other processing” as 
defined in the act shall be exempt. 

(c) In accordance with the provisions 
of § 947.41(a), late payment charges per 
month of $1.00 or one percent, 
whichever is greater, shall be charged 
on the unpaid balance for each past-due 
account. An account becomes past-due 
60 days after the billing date. 

(d) Unexpended income in excess of 
expenses for the fiscal period ending 
June 30,1981, may be carried over as a 
reserve to the extent authorized in 

§ 947.41(b). 

(c) Terms used in this section have the 
same meaning as when used in said 
marketing agreement and this part. 

(Secs. 1-19. 48 Stal. 31. as amended; 7 U.S.C. 
601-674) 


Dated: July 3,1980. 

D. S. Kuryloski. 

Deputy Director. Fruit and Vegetable 
Division. Agricultural Marketing Service. 

|FR Doc. 80-20006 Filed 7-9-80: 8 45 am| 

BILLING COO£ 3410-02-*! 


7 CFR Part 948 

Potatoes Grown in Colorado Area No. 
3; Expenses and Rate of Assessment 

agency: Agricultural Marketing Service. 
USDA. 

action: Final rule. 

SUMMARY: This regulation authorizes 
expenses for the functioning of the 
Colorado Area 3 Potato Committee for 
the fiscal period beginning July 1,1980. It 
enables the committee to collect 
assessments from first handlers on 
assessable potatoes and to use the 
resulting funds for its expenses. 
EFFECTIVE DATE: July 1, 1980. 

FOR FURTHER INFORMATION CONTACT: 
Charles W. Porter, Chief, Vegetable 
Branch, Fruit and Vegetable Division, 
AMS, U.S. Department of Agriculture, 
Washington, D.C. 20250 (202) 447-2615. 
SUPPLEMENTARY INFORMATION: This 
final action has been reviewed under 
USDA procedures established in 
Secretary’s Memorandum 1955 to 
implement Executive Order 12044, and 
has been classified “not significant." 

Findings. Pursuant to Marketing Order 
No. 948, as amended (7 CFR Part 948), 
regulating the handling of potatoes 
grown in Colorado, effective under the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 U.S.C. 601-674), 
and upon other information, it is found 
that the expenses and rate of 
assessment which follows will tend to 
effectuate the declared policy of the act 

It is further found that it is 
impracticable and contrary to the public 
interest to provide 60 days for interested 
persons to file comments, engage in 
public rulemaking procedure, and that 
good cause exists for not postponing the 
effective date of this section until 30 
days after publication in the Federal 
Register (5 U.S.C. 553) as the order 
requires that the rate of assessment for 
a particular period shall apply to all 
assessable potatoes from the beginning 
of such period. Handlers and other 
interested persons were given an 
opportunity to submit information and 
views on the expenses and assessment 
rate at an open public meeting of the 
committee held June 10.1980, in Greeley, 
Colorado. It is necessary to effectuate 
the declared purposes of the act to make 
these provisions effective as specified. 


7 CFR Part 948 is amended by adding 
a new 5 948.283 as follows: 

§ 948.283 Expenses and rate of 
assessment 

(a) The reasonable expenses that are 
likely to be incurred during the fiscal 
period July 1,1980. through June 30.1981, 
by the Area No. 3 committee for its 
maintenance and functioning and for 
such purposes as the Secretary 
determines to be appropriate will 
amount to $1,134. 

(b) The rate of assessment to be paid 
by each handler in accordance with this 
part shall be one-fourth cent ($0.0025) 
per hundredweight or equivalent 
quantity of assessable potatoes handled 
by each first handler during the fiscal 
period except seed potatoes and 
potatoes for canning, freezing and 
“other processing” as defined in the act 
shall be exempt. 

(c) Unexpended income in excess of 
expenses for the fiscal period ending 
June 30,1981, may be carried over as a 
reserve to the extent authorized in 

§ 948.78. 

(d) Terms used in this section have 
the same meaning as when used in the 
marketing agreement and this part. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 U.S.C. 
601-674) 

Dated: July 3.1980. 

D. S. Kuryloski, 

Deputy Director, Fruit and Vegetable 
Division. Agricultural Marketing Service. 

|FR Doc. 80-20807 Filed 7-0-40:8:45 am| 

BILLING COOE 3410-02-M 


7 CFR Part 967 

Celery Grown in Florida; Expenses and 
Rate of Assessment 

agency: Agricultural Marketing Service, 
USDA. 

action: Final rule. 

summary: This regulation authorizes 
expenses for the functioning of the 
Florida Celery Committee. It enables the 
committee to collect assessments from 
first handlers on assessable celery and 
to use the resulting funds for its 
expenses. 

EFFECTIVE date: August 1,1980. 

FOR FURTHER INFORMATION CONTACT: 

C. W. Porter. Chief, Vegetable Branch. 
Fruit and Vegetable Division. AMS, U.S. 
Department of Agriculture, Washington. 

D. C. 20250 (202) 447-2615. 
SUPPLEMENTARY INFORMATION: This 
final action has been reviewed under 
USDA procedures established in 
Secretary’s Memorandum 1955 to 
implement Executive Order 12044, and 
has been classified “not significant." 
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Findings. Pursuant to Marketing Order 
No. 967. as amended (7 CFR Part 967), 
regulating the handling of celery grown 
in Florida, effective under the 
Agricultural Marketing Agreement Act 
of 1937, as amended (7 U.S.C. 601-674), 
and upon other information, it is found 
that the expenses and rate of 
assessment which follows will tend to 
effectuate the declared policy of the act. 

It i9 further found that it is 
impracticable and contrary to the public 
interest to provide 60 days for interested 
persons to file comments, engage in 
public rulemaking procedure, and that 
good cause exists for not postponing the 
effective date of this section until 30 
days after publication in the Federal 
Register (5 U.S.C. 553) as the order 
requires that the rate of assessment for 
a particular fiscal year shall apply to all 
assessable celery from the beginning of 
such year. Handlers and other interested 
persons were given an opportunity to 
submit information and views on the 
expenses and assessment rate at an 
open public meeting of the committee 
held June 11.1980, in Orlando, Florida. 
To effectuate the declared purposes of 
the act it is necessary to make these 
provisions effective as specified. 

7 CFR Part 967 is amended by adding 
a new § 967.216 as follows: 

§ 967.216 Expenses and rate of 
assessment 

(a) The reasonable expenses that are 
likely to be incurred during the fiscal 
year beginning August 1,1980, by the 
Florida Celery Committee for its 
maintenance and functioning and for 
such other purposes as the Secretary 
determines to be appropriate will 
amount to $176,250. 

(b) The rate of assessment to be paid 
by each handler in accordance with this 
part shall be two and one-half cents 
($0,025) per crate, or equivalent quantity, 
of assessable celery handled by him as 
the first handler during the fiscal year. 

(c) Unexpended income in excess of 
expenses for the fiscal year may be 
carried over as a reserve to the extent 
authorized in § 967.62. 

(d) Terms used in this section shall 
have the same meaning as when used in 
the marketing agreement and this part. 

(Secs. 1-19. 48 Stat. 31, as amended: 7 U.S.C. 

601-674) 

Dated: July 3,1980, to become effective 
August 1, 1980. 

D. S. Kuryloski, 

Deputy Director, Fruit and Vegetable 
Division, Agricultural Marketing Service. 

|FR Doc. 0O-2OOOS Hied 7-6-eft 8*5 nmj 

BILLING COO€ 3410-02-81 


FEDERAL RESERVE SYSTEM 
12 CFR Part 229 
[Docket No. R-0315] 

Credit Restraint; Short Term Financial 
Intermediaries 

agency: Board of Governors of the 
Federal Reserve System. 

ACTION: Rescission of regulation. 

summary: On March 14,1980. the Board 
adopted this Subpart B pursuant to the 
Credit Control Act (12 U.S.C. 1901-1909), 
as implemented by Executive Order 
12201, to restrain the expansion of short 
term credit through money market funds 
and other similar creditors. In view of 
current economic conditions, the Board 
has determined to rescind this Subpart. 
EFFECTIVE DATE: August 11, 1980. 

FOR FURTHER INFORMATION CONTACT: 
Gilbert T. Schwartz, Assistant General 
Counsel (202/452-3625), or Daniel L 
Rhoads, Attorney (202/452-3711), Legal 
Division, Board of Governors of the 
Federal Reserve System, Washington, 
D.C. 20551. 

SUPPLEMENTARY INFORMATION: On 

March 14,1980, the Board adopted this 
Subpart pursuant to the Credit Control 
Act (12 U.S.C. 1901-1909), as 
implemented by Executive Order 12201, 
to restrain the expansion of short term 
credit through money market funds and 
similar creditors (45 FR 17930). This 
Subpart was subsequently amended by 
the Board on March 28,1980 (45 FR 
23642). On May 23,1980, the Board acted 
to decrease the special deposit ratio 
from 15 percent to 7V2 percent (45 FR 
37414). In view of current economic 
conditions, the Board has determined to 
rescind this Subpart. Covered creditors 
will not be required to maintain a 
special deposit pursuant to this Subpart 
for covered credit outstanding during the 
seven-day period beginning July 28. 

1980. Accordingly, the special deposit 
required during the seven-day 
maintenance period beginning August 4. 
1980, for covered credit outstanding 
during the seven-day computation 
period beginning July 21,1980, will be 
the last special deposit required to be 
maintained pursuant to this Subpart. 

In order to achieve the objectives of 
this action more quickly, and because 
this action relieves a restriction, the 
Board for good cause finds that the 
notice and public procedure provisions 
of 5 U.S.C. 553 with regard to these 
actions are impracticable and contrary 
to the public interest. 

Pursuant to its authority under the 
Credit Control Act (12 U.S.C. 1909) 
effective August 11,1980, the Board 


hereby rescinds Subpart B of its Credit 
Restraint regulation (12 C.F.R. Part 229). 

By order of the Board of Governors of the 
Federal Reserve System, July 3.1980. 

Griffith L Garwood. 

Deputy Secretary of the Board. 

|KR Doc. 80-20594 Filed 6:45 «m| 

BILLING COOE 6210-01-81 


12 CFR Part 229 
[Docket No. R-0316] 

Credit Restraint; Nonmember 
Commercial Banks 

agency: Board of Governors of the 
Federal Reserve System. 
action: Rescission of regulation. 

SUMMARY: On March 14,1980, the Board 
adopted this Subpart C pursuant to the 
Credit Control Act (12 U.S.C. 1901-1909), 
as implemented by Executive Order 
12201, to restrain the expansion of credit 
through nonmember commercial banks. 
In view of current economic conditions, 
the Board has determined to rescind this 
Subpart. 

EFFECTIVE DATE: July 24, 1980. 

FOR FURTHER INFORMATION CONTACT: 

Gilbert T. Schwartz. Assistant General 
Counsel (202/452-3625), Paul S. Pileckl, 
Attorney (202/452-3281), or Daniel L. 
Rhoads. Attorney (202/452-3711), Legal 
Division, Board of Governors of the 
Federal Reserve System, Washington, 
D.C. 20551. 

SUPPLEMENTARY information: Pursuant 
to the Credit Control Act (12 U.S.C. 
1901-1909), as implemented by 
Executive Order 12201, the Board 
adopted this Subpart on March 14,1980, 
requiring commercial banks that are not 
members of the Federal Reserve System 
or not required to maintain reserves 
under the Federal Reserve Act to 
maintain a noninterest bearing special 
deposit with the Federal Reserve equal 
to 10 percent of the amount by which the 
total managed liabilities of those banks 
exceeds the amount of such managed 
liabilities outstanding during a base 
period (45 FR 17934). On May 22,1980, 
the Board acted to decrease the special 
deposit ratio to 5 percent and to 
increase, generally, an institution's 
managed liabilities base (45 FR 37413). 

In view of current economic 
conditions, the Board has determined to 
rescind the special deposit requirement 
for banks subject to this Subpart. A 
special deposit will not be required for 
managed liabilities outstanding during 
the seven-day computation period 
beginning July 10,1980, or thereafter. 
Consequently, the special deposit 
required to be maintained during the 
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seven-day maintenance period 
beginning July 17,1980, for the seven- 
day computation period beginning July 
3,1980, will be the last special deposit 
required pursuant to this Subpart. 

In order to achieve the objectives of 
this action more quickly, and because 
this action relieves a restriction, the 
Board for good cause finds that the 
notice, public procedure, and deferral of 
effective date provisions of 5 U.S.C. 553 
with regard to this action are 
impracticable and contrary to the public 
interest. 

Pursuant to its authority under the 
Credit Control Act (12 U.S.C. 1901-1909) 
effective July 24,1980, the Board hereby 
rescinds Subpart C of its Credit 
Restraint regulation (12 C.F.R. Part 229). 

By order of the Board of Governors of the 
Federal Reserve System. July 3,1980. 

Griffith L. Garwood, 

Deputy Secretary of the Board. 

|FR Doc. 80-20593 Filed 7-9-80; 8 45 am) 

BILLING CODE 6210-01-41 


12 CFR Part 265 
(Docket No. R-0313] 

Rules Regarding Delegation of 
Authority 

agency: Board of Governors of the 
Federal Reserve System. 
action: Final rule. 

summary: The Board has delegated to 
the Director of the Division of Banking 
Supervision and Regulation the 
authority to approve the retirement of 
capital notes of state member banks 
prior to maturity if, after the proposed 
redemption, the bank’s capital position 
remains satisfactory. 

EFFECTIVE date: July 1,1980. 

FOR FURTHER INFORMATION CONTACT: 
Gilbert T. Schwartz. Assistant General 
Counsel (202/452-3625), Joseph R. 
Alexander, Attorney (202/452-3583) 
Legal Division, or Jack M. Egertson, 
Assistant Director (202/452-3408), 
Division of Banking Supervision and 
Regulation. Board of Governors of the 
Federal Reserve System, Washington. 
D.C. 20551. 

supplementary information: Section 
265.2(c)(24) of the Board’s Rules 
Regarding Delegation of Authority. 12 
CFR 265.2(c)(24), p>ovides that the 
Director of the Division of Banking 
Supervision and Regulation may 
approve a state member bank’s 
proposed subordinated debt issue if 
certain conditions are met. Current 
rules, however, require Board approval 
for all requests to redeem such notes 
prior to maturity. In order to facilitate 


the redemption of such notes in an 
expeditious manner, the Board 
authorizes the Director to approve the 
retirement of capital notes prior to 
maturity if the bank's capital position 
remains satisfactory after the proposed 
redemption. 

The provisions of section 553 of Title 
5, United States Code, relating to notice 
and public participation and deferred 
effective date are not followed in 
connection with the adoption of these 
amendments because the change 
involved is procedural in nature and 
does not constitute a substantive rule 
subject to the requirements of that 
section. 

Effective July 1.1980, 5 265.2 is 
amended by adding subpargraph (26) to 
read as follows: 

§ 265.2 Specific functions delegated to 
Board employees and Federal Reserve 
Banks. 

* • • • • 

(c) The Director of the Division of 
Banking Supervision and Regulation (or. 
in the Director’s absence, the Acting 
Director) is authorized: 

• * * * • 

(26) To approve the retirement prior to 
maturity of capital notes issued by a 
state member bank pursuant to sections 
204.1(f)(3)(i) and 217.1(f)(3)(i) of this Part 
(Regulations D and Q), provided the 
Director is satisfied that that bank's 
capital position will be adequate after 
the proposed redemption. 

By order of the Board of Governors of the 
Federal Reserve System, July 2.1980. 

Griffith L. Garwood. 

Deputy Secretary of the Board. 

|KK Doc. 80-20643 Fifed 7-9-80; 8 45 am| 

BILLING CODE 6210-01-41 


FEDERAL HOME LOAN BANK BOARD 

12 CFR Part 545 
(NO. 60-408) 

Final Rules on Credit Cards, Travelers’ 
Convenience Withdrawals, and Third- 
Party Payments 

July 3.1980. 

agency: Federal Home Loan Bank 
Board. 

action: Final rules. 

summary: The Federal Home Loan Bank 
Board adopts a new rule on credit card 
operations to implement Section 402 of 
Title IV of the Depository Institutions 
Deregulation and Monetary Control Act 
of 1980. This new rule permits Federally- 
chartered savings and loan associations 
to engage in credit card operations. A 
related amendment is adopted to allow 


subsidiaries of such associations to 
engage in the same operations. The 
Board is also reviewing related service 
corporation and data processing 
regulations to determine whether other 
amendments may be needed to 
complement this new authority. 

In conjunction with these changes, the 
Board is also amending two savings- 
withdrawal rules. One will enable 
associations to offer savers expanded 
bill-paying services by removing a 
regulatory restriction which now limits 
the ways in which third-party payment 
orders may be sent to the association. 
The second is a technical amendment 
which removes a restriction on 
processing travelers' convenience 
withdrawals. 

effective date: July 10,1980. 

FOR FURTHER INFORMATION CONTACT: 

Patricia C. Trask, Office of General 
Counsel (202-377-6442), or K. Diane 
Boyle, Office of Industry Development 
(202-377-6720), Federal Home Loan 
Bank Board, 1700 G Street, N.W., 
Washington, D.C. 20552. 

SUPPLEMENTARY INFORMATION: Credit 
Cards. The Depository Institutions 
Deregulation and Monetary Control Act 
of 1980 ("Act”), Pub. L 96-221, 94 Stat. 
161, authorizes Federally-chartered 
savings and loan associations to engage 
in credit card operations. The Act 
amended Section 5(b) of the Home 
Owners Loan Act of 1933 (12 U.S.C. 

§ 1464(b)) by adding a new paragraph 
which provided: 

An association is authorized, subject to 
such regulations as the Board may prescribe, 
to issue credit card, extend credit in 
connection therewith, and otherwise engage 
in or participate in credit card operations. 

This broad new authority expands the 
range of financial services Federals may 
offer to the public, including the 
extension of a line of unsecured credit. 
The Board has decided to implement 
this authority with an equally broad 
regulation which does not impose 
restrictive limitations so that Federal 
associations may fully explore the 
variety of credit card plans which are 
now available or which they may wish 
to develop. It is noted that Federals that 
currently engage in credit card activities 
may continue to offer credit card plans 
whereby cardholders make purchases of 
goods or services on a line.of credit 
secured by a savings account. 

The Board is also adopting a 
conforming amendment to its service 
corporation regulations (12 CFR 545.9-1) 
which will permit those subsidiaries to 
engage in credit card operations without 
prior Board approval. In order to 
determine whether associations or their 
subsidiaries may be hampered in this 
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new activity by other Board regulations 
which may overlap, the Board is 
studying whether amendments to its 
data processing and other regulations 
may be desirable. 

In adding these new rules, the Board 
reminds Federal associations that 
various aspects of credit card operations 
must comply with the following Federal 
Reserve Board regulations: Regulation B 
(12 CFR 202). Regulation E (12 CFR 205), 
Regulation Z (12 CFR 226), and the 
credit restraint regulations in 12 CFR 
229.1 through 229.6. 

Third-party payments. As a corollary 
to Federate’ expanded ability to offer 
consumer loans through credit card 
plans, the Board is taking this 
opportunity to remove a restriction on 
the methods which may be used by 
savers to make withdrawals from their 
accounts for bill payments. Currently, 
under 12 CFR 545.4-1. a savings account 
customer can order withdrawals from 
his or her account for bill payments by 
telephoning the association to order 
payments to be made to creditors, or by 
filling out a preauthorization form which 
permits a bill to be sent to the 
association by the creditor for payment 
through an automated clearinghouse. 
When the new rule takes effect, a 
savings customer can also, for example, 
authorize a utility company to send 
energy bills directly to the association 
for payment each month, or to have 
other regularly- or intermittently- 
occurring bills paid in this manner. The 
Board is lifting the restriction which had 
disallowed this alternative because it 
has become obsolete writh passage of the 
Act, which encourages expanded 
consumer services by Federals and, 
beginning December 31.1980. will permit 
all Federals to offer Negotiable Order of 
Withdrawal (NOW) accounts. 

Tra velers ’ Con venience Withdra wals . 
Under 12 CFR 545.4(b), an accountholder 
of a Federal association may, as a 
convenience when 50 miles or more 
from his or her principal residence, 
make a withdrawal from his or her 
regular savings account at the office of a 
financial institution whose accounts are 
insured by the Federal Savings and Loan 
Insurance Corporation (FSLIC). The 
present regulation reads, in part, 'The 
withdrawal may be made only after the 
federal association receives a specific 
telephonic withdrawal request (oral or 
electronic) from the accountholder, and 
the amount paid shall be immediately 
withdrawn from the account . ” 

(Emphasis added.) 

A customer makes this withdrawal by 
informing an officer of the institution 
that he or she wants to make this 
transaction. After presenting an account 
card and other appropriate 


identification, the customer, using the 
institution’s telephone or telephone 
terminal, directly authorizes the home 
association to withdraw a specific 
amount from the savings account. The 
paying institution then verifies that the 
account had a balance sufficient to 
cover the withdrawal, and completes the 
funds transfer. The customer's account 
at the home association is immediately 
debited, and settlement made between 
the institutions. 

As amended, the regulation is 
broadened to permit a variation of this 
withdrawal process so that associations 
may use more than one system. The 
amendment would allow an officer of an 
FSLIC-insured institution (located more 
than 50 miles from the accountholder’s 
principal residence) to place a telephone 
call to the home association (where the 
account is held) after the customer fills 
out a withdrawal slip, presents his or 
her savings account card, and gives 
other appropriate identification. After 
verification from the home association, 
the institution pays the amount 
requested. The home association puts a 
hold on the customer's account or memo 
posts the account for the amount of the 
withdrawal. The institution then sends 
the withdrawal slip to the home 
association, which, upon receipt of the 
withdrawal slip, withdraws the amount 
from the customer's account. 

Associations should note that the first 
of these methods is subject to Federal 
Reserve Board Regulation E as an 
electronic fund transfer. The second is 
not subject to Regulation E because the 
institution, not the customer, places the 
telephone call and "orders” the 
withdrawal, and the actual transfer is 
made after the receipt of a paper 
instrument, i.e. the customer-signed 
withdrawal slip. 

The Board finds that notice and public 
procedure with regard to these 
amendments are unnecessary under the 
provisions of 5 U.S.C. 553(b) and 12 CFR 
508.11 because the amendments 
implement a statute and make 
conforming and other changes which 
relieve restrictions in other regulations, 
and that a 30-day delay of effective date 
under 5 U.S.C. 553(d) and 12 CFR 508.14 
is unnecessary for the same reasons. 

Accordingly, the Board hereby 
amends 12 CFR 545 of the Rules and 
Regulations for the Federal Savings and 
Loan System by adding new section 
545.4-3 thereto; adding new 
subparagraph (4)(xiii) to paragraph (b) 
of § 545.9-1, and redesignating present 
subparagraphs (4)(xiii) and (xiv) as (xiv) 
and (xv), respectively; and revising 
paragraph (b) of § 545.4 and paragraph 
(a) of § 545.4-1, to read as follows: 


1. Add new § 545.4-3 to read as 
follows; 

§ 545.4-3 Credit cards. 

A Federal association may issue 
credit cards, extend credit in connection 
therewith, and otherwise engage in or 
participate in credit card operations. 

2. Add new paragraph (4}(xiii) to 
paragraph (b) of § 545.9-1 to read as 
follows, and redesignate present 
subparagraphs (4)(xiii) and (4)(xiv) as 
(4)(xiv) and (4)(xv), respectively. 

§ 545.91 Service corporations. 

• * * * * 

(b) General service corporations. 

* • • * • 

(xiii) issue credit cards, extend credit 
in connection therewith, and otherwise 
engage in or participate in credit card 
operations. 

§545.4 [Amended! 

3. Revise paragraph (b) of § 545.4 by 
inserting a period after the parenthetical 
"(oral or electronic)” in the second 
sentence of that paragraph, and deleting 
the remainder of that sentence. 

§545.4-1 [Amended] 

4. Revise paragraph (a) of § 545.4-1 by 
deleting the third sentence of that 
paragraph. 

(Title IV, Pub. L. 96-221, 94 Stat. 161. Sec. 5B. 
47 Stat. 727, as added by sec. 4. 80 Stat. 824, 
as amended; sec. 17, 47 Stat. 736. as amended 
(12 U.S.C. §§1430.1437). Sec. 5. 48 Stat. 132, 
as amended (12 U.S.C. § 1464). Reorg. Plan 
No. 3 of 1947,12 FR 4981; 3 CFR, 1943-18 
Comp. 1071) 

By the Federal Home Loan Bank Board. 

). |. Finn, 

Secretary. 

[FR Doc. 80-2082B Filed 7-9-80. 8:45 iim| 

BILUNG CODE 6720-01-M 


12 CFR Part 590 
(No. 80-409] 

Preemption of State Usury Laws; 
Mobile Home Loan Consumer 
Protection Provisions 

July 3,1980. 

agency: Federal Home Loan Bank 
Board. 

action: Final rules. 

summary: With respect to mobile home 
loans exempted from state usury laws 
by virtue of Part 590, the Board directs 
creditors to comply with the consumer 
safeguards in § 590.4 of the preemption 
regulations, unless and until the Board 
determines that relevant state law is 
more protective of consumers. The final 
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rule also sets forth a procedure by which 
any interested party may petition the 
Board for a determination that a state's 
consumer protection provisions provide 
greater protections to consumers than 
the requirements of this section. 
EFFECTIVE DATE; July 30, 1980. 

FOR FURTHER INFORMATION CONTACT: 
Patricia C. Trask (Telephone: 202-377- 
6442), or James C. Stewart (Telephone: 
202-377-6457), Office of General 
Counsel, Federal Home Loan Bank 
Board, 1700 G Street, N.W., Washington, 
D.C. 20552. f 

SUPPLEMENTARY information: Section 
501(c) of the Depository Institutions 
Deregulation and Monetary Control Act. 
Pub. L. No. 96-221. 94 Stat. 161 (1980). 
directs the Federal Home Loan Bank 
Board to develop consumer protections 
which must be included in mobile home 
loans and credit sales exempted from 
state usury laws by the Act. The 
Conference Report on Public Law 96- 
221, however, stated that these 
safeguards shall not preempt similar 
state laws which are more protective of 
the consumer. See H.R. Rep. No. 842, 

98th Cong., 2d Sess. 79 (1980). 

In Resolution No. 80-287 (45 FR 31182; 
published May 12.1980), the Board 
proposed a system of consumer 
protections as required by the Act. The 
proposal stated that the Board's 
consumer safeguards would not preempt 
more protective state law. Another 
provision, however, allowed creditors to 
presume that the proposed Federal 
safeguards were more protective of 
consumers than similar state laws. The 
proposed presumption also provided a 
procedure by which a state, through 
appropriate officials, could petition the 
Board for a determination that a state 
law provided stronger safeguards and 
should accordingly prevail over the 
Federal requirement. 

This provision generated considerable 
public comment. Some respondents 
favored the presumption of preemption, 
as well as the administrative decision 
process for resolving controversy. They 
reasoned that without such a rebuttable 
presumption, creditors may be reluctant 
to make loans under the provisions of 
Title V of the Act because at some 
future time a court may determine that 
state law offered greater consumer 
protection, regardless of the creditor's 
best efforts to compare Federal and 
state provisions. 

On the other hand, some respondents 
took issue with the presumption. It was 
contended that such a presumption of 
preemption contradicted the legislative 
history of the Act. Allowing creditors to 
rely on the Board's presumption, it was 
asserted, would prove burdensome to 


consumers confronted with contracts 
which deliberately or negligently fail to 
incorporate the greater protections of 
state laws. It was also argued that 
limiting to state officials the right to 
challenge the presumption presents 
another barrier between consumers and 
remedies. Suggestion was therefore 
made to expand this right to include any 
interested party. 

Finally, respondents suggested that 
the provision should clearly state that 
any determination made by the Board 
operates prospectively. This would 
avoid the situation where, upon 
determination by the Board that its 
regulations are less protective than state 
law. a creditor who had relied upon 
such presumption would incur liability 
on existing contracts. 

The proposed presumption and 
comments were considered at the 
Board’s June 19,1980 meeting. Although 
the Board adopted a final version of the 
subparagraph at that meeting, the action 
was rescinded by notation voting in 
order to allow a reconsideration of the 
preemption issue at the next scheduled 
Board meeting. Several methods of 
resolving conflicts between state and 
Federal law have been examined and 
are discussed below. 

1. Selective Preemption . Under this 
alternative, inconsistent state laws 
would be preempted with the 
understanding that a state law would 
not be inconsistent with the Federal 
rules if more protective of the consumer. 
Selective preemption would put the 
burden on the creditor to determine 
whether applicable state law was 
consistent or inconsistent. The Board 
would be available to make such 
determinations in difficult cases. 

The selective preemption approach 
gives maximum deference to state law. 
The major objection is that the formula 
introduces great uncertainty as to 
whether a creditor must follow state or 
Federal law in order to be eligible for 
the Federal usury preemption. Since loss 
of the usury exemption could make 
creditors liable for state usury penalties, 
mobile home lending would be inhibited 
until state/Federal conflicts were 
authoritatively resolved. 

2. Presumption of Preemption. This 
approach was contained in the Board's 
proposal of May 5. It would allow 
creditors to presume that Federal rules 
are more protective than corresponding 
state requirements unless the Board 
determines otherwise. Accordingly, 
creditors could follow the provisions of 
§ 590.4 without fear of violating state 
law. As was noted by commentors, this 
option would deny consumers the 
benefit of any stricter state law 
consumer protections until the Board 


had made the required administrative 
determination. 

Final Rule 

For its final rule, the Board adopts the 
approach taken in the proposal of May 
5. In making loans or credit sales subject 
to 5 590.4. creditors will comply with the 
provisions of that section unless and 
until the Board determines that 
corresponding state law provides 
greater protection to consumers, except 
where specifically provided in § 590.4 
(limits on late charges and deferral 
fees). The Board considered several 
other provisions that would have 
required the automatic application of 
state law that appeared more protective. 
However, no reliable indicators of when 
a given law was more protective could 
be developed. All such formulas would 
have required creditors to make some 
comparison of state and federal law at 
their peril. 

The final rule does authorize all 
interested parties to petition the Board 
for a determination as to whether a state 
law is more protective of consumers. 
Each petition, however, must include an 
opinion or memorandum from the state 
Attorney General or other state official 
with primary responsibility for enforcing 
the state consumer protection law to be 
considered. This memorandum must 
indicate how the state law is more 
protective of consumers. The 
documentation requirement ensures that 
petitions will provide the Board a 
thorough analysis of the issues. 

The Board is of the view that the 
regulation adopted today fully 
implements the intent of Congress by 
providing a means by which more 
protective state law will apply to loans 
and credit sales made under this 
section. The procedure achieves this 
goal with the least disruption to mobile 
home lending. Although the Conference 
Report indicates an intention that the 
Board's consumer safeguards not 
preempt more protective state law. it 
must be borne in mind that the primary 
purpose of the Federal usury override 
was to guarantee the availability of 
residential credit. This latter purpose 
would be ill-served if creditors were still 
unwilling to make mobile home loans 
because of uncertainty over which law 
to follow. The final rule offers a measure 
of certainty while at the same time 
affording a mechanism by which the 
Board may continually examine 
alternative state law consumer 
safeguards and provide definitive, 
published determinations regarding their 
prospective applicability. 

Accordingly, the Federal Home Loan 
Bank Board amends $ 590.4 of the 
Regulations for Federally-Related 








Federal Register / Vol, 45, No. 134 / Thursday, July 10, 1980 / Rules and Regulations 


46341 


Mortgage Loans (12 CFR 590.4) by 
addition of a new subparagraph (b)(2) 
thereto, to take effect July 30,1980. 

Regulations for Federally Related 
Mortgage Loans 

PART 590—PREEMPTION OF STATE 
USURY LAWS 

§ 590.4 Consumer protection rules for 
Federally-related loans, mortgages, credit 
sales and advances secured by first liens 
on residential manufactured homes. 

• * • • • 

(b) General. 

***** 

(2) Relation to State Law. (i) In 
making loans or credit sales subject to 
this section, creditors shall comply with 
state and Federal law in accordance 
with the following: 

(A) State law regulating matters not 
covered by this section. When state law 
regulating matters not covered by this 
section is otherwise applicable to a loan 
or credit sale subject to this section, 
creditors shall comply with such state 
law provisions. 

(B) State law regulating matters 
covered by this section. Creditors need 
comply only with the provisions of this 
section, unless the Board determines 
that an otherwise applicable state law 
regulating matters covered by this 
section provides greater protection to 
consumers. Such determinations shall be 
published in the Federal Register and 
shall operate prospectively. 

(ii) Any interested party may petition 
the Board for a determination that state 
law requirements are more protective of 
consumers than the provisions of this 
section. Petitions shall be sent to: 
Secretary to the Board, Federal Home 
Loan Bank Board, 1700 G Street. NW„ 
Washington, D.C. 20552, and shall 
include: 

(A) A copy of the state law to be 
considered; 

(B) Copies of any relevant judicial, 
regulatory, or administrative 
interpretations of the state law; and 

(C) An opinion or memorandum from 
the state Attorney General or other 
appropriate state official having primary 
enforcement responsibilities for the 
subject state law provision, indicating 
how the state law to be considered 
offers greater protection to consumers 
than the Board's regulation. 
***** 

(Sec. 501, Pub. L No. 96-221, 94 Stat 161) 

By the Federal Home Loan Bank Board. 

1 J. Finn, 

Secretary. 

I™ Doc Filed 7-*-S0; 8:45 »m| 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 
14 CFR Part 39 

[Docket No. 18606; Arndt. 39-3842j 

Avions Marcel Dassault—Breguet 
Aviation Falcon 10; Airworthiness 
Directives 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment adopts a 
new airworthiness directive (AD) that 
requires modification of the passenger 
door control mechanism, on certain 
Avions Marcel Dassault Falcon 10 
airplanes, by adding a sensor device 
and associated annunciator light to 
provide pilots with a visual indication 
that the passenger door control 
mechanism is fully engaged and by 
installing a protective guard around the 
door control pushbutton unlock 
mechanism. The AD is needed to 
prevent the inadvertent opening of the 
door in flight due to its not being fully 
engaged or by inadvertent bumping of 
the unlock pushbutton. 

DATES: Effective August 11,1980. 
Compliance schedule—as prescribed in 
the body of the AD. 
addresses: The applicable service 
bulletin may be obtained from: Falcon 
Jet Corporation, 90 Moonachie Avenue. 
Moonachie, New Jersey 07074. 

A copy of the service bulletin is 
contained in the Rules Docket, Room 
916, 800 Independence Avenue SW.. 
Washington, D.C. 20591. 

FOR FURTHER INFORMATION CONTACT: 
Don C. Jacobsen, Chief, Aircraft 
Certification Staff, AEU-100, Europe, 
Africa, and Middle Ea9t Office, Federal 
Aviation Administration, c/o American 
Embassy, Brussels, Belgium, Telephone 
513.38.30, or C Christie, Chief, Technical 
Standards Branch, AWS-110, Federal 
Aviation Administration, 800 
Independence Avenue SW., 

Washington, D.C. 20591, Telephone (202) 
426-8374. 

SUPPLEMENTARY INFORMATION: A 

proposal to amend Part 39 of the Federal 
Aviation Regulations to include an 
airworthiness directive requiring 
modification of the passenger door 
control mechanism by adding a sensor 
device and associated annunciator light 
on certain Avions Marcel Dassault 
Falcon 10 aircraft was published in the 
Federal Register at 44 FR 1120. 

The proposal was prompted by a 
report of flight operations in which the 
passenger door control mechanism was 


unlocked although door "closed" 
indicators indicated a safe condition. 
The FAA has determined that the 
possibility of an inadvertent in-flight 
opening of the passenger door on certain 
Avions Marcel Dassault Falcon 10 
airplanes is increased because it is 
possible to get passenger door closed 
indication with the passenger door 
control mechanism unlocked or not fully 
engaged. Furthermore, the passenger 
door control mechanism unlocking 
pushbutton is not protected from 
inadvertent bumping by persons moving 
about in the cabin. Since this condition 
is likely to exist or develop on other 
airplanes of the same type design, an 
AD is being issued which requires 
installation of a microswitch sensor on 
the passenger door control mechanism 
and associated electrical circuitry to a 
"CABIN" annunciator light in the 
cockpit and the installation of a 
transparent cup around the passenger 
door control mechanism unlocking 
pushbutton. 

Interested persons have been afforded 
an opportunity to participate in the 
making of the amendment. No comments 
were received. Accordingly, the 
proposal is adopted without change, 
except that typographical corrections to 
paragraph (a) have been made. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 

5 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new 
airworthiness directive: 

Avions Marcel Dassault—Breguet Aviation. 
Applies to Falcon 10 airplanes, Serial 
Numbers 1 through 122 except 118 and 
121, certificated in all categories. 

Compliance is required within the next 500 
hours time in service after the effective date 
of this AD. unless already accomplished. To 
prevent inadvertent unlocking of the 
passenger door in flight, accomplish the 
following: 

(a) Modify the passenger door control 
mechanism by installing a microswitch 
connected to a cockpit annunciator "CABIN" 
light and install a transparent cup around the 
passengers' door control mechanism 
unlocking pushbutton in accordance with 
Avions Marcel Dassault (AMD) Service 
Bulletin AMD-BA FlO-0163 dated May 17, 
1978, and Revision 1 dated June 9,1978, or 
equivalent approved by the Chief, Aircraft 
Certification Staff, FAA. Europe, Africa, and 
Middle East Office, c/o American Embassy, 
Brussels, Belgium. 

(b) Revise the airplane maintenance 
manual and illustrated parts catalog for 
modifications performed in complying with 
paragraph (a) of this AD. 

This amendment becomes effective 
August 11,1980. 
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(Secs. 313(a). 601. 603. Federal Aviation Act 
of 1958. as amended (49 U.S.C. 1354(a), 1421, 
1423): sec. 6(c), Department of Transportation 
Act (49 U.S.C. 1655(c); 14 CFR 11.89) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044. as 
implemented by Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034: February 26.1979). 
A copy of the final evaluation prepared for 
this action is contained in the regulatory 
docket. A copy of it may be obtained by 
writing to C. Christie, Chief, Technical 
Standards Branch. AWS-110, Federal 
Aviation Administration, 800 Independence 
Ave. SW., Washington, D.C. 20591. 

Issued in Washington, D.C., on June 20, 
1980. 

M. C. Beard, 

Director of Airworthiness. 

(FR Doc. 80-20475 Piled 7-9-80. 8:45 am| 

BILUNG COOE 49HM3-M 


14 CFR Part 39 

(Docket No. 20502; Arndt 39-3843] 
Airworthiness Directives; Mitsubishi 
Heavy Industries, Ltd., MU-2B Series 
Airplanes 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: This amendment supersedes 
an existing airworthiness directive (AD) 
applicable to certain model and serial 
number Mitsubishi Model MU-2B 
airplanes by revising the Ad to include 
additional airplanes and requiring a 
modification of the baggage 
compartment ceiling. This AD is needed 
because the FAA has determined that 
airplanes in addition to those specified 
in the earlier AD may be susceptible to 
fires resulting from contact between 
baggage and the engine bleed air tubing 
in the rear baggage compartment. It has 
also been determined that the 
installation of the heatproof insulation 
material around the bleed air tubing 
required by the earlier AD to prevent 
8uch fires is inadequate. Therefore, the 
ceiling in the rear baggage compartment 
is being modified to prevent this 
condition. 

DATES: Effective July 24,1980. 

Compliance schedule—as prescribed 
in the body of the AD. 
addresses: The applicable service 
bulletins may be obtained from 
Mitsubishi Heavy Industries, Ltd., 10, 
Oye-cho, Minato-ku, Nagoya. Japan, or 
Mitsubishi Aircraft International, Inc., 
P.O. Box 3848, San Angelo. Texas 70901. 

The documents may also be examined 
at the Federal Aviation Administration, 
Pacific-Asia Region, Engineering and 
Manufacturing District Office, 300 Ala 
Moana Blvd., Room 7321, Honolulu, 


Hawaii 96850, and the Rules Docket, 
Room 916, FAA. 800 Independence 
Avenue, S.W., Washington, D.C. 20591. 
FOR FURTHER INFORMATION CONTACT: 
Gary K. Nakagawa, Chief, Engineering 
and Manufacturing District Office, APC- 
210, Federal Aviation Administration, 
Pacific-Asia Region, P.O. Box 50109, 
Honolulu. Hawaii 96850. Telephone: 

(808) 546-8650 or 546-8658, or C. 

Christie, Chief, Technical Standards 
Branch, AWS-110. Federal Aviation 
Administration, 800 Independence 
Avenue, S.W., Washington D.C. 20591, 
Telephone: (202) 426-8374. 
SUPPLEMENTARY INFORMATION: This AD 
supersedes Amendment 39-2748 (41 FR 
44997, October 14,1976) AD 76-21-02. 
which currently requires the installation 
of heatproof insulation material around 
the engine bleed air tubing in the rear 
baggage compartment on certain MU-2B 
model and serial number airplanes. 

After the issuance of Amendment 39- 
2748, AD 76-21-02, the Japan Civil 
Aviation Bureau (JCAB) advised the 
FAA of a fire incident caused by the 
partial separation of the insulation 
material around these heated lines. The 
FAA has determined that in order to 
prevent this condition, the baggage 
compartment ceiling requires 
modification. Therefore, the FAA is 
superseding Amendment 39-2748, AD 
76-21-02, by requiring a modification of 
the ceiling of these aircraft in 
accordance with Mitsubishi MU-2 
Service Bulletin No. 182, or an FAA- 
approved equivalent and requiring this 
modification for additional MU-2B 
series airplanes. 

Since the situation is likely to exist on 
additional MU-2B model and serial 
number airplanes, the AD is being 
expanded to include Models MU-2B, 
MU-2B-10, MU-2B-15. MU-2B-20, and 
MU-2B-25 with serial numbers 005 
through 164 inclusive. 

Since a situation exists that requires 
immediate adoption of this regulation, it 
is found that notice and public 
procedure hereon are impracticable and 
good cause exists for making this 
amendment effective in less that 30 
days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 

§ 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new 
airworthiness directive: 

Mitsubishi Heavy Industries, Limited: Applies 
to Models MU-2B. MU-2B-10. MU-2B- 
15. MU-2B-2Q, and MU-2B-25 Airplanes 
with serial numbers 005 through 164. 
certificated in all categories. 


Compliance required as indicated. 

To prevent possible fire due to the baggage 
of the rear baggage compartment coming into 
contact with engine bleed air tubing, 
accomplish the following: 

(a) Within the next 50 hours time in service 
after the effective date of this AD. unless 
already accomplished, install heatproof 
insulation between the engine bleed air 
tubing and the rear baggage compartment in 
accordance with the '‘Instructions” section of 
Mitsubishi Service Bulletin No. 070C. dated 
January 7,1976. or an FAA-approved 
equivalent. 

(b) Within the next 100 hours time in 
service after the effective date of this AD. 
unless already accomplished, modify the 
baggage compartment ceiling in accordance 
with Mitsubishi MU-2 Service Bulletin No. 
182, dated November 16,1979. or an FAA- 
approved equivalent. 

(c) Aircraft that have been modified in 
accordance with Mitsubishi MU-2 Service 
Recommendation No. 033 or No. 033A are 
exempt from complying with paragrah (b) of 
this AD. 

(d) For purposes of complying with this AD, 
an FAA-approved equivalent may be 
approved by the Chief. Engineering and 
Manufacturing District Office, FAA, Pacific- 
Asia Region. Honolulu, Hawaii. 

Note.—All persons affected by this 
directive who have not already received the 
service bulletins from the manufacturer may 
obtain copies upon request to Mitsubishi 
Heavy Industries, Ltd.. 10. Oye-cho, Minato- 
ku. Nagoya, Japan, or Mitsubishi Aircraft 
International, Inc., P.O. Box 3848. San Angelo, 
Texas 76901. These documents may also be 
examined at FAA. Engineering and 
Manufacturing District Office, Rm. 7321, 300 
Ala Moana Blvd., Honolulu. Hawaii 96850, or 
Rules Docket. Rm. 916, FAA. 800 
Independence Avenue, S.W., Washington. 
D.C. 20591. 

This supersedes Amendment 39-2748 
(41 FR 44997). AD 76-21-02. 

This amendment becomes effective 
July 24.1980. 

(Secs. 313(a), 601, 603. Federal Aviation Act 
of 1958. as amended (49 U.S.C 1354(a). 1421. 
1423: Sec. 6(c), Department of Transportation 
Act (49 U.S.C 1655(c): and 14 CFR 11.89) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
considered to be significant under the 
provisions of Executive Order 12044, as 
implemented by Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034: February 26,1979). 

Issued in Washington. D.C, on July 1,1980. 
M. C. Beard, 

Director of Airworthiness. 

|PR Doc. 80-20471 Filed 7-0-80. 8:45 am) 

BILLING COOE 4910-1J-M 
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14 CFR Part 39 

[Docket No. 80-NW-29-AD Arndt 39-3830) 

Airworthiness Directive; Boeing Model 
707/720 and 727 Series Airplanes 

AGENCY: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment revises 
Airworthiness Directive (AD) 80-08-10 
which requires inspections and 
replacement as required of main deck 
cargo door support fittings on Boeing 
Model 707 and 727 series airplanes. This 
amendment expands the applicability of 
AD 80-08-10 to all 707/720 and 727 
series airplanes equipped with main 
deck cargo doors, identifies new 
replacement parts and inspection 
schedules, and includes terminating 
action provisions. 
dates: Effective date July 15,1980. 
ADDRESSES: The Boeing documents 
specified in this directive may be 
obtained upon request to Boeing 
Commercial Airplane Company, P.O. 
Box 3707, Seattle, Washington 98124. 
These documents may also be examined 
at FAA Northwest Region, 9010 East 
Marginal Way South, Seattle, 
Washington 98108. 

FOR FURTHER INFORMATION CONTACT. 

Mr. Richard H. Yarges, Airframe 
Section. ANW-212, Engineering and 
Manufacturing Branch. FAA Northwest 
Region, 9010 East Marginal Way South. 
Seattle, Washington 98108, telephone 
(206) 767-2516. 

supplementary information: Several 
instances of cracked main cargo door 
cam support fittings have been reported. 
Cracks were detected in the bushed 
bore which supports the cam shaft and 
in the lower curved flange of the fitting. 
Cracking is attributed to fatigue from 
pressurization cycles. Loss of two 
adjacent fittings could allow the cargo 
door to distort sufficiently to result in 
rapid loss of cabin pressure. At the time 
of issuance of AD 80-08-10 it was 
believed that these fittings had been 
installed only in 707-300B series 
airplanes with main deck cargo doors. 
707-300C series airplanes, and 727C/ 
727-100C airplanes. Recently it became 
apparent that several aircraft have been 
modified by installing cargo doors 
subsequent to production. Therefore AD 
30-08-10 is revised to be applicable to 
all Model 707/720 series and 727 series 
airplanes with main deck cargo doors. 

Boeing has recently developed a 
method of reworking spare or uncracked 
existing cam support fittings such that 
the threshold time for the onset of 
cracking is increased. This method is 


incorporated into Boeing Service 
Bulletin Numbers 707/720-A3387 and 
727-52—Al24 with revision 1. This 
method of rework and its attendant 
inspection schedule are incorporated 
into AD 80-08-10 with this amendment. 

Boeing has also designed an improved 
cam support fitting, to replace existing 
fittings, which eliminates the need for 
inspections other than those normally 
performed on the aircraft. Replacement 
of existing fittings with these improved 
fittings is incorporated into AD 80-08-10 
with this amendment as a terminating 
action. 

Since the unsafe condition which 
prompted the issuance of AD 80-08-10 
has been found to exist on more 
airplanes than was believed at the time 
that the AD was issued, a situation 
exists that requires immediate adoption 
of this regulation. To the extent that this 
amendment affects airplanes already 
included in AD 80-08-10, it is relieving 
in nature. For these reasons it is found 
that notice and public procedure hereon 
are impracticable, and good cause exists 
for making this amendment effective in 
less than 30 days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Section 39.13 of the Federal Aviation 
Regulations (14 CFR 39.13), AD 80-08- 
10. Amendment 39-3752 (45 FR 25052), is 
amended as follows: 

1. By revising the applicability to read: 

“Boeing: Applies to all 707/720 series and 727 
series airplanes with main deck cargo 
doors, certificated in all categories. 
Compliance required as indicated.” 

2. By revising paragraph C to read: 

“C. Cracked fittings must be replaced prior 
to further flight or repaired in a manner 
approved by the Chief. Engineering and 
Manufacturing Branch. FAA Northwest 
Region. Repaired fittings must be inspected in 
accordance with Paragraph B of this AD. 
Replacement fittings must be inspected as 
follows: 

1. Unmodified fittings (Boeing part numbers 
69-23588-1 or -2) must be inspected in 
accordance with paragraph A of this AD 
prior to the accumulation of 20,000 landings 
and thereafter at intervals not to exceed 1,000 
landings. 

2. Fittings modified in accordance with 
Boeing Service Bulletin Numbers 707/720- 
A3387, Revision 1, dated June 3.1980. or 727- 
52A124, Revision 1, dated June 3.1980, or 
later FAA approved revisions, must be 
inspected in accordance with paragraph A of 
this AD prior to the accumulation of 30.000 
landings after rework and thereafter at 
intervals not to exceed 1,000 landings.” 

3. By adding the following new 
paragraph F: 

”F. Terminating action for this AD consists 
of replacement of existing main deck cargo 


door cam support fittings with improved 
design fittings (Boeing part numbers 69- 
23588-5 or -6) in accordance with paragraph 
III of Boeing Service Bulletins 707/720-A3387. 
Revision 1, dated June 3,1980, or 727-52A124, 
Revision 1, dated June 3.1980. or later FAA 
approved revisions or a method approved by 
the Chief, Engineering and Manufacturing 
Branch. FAA Northwest Region.” 

The manufacturer’s specifications and 
procedures identified and described in 
this directive are incorporated herein 
and made a part hereof pursuant to 5 
U.S.C. 552(a)(1). 

All persons affected by this directive 
who have not already received these 
documents from the manufacturer, may 
obtain copies upon request to Boeing 
Commercial Airplane Company. P.O. 

Box 3707, Seattle. Washington 98124. 
These documents may also be examined 
at FAA Northwest Region, 9010 East 
Marginal Way South, Seattle, 
Washington 98108. 

This amendment becomes effective 
July 15.1980. 

(Secs. 313(a), 601, and 603, Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1354(a), 
1421, and 1423); Sec. 6(c), Department of 
Transportation Act (49 U.S.C. 1655(c); and 14 
CFR 11.89)) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
considered to be significant under the 
provision of Executive Order 12044, as 
implemented by Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034; February 26,1979). 

Issued in Seattle. Washington, on June 20. 
1980. 

The incorporation by reference provisions 
in the document were approved by the 
Director of the Federal Register on June 19. 
1967. 

Jonathan Howe, 

Acting Director, Northwest Region. 

(FR Doc. 80-20303 Filed 7-9-00:8:45 <im| 

BILUNG COOL 49KM3-M 


14 CFR Part 39 

[Docket No. 80-NW-31-AD: Arndt. 39-3832J 

Airworthiness Directives; Boeing 
Model 747 Series Airplane 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: This Amendment amends AD 
80-03-09 applicable to Boeing Model 747 
series airplanes. AD 80-03-09 requires 
repetitive inspections of the nacelle strut 
forward engine mount bulkhead for 
loose fasteners and cracks. A 
modification has now been developed 
and approved to eliminate the repetitive 
inspections required by the AD and 
provide terminating action. 
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Consequently. AD 80-03-09 is amended 
to incorporate this modification or other 
FAA approved modifications. 
dates: Effective date July 15,1980. 
addresses: The Boeing service bulletin 
specified in this directive may be 
obtained upon request to the Boeing 
Commercial Airplane Company, P.O. 

Box 3707, Seattle, Washington 98124. 

This document may also be examined 
at FAA Northwest Region, 9010 East 
Marginal Way South, Seattle, 
Washington 98108. 

FOR FURTHER INFORMATION CONTACT: 

Mr. William M. Perrella, Airframe 
Section, ANW-212, Engineering and 
Manufacturing Branch, FAA Northwest 
region, 9010 East Marginal Way South, 
Seattle, Washington 98108, telephone 
(206) 767-2516. 

SUPPLEMENTAL INFORMATION: 

Amendment 39-3687 (45 FR 8285), AD 
80-03-09, requires repetitive inspections 
of the nacelle strut forward engine 
mount bulkhead for cracks and loose 
fasteners. A modification has been 
developed which includes reinforcement 
of the forward lower strut spar web and 
installation of oversized fasteners. If this 
or another approved modification is 
accomplished the repetitive inspections 
required by the AD may be eliminated. 
AD 80-03-09 is therefore amended to 
incorporate a terminating action 
consisting of modification of the nacelle 
strut forward engine mount bulkhead. 

Since this amendment relieves a 
restriction and imposes no additional 
burden on any person, it is found that 
notice and public procedure hereon are 
unnecessary and the amendment may 
be made effective in less than 30 days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Section 39.13 of the Federal Aviation 
Regulations (14 CFR 39.13) as amended 
by 39-3687, 45 FR 8285, AD 80-03-09, is 
further amended as follows: 

1. Revise paragraph E to read: 

E. The inspections, repairs, and 
modifications specified herein may be 
accomplished as noted or in a manner 
approved by the Chief, Engineering and 
Manufacturing Branch. Northwest Region. 

2. Add new paragraph H to read: 

H. Accomplishment of the structural 
modifications specified in paragraph 11IB of 
Boeing Service Bulletin No. 747-54A2069. 
Revision 3, dated May 23,1980, or later FAA 
approved revisions is terminating action for 
the repetitive inspections required by this 
AD. 

The manufacturer's specifications and 
procedures identified and described in 
this directive are incorporated herein 


and made a part hereof pursuant to 5 
U.S.C. 552(a)(1). 

All persons affected by this directive 
who have not already received these 
documents from the manufacturer, may 
obtain copies upon request to Boeing 
Commercial Airplane Company. P.O. 
Box 3707, Seattle, Washington 98124. 
These documents may also be examined 
at FAA Northwest Region, 9010 East 
Marginal Way South, Seattle, 
Washington 98108. 

This amendment becomes effective 
July 15.1980. 

(Secs. 313(a), 601, and 603, Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1354(a), 
1421, and 1423); Sec. 6(c), Department of 
Transportation Act (49 U.S.C. 1655(c); and 14 
CFR 11.89)) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
considered to be significant under the 
provision of Executive Order 12044, as 
implemented by Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034; February 26,1979). 

Issued in Seattle. Washington, on June 20, 
1980. 

The incorporation by reference provisions 
in the document were approved by the 
Director of the Federal Register on June 19, 
1967. 

Jonathan Howe, 

Acting Director, Northwest Region . 

|FR Doc. 80-20302 Filed 7-0-80; 8:45 tun) 

BILLING CODE 4910-13-M 


14 CFR Part 39 

(Docket No. 80-NW-18-AD; Arndt. 39-3831] 

Airworthiness Directives; Boeing 
Model 747 Series Airplane 

AGENCY: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: On March 27,1980, the FAA 
issued a telegraphic Airworthiness 
Directive, AD T-80-NW-17, effective 
upon receipt, which required inspection 
of the nose cargo door latch fittings for 
missing, loose, or incorrectly installed 
fasteners on Boeing Model 747 Series 
Airplanes. This action was prompted by 
the report of one operator that two bolts 
were missing in one latch fitting. The 
AD i9 hereby published in the Federal 
Register to make it effective to all 
persons. 

dates: Effective date July 15,1980. The 
AD was effective earlier to all recipients 
of the telegraphic AD T-80-NW-17 
dated March 27,1980. Initial compliance 
is before further flight. 

addresses: The Boeing service bulletin 
specified in this directive may be 
obtained upon request to the Boeing 


Commercial Airplane Company, P.O. 

Box 3707, Seattle, Washington 98124. 
This document may also be examined at 
FAA Northwest Region, 9010 East 
Marginal Way South, Seattle, 
Washington 98108. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Willim M. Perrella, Airframe 
Section, ANW-212. Engineering and 
Manufacturing Branch, FAA Northwest 
Region, 9010 East Marginal Way South. 
Seattle, Washington 98108, telephone 
(206) 767-2516. 

SUPPLEMENTARY INFORMATION: One 

operator reported two missing bolts on 
one latch fitting of the nose cargo door. 
Telegraphic AD T-80-NW-17 was 
issued requiring inspection of all latch 
fittings for missing, loose or incorrectly 
installed fasteners before further flight. 
The condition upon which the 
telegraphic AD was issued is likely to 
exist on other Boeing 747 series 
airplanes. 

Since a situation existed that required 
immediate adoption of this regulation, it 
was found that notice and public 
procedure thereon were impracticable 
and good cause existed at the time of 
issuance, and still exists, for making this 
amendment effective in less than 30 
days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Section 39.13 of the Federal Aviation 
Regulations (14 CFR 39.13) is amended 
by adding the following new 
airworthiness directive: 

BOEING: Applies to all Model 747 series 
airplanes, (equipped with nose cargo 
doors) certificated in all categories. To 
prevent inadvertent opening of the nose 
cargo door, accomplish the following: 

A. Unless already accomplished, before 
further flight, in accordance with Boeing Alert 
Service Bulletin 747-52A2167. Revision 1, 
dated March 28.1980. or later FAA approved 
revisions, inspect portal latch fittings 1L 
through 8L and lR through BR for loose or 
missing bolts. Assure the bolts are at least 
finger tight when checked with the nose cargo 
door open. If all the bolts are installed and at 
least finger tight, the airplane may be 
returned to service for a maximum of three 
flights. Prior to the fourth flight, verify that 
the bolts, washers, and nuts are per drawing 
specification and tightened to the correct 
torque, as specified in paragraph IUE of 
Boeing Alert Service Bulletin 747-52A2167, 
Revision 1, dated March 28,1980, or later 
FAA approved revisions. 

B. If fasteners are missing or loose, before 
further flight replace missing fasteners and 
torque all fasteners as specified in Boeing 
Alert Service Bulletin 747-52A2167, Revision 
1, dated March 28,1980, or later FAA 
approved revisions. 

C. If replacement bolts of the correct type 
are unavailable for replacement of missing 
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fasteners, tension-rated bolts heat treated to 
160 KSI minimum may be temporarily 
installed for a maximum of 250 flight hours. 
Torque these bolts in accordance with 
paragraph IIIB of Boeing Alert Service 
Bulletin 747-52A2167. Revision 1, dated 
March 28,198ty or later FAA approved 
revisions. 

D. Airplane dispatch with an inoperative 
latch lock sytem is not permitted unless the 
bolt/washer/nut installation and torque of all 
other latches is verified to be in accordance 
with the requirements of Boeing Alert Service 
Bulletin 747-52A2167, Revision 1, dated 
March 28,1980, or later FAA approved 
revisions. 

E. An unpressurized ferry flight may be 
made in accordance with $§ 21.197 and 
21.199 of the Federal Aviation Regulations. 

F. Report to the Chief, Engineering and 
Manufacturing Branch. FAA Northwest 
Region, telephone (206) 767-2516 or 767-2600, 
all discrepancies found as a result of this AO. 
(Reporting approved by the Bureau of Budget 
under BOD No. 04-R0174) 

The manufacturer's specifications and 
procedures identified and described in this 
directive are incorporated herein and made a 
part thereof pursuant to 5 U.S.C. 552(a)(1). 

All persons affected by this directive 
who have not already received these 
documents from the manufacturer, may 
obtain copies upon request to Boeing 
Commercial Airplane Company, P.O. 

Box 3707. Seattle, Washington 98124, 
These documents may also be examined 
at FAA Northwest Region, 9010 East 
Marginal Way South. Seattle, 
Washington 98108. 

This amendment becomes effective • 
July 15,1980, and was effective earlier 
for thoBe recipients of telegraphic AD T- 
80-NW-17 dated March 27,1980. 

(Secs. 313(a), 601, and 603, Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1354(a), 
1421, and 1423): Sec. 6(c). Department of 
Transportation Act (49 U.S.C. 1655(c); and 14 
CFR 11.89)) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
considered to be significant under the 
provision of Executive Order 12044, as 
implemented by Department of 
Transportation Regulatory Policies and 
Procedures (44 F.R. 11034; February 26,1979). 

Issued in Seattle, Washington, on June 20. 
1980. 

The incorporation by reference provisions 
in the document were approved by the 
Director of the Federal Register on June 19, 

1967. 

Jonathan Howe, 

Acting Director, Northwest Region. 

IFR Doc. BO-20349 FHed 7-&-8Q, *44 am] 

81LUNG CODE 4910-13-41 


14 CFR Part 39 

(Docket No. 80-WE-31-AD; Arndt 39-3836) 

Airworthiness Directives; Hiller UH-12 
Helicopters 

agency: Federal Aviation 
Administration (FAA) DOT. 
action: Final rule. 

summary: This amendment adopts a 
new airworthiness directive (AD) which 
requires repetitive inspections for cracks 
and bond separation on main rotor 
blades of Hiller UH-12 helicopters. The 
AD is needed to prevent main rotor 
blade structural failure which could 
result in loss of control of the helicopter. 
dates: Effective July 14. 1980. 
Compliance schedule—Initial 
compliance required within ten days of 
the effective date of this AD. 
adoresses: The applicable service 
information may be obtained from: 

Hiller Aviation, 2075 West Scranton 
Avenue, Porterville. California 93275. 
Also, a copy of the service 
information may be reviewed at, or a 
copy obtained from: 

Rules Docket in Room 918, FAA. 800 
Independence Avenue, S.W., 
Washington. D.C. 20591, 
or 

Rules Docket in Room 6W14, FAA 
Western Region, 15000 Aviation 
Boulevard, Hawthorne, California 
90261. 

FOR FURTHER INFORMATION CONTACT: 

Jerry Presba. Executive Secretary, 
Airworthiness Directive Review Board, 
Federal Aviation Administration, 
Western Region, P.O. Box 92007, World 
Way Postal Center, Los Angeles, 
California 90009. Telephone: (213) 530- 
6351. 

SUPPLEMENTARY INFORMATION: The FAA 

has determined that an in-service main 
rotor blade spar crack on a Hiller UH-12 
helicopter equipped with a certain 
model main rotor blade has resulted in 
excessive vibration and a forced 
landing. 

The spar was completely cracked 
chordwise at a blade station just 
outboard of the root doublers. In 
addition, the spar was found to be 
virtually unbonded and rested for a 
spanwise distance of approximately four 
feet from the fracture. The crack 
appeared to be initiated at the bottom 
surface and final failure at the top 
surface of the main rotor blade spar. The 
appearance of the fracture indicated 
that the crack on the bottom occurred 
prior to the incident. Since this condition 
is likely to exist or develop on other 
helicopters of the same type design, an 


airworthiness directive is being issued 
which requires inspection of certain 
model main rotor blades for cracks on 
Hiller UH-12 helicopters. 

Since a situation exists that requires 
immediate adoption of this regulation, it 
is found that notice and public 
procedure hereon are impracticable and 
good cause exists for making this 
amendment effective in less than 30 
days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Section 39.13 of Part 39 of the Federal 
Aviation Regulations (14 CFR 39.13) is 
amended, by adding the following new 
airworthiness directive: 

Hiller Aviation: Applies to Models UH-12D, 
UH-12E. UH-12E4 series helicopters, 
including military Models OII-23C and 
H-23P and all such models converted to 
turbine power by Supplemental Type 
Certificate SA178WE and/or SA177WE 
certificated in all categories, equipped 
with main rotor blade assembly Parsons 
Part Number 2253-1101-04. 

Compliance is required as indicated, unless 
already accomplished. 

To prevent possible main rotor blade 
failure due to cracking, accomplish the 
following: 

(a) Within ten day from the effective date 
of this AD: 

(1) Inspect main rotor blade spar for 
evidence of cracks using dye penetrant 
inspection methods, and; 

(2) Visually inspect both sides of blade for 
signs of chipping and/or looseness of the 
paint and fairing compound along the entire 
span of the blade where the leading edge 
steel spar overlaps the aluminum skin, and; 

(3) Conduct “coin tap" test to determine 
adequacy of the bond in the area described in 
paragraph (a)(2) of this AD, and; 

(4) Visually inspect surface of fairing 
compound along aft edge of steel spar for 
indication of rust in accordance with Hiller 
Aviation Service Bulletin SB UH-12-51-6 
dated June 11,1980. (Applies to paragraphs 
(a)(1), (2). (3). (4)). 

(b) Within 100 hours' time in service since 
accomplishment of the inspection required by 
paragraph (a) of this AD and thereafter at 
intervals not to exceed 100 hours' time in 
service since the last such inspection, repeat 
the inspections required by paragraph (a) of 
this AD. 

(c) All discrepancies found as a result of 
this AD which exceed limitations as specified 
in FAA approved data must be corrected 
prior to further flight. 

(d) Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base for the 
accomplishment of inspections required by 
this AD. 

(e) Alternative inspections, modifications 
or other actions which provide an equivalent 
level of safety may be used when approved 
by the Chief, Aircraft Engineering Division. 
FAA Western Region. 

(f) Report results of initial inspections to: 
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Chief. Aircraft Engineering Division. FAA 
Western Region. P.O. Box 92007, World 
Way Postal Center, Los Angeles, California 
90009, 

by air mail letter within three days of 
accomplishment in the following format: 

“N” number, helicopter model designation, 
main rotor blade serial number, hours' time in 
service on main rotor blade at inspection, 
location and nature of discrepancy (if found). 

(Reporting approved by the Office of 
Management and Budget under OMB No. 04- 
R0174). 

This amendment becomes effective 
July 14.1980. 

(Secs. 313(a), 601. and 603. Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1354(a), 
1421. and 1423); Sec. 6(c) Department of 
Transportation Act (49 U.S.C. 1655(c)); and 14 
CFR 11.89) 

Note.—The FAA has determined that this 
document involves a final regulation which is 
not considered to be significant under 
Executive Order 12044 as implemented by 
DOT Regulatory Policies and Procedures (44 
FR 11034; February 26,1979). 

Issued in Los Angeles, California on June 
25,1980. 

John D. Mattson, 

Director, FAA Western Region. 

|FR Doc. 00-20481 Filed 7-9-00. 045 urn] 

BILLING CODE 4910-13-M 


14 CFR Part 39 

(Docket No. 80-WE-25-AD; Arndt. 39-3635] 

Airworthiness Directives; Piper Model 
600 Series Airplanes 

agency: Federal Aviation 
Administration (FAA) DOT. 
action: Final rule. 

SUMMARY: This action publishes in the 
Federal Register and makes effective as 
to all persons an amendment adopting a 
new airworthiness directive (AD) which 
was previously made effective as to 
known operators of Piper Model 600 
series airplanes by airmail letter 80-12- 
08 dated June 3,1980. This AD was 
required because of reports of cracks in 
the horizontal stabilizer and vertical 
stabilizer rear spar attach fittings which 
could result in loss of airplane control. 
DATES: Effective July 14,1980, and was 
effective earlier for all recipients of 
airmail letter 80-12-08 dated June 3, 
1980. Compliance schedule—As 
prescribed in the body of die AD. 
addresses: The applicable service 
information may be obtained from: 

Piper Aircraft Corporation, Santa Maria 
Division. Customer Services, 2560 
Skyway Drive, Santa Maria, 
California 93454. Telephone: (805) 
922-0303. 


Also, a copy of the service 
information may be reviewed at, or a 
copy obtained from; 

Rules Docket in Room 916, FAA, 800 
Independence Avenue, S.W., 
Washington, D.C. 20591, 
or 

Rules Docket in Room 6W14, FAA 
Western Region. 15000 Aviation 
Boulevard, Hawthorne, California 
90261. 

FOR FURTHER INFORMATION CONTACT: 

Jerry Presba, Executive Secretary. 
Airworthiness Directive Review Board, 
Federal Aviation Administration, 
Western Region. P.O. Box 92007, World 
Way Postal Center, Los Angeles, 
California 90009. Telephone: (213) 536- 
6351. 

SUPPLEMENTARY INFORMATION: An 

emergency AD was adopted on June 3, 
1980 and made effective immediately 
upon receipt of airmail letter 80-12-08 to 
all known U.S. operators of Piper 
Aerostar Model 600 series airplanes. 

This AD required inspection of 
horizontal and vertical rear spar attach 
Fittings for cracks which could result in 
loss of control. 

Since it was found that immediate 
corrective action was required, notice 
and public procedure thereon was 
impracticable and contrary to the public 
interest and good cause existed to make 
the AD effective immediately. These 
conditions still exist and the AD is 
hereby published in the Federal Register 
as an amendment to § 39.13 of Part 39 of 
the Federal Aviation Regulations to 
make it effective as to all persons. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator. 
Section 39.13 of Part 39 of the Federal 
Aviation Regulations (14 CFR 39.13) is 
amended, by adding the following new 
airworthiness directive: 

Piper: (Ted Smith): Applies to Aerostar Model 
600, 601 and 801P series airplanes 
certificated in all categories. 

Compliance required as indicated unless 
already accomplished. 

To prevent possible loss of control due to 
structural failure of the vertical and 
horizontal stabilizer attach fittings, 
accomplish the following: 

(a) Within five hours’ time in service from 
the effective date of this AD, visually inspect 
the aft horizontal and vertical stabilizer 
attach fittings for cracks as specified in Part 1 
of Piper Service Bulletin SB 600-88, dated 
May 29,1980, (hereinafter referred to as SB 
600-88). 

(b) If cracks are found, proceed with 
inspection of forward attach Fittings. Replace 
all cracked parts with like serviceable parts 
prior to further flight. 

(c) Within 25 hours' time in service from 
the effective date of this AD. conduct a dye 


penetrant inspection of the aft horizontal and 
vertical stabilizer attach fittings per Part II of 
SB 600-88. If cracks are found, comply with 
paragraph (b) of this AD. 

(d) Within 100 hours’ time in service from 
the inspection required by paragraph (c) of 
this AD, and thereafter at intervals not jo 
exceed 100 hours’ time in service since the 
last such inspection, repeat the inspection of 
paragraph (c) of this AD. 

(c) Report results of all inspections to: 
Chief, Aircraft Engineering Division, FAA 
Western Region, P.O. Box 92007. Worldway 
Postal Center. Los Angeles. CA 90009. 
by airmail letter within 3 days of 
accomplishment in the following format: **N” 
number, hours' time in service at inspection 
location and size of crack (if found). 

(f) Alternative inspections, modifications or 
other actions which provide an equivalenl 
level of safety may be used when approved 
by the Chief, Aircraft Engineering Division. 
FAA Western Region. 

This amendment becomes effective 
July 14,1980, and was effective earlier to 
all recipients of airmail letter 80-12-08 
dated June 3,1980. 

(Secs. 313(a). 601, and 603, Federal Aviation 
Act of 1958, as amended (49 U.S.C. 13541a). 
1421, ahd 1423): Sec. 6(c) Department of 
Transportation Act (49 U.S.C. 1655(c)); and 14 
CFR 11.89) 

Note.—The FAA has determined that this 
document involves a final regulation which is 
not considered to be significant under 
Executive Order 12044 as implemented by 
DOT Regulatory Policies and Procedures (44 
FR 11034; February 26,1979). 

Issued in Los Angeles. California on June 
25.1980. 

|ohn D. Mattson. 

Director, FAA Western Region . 

|PR Doc 80-20482 Filed 7-8-80: 8:45 um| 

BILLING CODE 4910-1S-M 


14 CFR Part 39 

(Docket No. 80-WE-17-AD; Arndt 39-38341 

Airworthiness Directives; Robinson 
Helicopter Company Model R-22 
Helicopters 

agency: Federal Aviation 
Administration (FAA) DOT. 
action: Final rule. 

summary: This action publishes in the 
Federal Register and makes effective as 
to all persons an amendment adopting a 
new airworthiness directive (AD) which 
was previously made effective on all 
Robinson Model R-22 helicopters by 
telegraphic message T80WE25 dated 
May 20.1980. This new AD further 
supersedes a currently effective AD 
which requires repetitive inspections of 
main rotor blades on Robinson Model 
R-22 helicopters. This amendment is 
needed to remove From service certain 
main rotor blades which may not be 
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airworthy and to delete repetitive 
inspection requirements of AD 80-08-08 
which are no longer appropriate. 
dates: Effective July 14.1980, and was 
effective earlier for all recipients of 
telegraphic AD T80WE25 da^ed May 20, 
1980. Compliance schedule—as 
prescribed in the body of the AD. 

FOR FURTHER INFORMATION CONTACT: 
Jerry Presba, Executive Secretary, 
Airworthiness Directive Review Board, 
Federal Aviation Administration, 
Western Region, P.O. Box 92007, World 
Way Postal Center, Los Angeles. 
California 90009. Telephone: (213) 536- 
6351. 

SUPPLEMENTARY INFORMATION: 

Amendment 39-3751 (45 FR 26032), AD 
80-08-08 requires repetitive inspections 
of the main rotor blade assemblies on 
Robinson Helicopter Company Model 
R-22 series helicopters for delamination 
attributed to bonding process 
discrepancies. After issuing Amendment 
39-3751, the FAA, on May 5,1980 based 
upon an accident investigation 
suspended the type certificate for the 
Robinson Helicopter Company Model 
R-22 series helicopters until such time 
as it was demonstrated to the 
Administrator that the main rotor blades 
on Model R-22 helicopters meet the 
airworthiness standards of FAR Part 27 
and that such aircraft are safe for 
operation. The FAA has made such a 
finding for main rotor blades to be 
produced under an improved system of 
quality control, and the type certificate 
was restored on May 20,1980 with the 
provision that all main rotor blades 
Serial Nos. 1 through 91 be retired from 
service, which was made mandatory by 
telegraphic AD T80WE25 dated May 20. 
1980. Therefore, the FAA is superseding 
AD 80-08-08 by the issuance of this AD 
which requires removal from service of 
main rotor blade Serial Nos. 1 through 
91 on Robinson Helicopter Company 
Model R-22 helicopters. 

Since a situation exists that requires 
immediate adoption of this regulation, it 
is found that notice and public 
procedure hereon are impracticable and 
good cause exists for making this 
amendment effective in less than 30 
days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Section 39.13 of Part 39 of the Federal 
Aviation Regulations (14 CFR 39.13) is 
amended, by adding the following new 
airworthiness directive: 

Kobinson Helicopter Company: Applies to 
Model R-22 series helicopters 
certificated in all categories. 

Compliance required as indicated. 


To prevent main rotor blade structural 
failure, accomplish the following: 

(a) Prior to further flight remove from 
service all main rotor blades Serial numbers 

1 through 91 and replace with like serviceable 
part 

(b) Mark all blades Serial numbers 1 
through 91 “UNAIRWORTHY" on the blade 
upper surface at the approximate mid-span 
with lettering at least 2 inches high and, using 
a metal stamp, mark “UNAIRWORTHY" on 
data plate. 

This amendment becomes effective 
July 14,1980, and was effective earlier 
for all recipients of the telegram dated 
May 20,1980. 

(Secs. 313(a), 601, and 603, Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1354(a), 
1421, and 1423): Sec. 6(c) Department of 
Transportation Act (49 U.S.C. 1655(c)); and 14 
CFR 11.89) 

Note.—The FAA has determined that this 
document involves a final regulation which is 
not considered to be significant under 
Executive Order 12044 as implemented by 
DOT Regulatory Policies and Procedures (44 
FR 11034. February 28,1979). 

This supersedes Amendment 39-3751 
(45 FR 26032). AD 80-06-08. 

Issued in Los Angeles, California on June 
25.1980. 

John D. Mattson, 

Director, FAA Western Region. 

|KR Doc 80-204S3 Filed 7-9-SO: 8:45 i»m| 

BILLING CODE 49KM3-M 


14 CFR Part 39 

l Docket No. 80-GL-10-AD; Arndt 39-3820] 

Airworthiness Directives; Detroit 
Diesel Allison, Division of General 
Motors Corp^ DDA 501-D13 Stage 1 
Turbine Disc 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: This amendment adopts of a 
new Airworthiness Directive (AD) 
which requires mandatory retirement of 
the DDA 501-D13 Stage 1 turbine disc. 
This AD is being issued as a result of 
extensive analytical investigation, and 
the assignment of the same level of risk 
to the State 1 disc as w'as applied to 
Stages 2. 3. and 4. AD-79-25-03. There 
have been Stages 2 and 3 disc failures in 
the 501-D13 engine. A disc failure, as 
has been shown, would be uncontained, 
and failure in flight would result in a 
safety-of-flight condition. 
dates: Effective July 10.1980. 
Compliance schedule—As prescribed in 
body of AD. 

addresses; The applicable Detroit 
Diesel Allison 501-D13 Commercial 
Service Letter. CSL-260, issued July 1, 


1980, may be obtained from Detroit 
Diesel Allison, Division of General 
Motors Corporation, P.O. Box 894, 
Indianapolis. Indiana 48206. 

A copy of the service information is 
contained in the Rules Docket, Office of 
Regional Counsel. FAA. 2300 East 
Devon Avenue. Des Plaines, Illinois 
60018; and at FAA Headquarters. Rm. 
916, 800 Independence Avenue, S.W., 
Washington, D.C. 20591. 

FOR FURTHER INFORMATION CONTACT: 
Mitchell Kaplan, Engineering and 
Manufacturing Branch, AGL-214, Flight 
Standards Division, FAA. 2300 East 
Devon Avenue, Des Plaines, Illinois 
60018, telephone number (312) 694-4500. 
extension 308. 

SUPPLEMENTARY INFORMATION: There 
have been Five instances of turbine 
wheel failure. These failures resulted in 
loss of engine power. Investigations 
revealed that the cause of these engine 
malfunctions was turbine wheel failure 
resulting from low cycle fatigue. 
Although these wheel failures were in 
Stages 2 and 3. the same material and 
design procedures were utilized in the 
Stage 1 disc. A refined analysis has 
shown that a similar can occur in the 
Stage 1 disc. Since this condition is 
likely to develop on all engines of this 
type with the appropriate part number 
turbine wheels, an Airworthiness 
Directive is being issued which would 
require removal of wheels from service 
based on cycles accumulated. This 
restriction is in addition to the already 
existing life limit of 9700 hours. 

As a situation exists that requires the 
immediate adoption of this regulation, it 
is found that notice and public 
procedure hereon are impracticable and 
good cause exists for making for this 
amendment effective in less than 30 
days. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Section 39.13 of Part 39 of the Federal 
Aviation Regulations (14 CFR 39.13) is 
amended, by adding the following new 
Airworthiness Directive: 

Detroit Diesel Allison: Applies to Model dbl- 
D13. 501-D13A. 501-D13D. 501-D13E, and 
501-D13H engines equipped with 1st 
stage turbine wheels with part numbers 
6844061 and 6847111. Compliance is 
required as indicated. To prevent disc 
failures due to fatigue, these discs are to 
be removed from service depending upon 
the spline fit interference or reaching the 
hourly limitation. The schedule for wheel 
removal is as follows: 

(1) Spline fit—0.000 to 0.00G9T 

(a) Wheels which have greater than 15.800 
cycles on the effective date of this AD are to 
be removed from service within 200 cycles. 
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(b) Wheels which have less than 15,800 
cycles on the effective dale of this AD are to 
be removed from service before they accrue 
16,000 cycles. 

(2) Spline fit—.001T to 0025T 

(a) Wheels which have greater than 18,550 
cycles on the effective date of this AD are to 
be removed from service within 450 cycles. 

(b) Wheels which have less than 18,550 
cycles on the effective date of this AD are to 
be removed from service before they accrue 
19,000 cycles. 

(3) It is the operator’s responsibility to 
obtain wheel-to-shaft spline fit data from 
their Overhauler to determine which spline fit 
applies to their respective turbine or turbines. 
Only wheels that have conformed to a .001T 
min. fit throughout their entire utilization 
history qualify for paragraph (2) above. 

(4) Wheels which have 9700 hours of 
service prior to accruing 16,000 cycles (spline 
fit 0.000 to 0.0009T) or 19,000 cycles (spline fit 
.001T-.0025T) shall be removed from service. 

This amendment becomes effective 
July 10.1980. 

(Secs. 313(a), 601, and 603, Federal 
Aviation Act of 1958, as amended (49 U.S.C 
1354(a), 1421, and 1423); Sec. 8(c), Department 
of Transportation Act (49 U.S.C. 1655(c)); 14 
CFR 11.89) 

Note.—Due to the nature of this AD, it is 
impracticable to follow the regulatory 
procedures prescribed by Executive Order 
12044 as implemented by DOT Regulatory 
Polices and Procedures (44 FR 11034; 

February 26.1979). In accordance with the 
DOT guidelines, a regulatory evaluation is 
being prepared and will be placed in the 
public docket for this action. 

Issued in Des Plaines. Illinois on June 11, 
1980. 

Kenneth C. Patterson, 

Acting Director. Great Lakes Region. 

| PR Doc. 00-20299 Filed 7-4-80. R45 nm| 

BILUNG CODE 4910-13-M 


14 CFR Part 71 

(Airspace Docket No. 80-NW-4] 

Alteration of Controlled Airspace, 
Transition Area; Redmond, Oreg. 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: The adoption of this proposal 
will provide controlled airspace for 
aircraft to operate on direct routes or on 
radar vectors throughout central and 
eastern Oregon at altitudes considerably 
lower than the existing floor of 
controlled airspace. 

EFFECTIVE date: 0901 GMT, September 
4.1980. 

FOR FURTHER INFORMATION CONTACT: 

Robert L. Brown, Airspace Specialist, 
(ANW-534), Operations, Procedures and 
Airspace Branch, Air Traffic Division, 
Federal Aviation Administration, 


Northwest Region, FAA Building, Boeing 
Field, Seattle, Washington 98108; 
telephone (206) 767-2810. 

SUPPLEMENTARY INFORMATION: 

History 

The recent commissioning of the 
Fossil Air Route Surveillance Radar 
(ARSR) enhances Seattle Center’s 
capability to provide radar service to 
aircraft operating over central and 
eastern Oregon. Maximum utilization of 
this capability necessitates expansion of 
designated controlled airspace. 

On April 14,1980, a Notice of 
Proposed Rulemaking was published in 
the Federal Register (45 27771) stating 
that the Federal Aviation 
Administration proposed to alter 
‘transition area at Redmond. Oregon. 
Interested persons were invited to 
participate in this rulemaking 
proceeding by submitting written 
comments on the proposal to the Federal 
Aviation Administration. No comments 
were received objecting to the proposal. 

The Rule 

This amendment to Subpart G of Part 
71 of the Federal Aviation Regulations 
(14 CFR 71) alters transition area at 
Redmond, Oregon. This action provides 
controlled airspace from 1700 feet above 
the ground for the control of aircraft on 
direct routes or on radar vectors. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Subpart G of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) as 
republished (45 FR 445) is amended, 
effective 0901 GMT September 4, as 
follows: 

71.181 Redmond, Oreg. 

Is amended as follows: 

After ”* * * of and parallel to the 189° 
radial,” on line eleven add: “• * *; that 
airspace extending upward from 1700 
feet above the surface within a line 
beginning at Redmond, Oregon, 
VORTAC, extending north on V25 to the 
Dalles VORTAC, east on V112 to 
Pendleton VORTAC, southeast on V4 to 
Baker VORTAC, southwest on-V357 to 
Lakeview VORTAC. west on V122 to 
Klamath Falls, VORTAC, northwest on 
V452 to Eugene VORTAC, east on 
V121N to Redmond VORTAC, excluding 
that airspace within Federal Airways, 
the Juniper MOA and the Baker, Eugene, 
Klamath Falls, Pendleton, The Dalles 
and Burns (Wildhorse), Oregon 
transition areas.” 

(Sec. 307(a) of the Federal Aviation Act of 
1958, as amended (49 U.S.C. 1348(a)); § 6(c) of 
the Department of Transportation Act (49 
U.S.C. 1655(c)); and (14 CFR 11.65)) 


Note.—The FAA ha9 determined that this 
document involves a regulation which is not 
considered to be significant under the 
procedure and criteria prescribed by 
Executive Order 12044 and as implemented 
by Department of Transportation Regulatory 
Policies and Procedures (44 FR 11034; 
February 26,1979). Since this regulatory 
action involves an established body of 
technical requirements for which frequent 
and routine amendments are necessary to 
keep them operationally current and promote 
safe flight operations, the anticipated impact 
is so minimal that this action does not 
warrant preparation of a regulatory 
evaluation. 

Issued in Seattle, Washington. June 26, 
1980. 

Charles R. Foster, 

Director. Northwest Region. 

|FR Doc. 00-20300 Filed 7-9-00: 8:45 ami 

BILLING CODE 4910-13-M 


14 CFR Part 71 

[Airspace Docket No. 80-ASW-20] 

Designation of Transition Area: 
Cameron, La. 

agency: Federal Aviation 
Administration (FAA). DOT. 
action: Final rule. 

summary: The nature of the action 
being taken is to designate a transition 
area at Cameron, La. The intended 
effect of the action is to provide 
controlled airspace for helicopters 
executing a new instrument approach 
procedure to the ERA landing area near 
Cameron, La. The circumstance which 
created the need for the action is the 
proposed special instrument approach 
procedure to the ERA landing area for 
helicopters using the Lake Charles 
VORTAC. 

EFFECTIVE DATE: September 4,1980. 

FOR FURTHER INFORMATION CONTACT: 

Kenneth L. Stephenson, Airspace and 
Procedures Branch (ASW-535), Air 
Traffic Division, Southwest Region, 
Federal Aviation Administration, P.O. 
Box 1689, Forth Worth, Texas 70101; 
telephone (817) 624-4911, extension 302. 
SUPPLEMENTARY INFORMATION: 

History 

On May 19.1980, a notice of proposed 
rule making was published in the 
Federal Register (45 FR 32705) stating 
that the Federal Aviation 
Administration proposed to designate 
the Cameron, La., transition area. 
Interested persons were invited to 
participate in this rule making 
proceeding by submitting written 
comments on the proposal to the Federal 
Aviation Administration. Comments 
were received without objections. 
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Except for editorial changes this 
amendment is tf.nt proposed in the 
notice. 

The Rule 

This amendment to Subpart G of Part 
71 of the Federal Aviation Regulations 
(14 CFR Part 711 designates the 
Cameron, La., transition area. This 
action provides controlled airspace from 
700 feet above the ground for the 
protection of helicopters executing a 
new instrument approach procedure to 
the ERA landing area near Cameron. La, 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Subpart G of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) as 
republished (45 FR 445) is amended, 
effective 0901 GMT. September 4,1980, 
as follows. 

In Subpart G, 71.181 (45 FR 445), the 
following transition area is added: 

Cameron. La. 

That airspace exlending upward from 700 
feet above the surface within 2.5 miles each 
side of the 197° radial of the Lake Charles 
VORTAC extending 3.5 miles north and 2 
miles south of latitude 29°46'31.4"N., 
longitude 93°14'03 4 'W. 

(Sec. 307(a). Federal Aviation Act of 1958 (49 
U.S.C. 1348(a): and Sec. 6(c), Department of 
Transportation Act (49 U.S.C. 1655(c))) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044, 89 
implemented by DOT Regulatory Policies and 
Procedures (44 FR 11034; February 28.1979). 
Since this regulatory action involves an 
established body of technical requirements 
for which frequent and routine amendments 
are necessary to keep them operationally 
current and promote safe flight operations, 
the anticipated impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation. 

Issued in Fort Worth. Tex., on June 26,1980. 
F. E. Whitfield, 

Acting Director. Southwest Region . 

IPR t>OC. 80-20464 Kited 7-V-8& (1*45 amj 
BILLING COOE 4910-13-M 


14 CFR Part 71 

l Airspace Docket No. 80-ASW-22J 

Designation of Transition Area: Pauls 
Valley, Oklahoma 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: The nature of the action 
being taken is to designate a transition 
area at Pauls Valley, Okla. The intended 
effect of the proposed action is to 
provide controlled airspace for aircraft 


executing a new instrument approach 
procedure to the Pauls Valley Municipal 
Airport. The circumstance which 
created the need for the action is the 
proposed establishment of a 
nondirectional radio beacon (NDB) 
located on the airport. Coincident with 
this action the airport is changed from 
Visual Flight Rules (VFR) to Instrument 
Flight Rules (IFR). 

EFFECTIVE DATE: September 4.1980. 

FOR FURTHER INFORMATION CONTACT: 

Kenneth L. Stephenson, Airspace and 
Procedures Branch (ASW-535). Air 
Traffic Division, Southwest Region. 
Federal Aviation Administration, P.O. 
Box 1689, Fort Worth. Texas 76101; 
telephone 817-624-^1911, extension 302. 

SUPPLEMENTARY INFORMATION: 

History 

On May 19.1980, a notice of proposed 
rule making was published in the 
Federal Register (45 FR 32705) stating 
that the Federal Aviation 
Administration proposed to designate 
the Pauls Valley. Okla., transition area. 
Interested persons were invited to 
participate in this rule making 
proceeding by submitting written 
comments on the proposal to the Federal 
Aviation Administration. Comments 
were received and one commentor 
objected to the proposal. 

Discussion of Comments 

The Department of the Air Force 
commented negatively to the proposed 
rule. The commentor objected because 
of the possible effect the proposal might 
have on Military Training Route IR-114. 
The main concern is that the transition 
area and the instrument approach 
procedures associated with the proposal 
could infringe upon the military route. 
IFR traffic in controlled airspace will be 
separated by the appropriate air traffic 
control facility. Since the anticipated 
IFR traffic operating to or from the Pauls 
Valley Municipal Airport will not be of 
sufficient numbers to impact other IFR 
operations, the Federal Aviation 
Administration has determined that 
there will be no significant impact on 
IR-114. Except for editorial changes, this 
amendment is that proposed in the 
notice. 

The Rule 

This amendment to Subpart G of Part 
71 of the Federal Aviation Regulations 
(14 CFR Part 71) designates the Pauls 
Valley, Okla., transition area. This 
action provides controlled airspace from 
700 feet above the ground for the 
protection of aircraft executing a new 
proposed instrument approach 


procedure to the Pauls Valley Municipal 
Airport. 

Adoption of the Amendment 

Accordingly, pursuant to the authority 
delegated to me by the Administrator, 
Subpart G of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) as 
republished (45 FR 445) is amended, 
effective 0901 GMT. September 4,1980, 
as follows. 

In Subpart G. 71.181 (45 FR 445), the 
following transition area is added: 

Pauls Valley. Okla. 

That airspace extending upward from 700 
feet above the surface within a 6.5-mile 
radius of the Pauls Valley Municipal Airport 
(latitude 34*42*45" N., longitude 97*13*30" W.) 
and within 3 miles each side of the 169* 
bearing from the NDB (latitude 34 ,, 42'55" N., 
longitude 97°13'44" W.) extending from the 
6.5-mile radius area to 8.5 miles south of the 
NDB. 

(Sec. 307(a). Federal Aviation Ac! of 1958 (49 
U.S.C. 1348(a)): and Sec. 6(c), Department of 
Transportation Act (49 U.S.C. 1655(c))) 
Note.—The FAA has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044, as 
implemented by DOT Regulatory Policies and 
Procedures (44 FR 11034; February 26.1979). 
Since this regulatory action involves an 
established body of technical requirements 
for which frequent and routine amendments 
are necessary to keep them operationally 
current and promote safe flight operations, 
the anticipated impact is so minimal that this 
^action does not warrant preparation of a 
regulatory evaluation. 

Issued in Fort Worth. Tex., on June 26.1980. 
F. E. Whitfield, 

Acting Director. Southwest Region. 

(FR Doc. 80-204115 Filed 7-9-HO M5 amj 

BILLING COOE 4910-13-M 


14 CFR Part 71 

(Airspace Docket No. 80-SO-331 

Alteration of Transition Area, Southern 
Pines, N.C. 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This rule alters the 
description of the Sopthem Pines, North 
Carolina, Transition Area by changing 
the name of the Pinehurst-Southem 
Pines Airport to Moore County Airport. 
effective date: 0901 GMT. August 10. 
1980. 

address: Federal Aviation 
Administration, Chief. Air Traffic 
Division, P.O. Box 20638, Atlanta. 
Georgia 30320. 

FOR FURTHER INFORMATION CONTACT: 

Harlen D. Phillips, Airspace and 
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Procedures Branch, Federal Aviation 
Administration, P.O. Box 20636, Atlanta, 
Georgia 30320; telephone: 404-763-7646. 
SUPPLEMENTARY INFORMATION: In the 
Southern Pines. North Carolina, 
Transition Area described in § 71.181 (45 
FR 445), the name of the airport is listed 
as "Pinehurst-Southem Pines Airport." 
On February 17,1980, the Moore County 
Commissioners changed the name of the 
airport to “Moore County Airport." 
Therefore, it is necessary to alter the 
transition area description to reflect the 
change in airport name. 

As this alteration is editorial in 
nature, notice and public procedure 
hereon are unnecessary. 

Adoption of the Amendment 

Accordingly, Subpart G, 5 171.181 (45 
FR 445) of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) is 
amended, effective 0901 GMT, August 

10,1980, by altering the Southern Pines, 
North Carolina, Transition Area as 
follows: 

M * * * Pinehurst-Southem Pines Airport 
* * •" is deleted and “* * * Moore County 
Airport * * •” is substituted therefor. 

(Sec. 307(a) of the Federal Aviation Act of 
1958, as amended (49 U.S.C. 1348(a)) and Sec. 
6(c) of the Department of Transportation Act 
(49 U.S.C. 1655(c))) 

Note.—The Federal Aviation 
Administration has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044, as 
implemented by DOT Regulatory Policies and 
Procedures (44 FR 11034. February 26,1979). 
Since this regulatory action involves an 
established body of technical requirements 
for which frequent and routine amendments 
are necessary to keep them operationally 
current and promote safe flight operations, 
the anticipated impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation. 

Issued in East Point, Georgia, on June 27, 
1980. 

George R. LaCaille 

Acting Director, Southern Region. 

|FR Doc. 80-20486 Piled 7-8-80: 8:45 ant) 

BILLING CODE 4910-1S-M 


14 CFR Part 71 

[Airspace Docket No. 80-AAL-9) 

Alteration of Transition Area at 
Gustavus, Alaska 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment alters the 
transition area at Gustavus, Alaska, to 
provide additional controlled airspace 
for aircraft holding at BERGS 


intersection and for aircraft climbing 
northwest bound from Juneau and 
Gustavus until reaching continental 
control area. A need for this action was 
created when holding was authorized at 
BERGS intersection and a minimum 
crossing altitude of 13.000 feet was 
established northwest bound at BERGS 
intersection. 

EFFECTIVE DATE: 0901 G.M.T., September 

4.1980. 

FOR FURTHER INFORMATION CONTACT: 

John Costello, Operations, Procedures, 
and Airspace Branch, Air Traffic 
Division, Federal Aviation 
Administration, 701 C Street, Box 14, 
Anchorage, Alaska 99513, telephone 
(907) 271-5902. 

SUPPLEMENTARY INFORMATION: On May 

29.1980, a Notice of Proposed 
Rulemaking was published in the 
Federal Register (45 FR 36093) stating 
that the Federal Aviation 
Administration proposed to expand the 

1,200-foot floor portion of the Gustavus. 
Alaska, transition area and designated a 
12,500-foot floor transition area to 
provide controlled airspace for aircraft 
holding at BERGS intersection and for 
aircraft climbing northwest bound from 
over BERGS intersection. Interested 
persons were invited to participate in 
this rulemaking process by submitting 
written comments on the proposal to the 
FAA. The only comment received was a 
concurrence with the proposal. 

Accordingly, pursuant to the authority 
delegated to me by Subpart G. § 71.181 
of Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) as 
republished (45 FR 445), is amended as 
follows: 

After “48 miles SE of the RBN." add 
“and within 22 miles SW of thd 325° 
bearing from the Gustavus RBN, 
extending from 16 miles NW to 26 miles 
NW; and that airspace extending 
upward from 12,500 feet MSL within 5 
miles each side of the Sisters Island 
VORTAC 302° radial extending from the 
NW boundary of the 1.200-foot portion 
transition area to 59 miles NW of the 
VORTAC, thence widening to 6 miles 
each side of the 302° radial at 69 miles 
NW of the VORTAC." 

(Sec. 307(a), Federal Aviation Act of 1958, as 
amended (49 U.S.C. 1348(a)): sec. 6(c), 
Department of Transportation Act (49 U.S.C 
1655(c)): and 14 CFR 11.69) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044, as 
implemented by DOT Regulatory Policies and 
Procedures (44 FR 1134, February 26,1979). 
Since this regulatory action involves an 
established body of technical requirements 
for which frequent and routine amendments 


are necessary to keep them operationally 
current and promote safe flight operations, 
and anticipated impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation. 

Issued in Anchorage, Alaska, on July 2, 
1980. 

Robert L. Faith, 

Director, Alaska Region. 

|FR Doc 80-20579 Filed 7-8-80: 8:45 umj 

BILLING COOE 4910-13-M 


14 CFR Part 71 

(Airspace Docket No. 80-AAL-5) 

Designation of Transition Area, Valdez, 
Alaska 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule. 

summary: This amendment designates a 

1,200-foot transition area at Valdez, 
Alaska, to provide controlled airspace 
for aircraft conducting an instrument 
approach procedure to the Valdez 
Airport. This action will also provide 
controlled airspace to enable ATC to 
more efficiently control aircraft 
operations using radar control 
procedures from an en route radar 
facility on Middleton Island, Alaska. 
This action is made necessary by a 
recently approved instrument approach 
procedure to the Valdez Airport and the 
imminent establishment of an en route 
radar facility on Middleton Island. 
EFFECTIVE DATE: 0901 G.m.t., September 

4.1980. 

FOR FURTHER INFORMATION CONTACT: 

John Costello, Operations, Procedures, 
and Airspace Branch, Air Traffic 
Division, Federal Aviation 
Administration, 701 C Street, Box 14, 
Anchorage, Alaska 99513, telephone 
(907) 271-5902. 

SUPPLEMENTARY INFORMATION: On May 

22.1980, a Notice of Proposed 
Rulemaking was published in the 
Federal Register (45 FR 34289) stating 
that the Federal Aviation 
Administration proposed to establish a 

1,200-foot transition area at Valdez, 
Alaska to provide controlled airspace 
for aircraft conducting an instrument 
approach procedure and also to provide 
controlled airspace to allow air traffic 
control to more efficiently handle 
aircraft operations using radar control 
procedures from an en route radar 
facility soon to be established on 
Middleton Island, Alaska. Interested 
persons were invited to participate in 
this rulemaking process by submitting 
written comments on the proposal to the 
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FAA. The only comment received 
concurred with the proposal. 

Accordingly, pursuant to the authority 
delegated to me Subpart G. § 71.181 of 
Part 71 of the Federal Aviation 
Regulations (14 CFR Part 71) as 
republished (45 FR 445) is amended by 
adding the following: 

Valdez. Alaska 

That airspace extending upward from 1.200 
feet above the surface within an area 
beginning at latitude 60*43*11.7"N., longitude 
147°50'36.3''W., thence north along the 85- 
mile radius arc centered on the anchorage 
VORTAC to latitude 6r27'37"W„ longitude 
147 # 44T0''W„ thence east to latitude 
61“16'05"N., longitude 146*13’04”W.. thence 
south along the west boundary of V-481 to 
the north boundary of V-319. thence west 
along the north boundary of V-319 to the 
point of beginning. 

(Sec. 307(a), Federal Aviation Act of 1958, as 
amended (49 U.S.C 1348(a)); sec. 6(c) of the 
Department of Transportation Act (49 U.S.C 
1655(c)); and 14 CFR 11.69) 

Note.—The FAA has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044, as 
implemented by DOT Regulatory Policies and 
Procedures (44 FR 1134, February 28.1979). 
Since this regulatory action involves an 
established body of technical requirements 
for which frequent and routine amendments 
are necessary to keep them operationally 
current and promote safe flight operations, 
and anticipated impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation. 

Issued in Anchorage. Alaska, on June 30. 
1980. 

Robert L. Faith, 

Director. Alaska Region. 

(FR Doc fc0-205S0 Piled 7-0-30; &45 am| 

BILLING COO€ 4910-13-M 


14 CFR Part 71 

l Airspace Docket No. BO-NE-2] 

Designation of Federal Airways, Area 
Low Routes, Controlled Airspace, and 
Reporting Points; Alteration of 
Transition Areas 

Correction 

In FR Doc. 80-19371 appearing on 
page 43698, in the issue of Monday, June 
30,1980 make the following correction: 

On page 43698, third column, the 27th 
line of the second complete paragraph 
should have read: 

“Mass., Municipal Airport (LaL 
41“45T5"N.,’\ 

billing coot isos-oi-n 


FEDERAL TRADE COMMISSION 
16 CFR Part 13 
(Docket C-3024J 

Morton-Norwich Products, Inc., et al.; 
Prohibited Trade Practices, and 
Affirmative Corrective Actions 

agency: Federal Trade Commission. 
action: Final order. 

summary: In settlement of alleged 
violations of federal law prohibiting 
unfair acts and practices and unfair 
methods of competition, this consent 
order requires, among other things, a 
Chicago, Ill. manufacturer of 
pharmaceutical products to cease 
making any misrepresentations of the 
efficacy or novel performance 
characteristics of its vaginal 
contraceptive suppository products. The 
order specifically prohibits any 
exaggerated efficacy claims for the 
products such as “highly” or 
“extremely” effective. Additionally, 
respondent is prohibited from making 
claims of efficacy without a reasonable 
basis consisting of a consistent body of 
valid and scientific evidence. 
Respondent is also required to distribute 
an information pamphlet discussing the 
advantages and disadvantages of 
various over-the-counter contraceptive 
methods as well as setting for the 
specifically required affirmative 
disclosures. 

dates: Complaint and order issued June 
19,1980.* 

FOR FURTHER INFORMATION CONTACT: 

Leroy Richie, Director. 8R, New York 
Regional Office, Federal Trade 
Commission, 2243-EB Federal Bldg.. 26 
Federal Plaza, New York, N.Y. 10007. 
(212) 264-1207. 

SUPPLEMENTARY INFORMATION: On 

Wednesday. March 5,1980, there wa9 
published in the Federal Register, 45 FR 
14226, a proposed consent agreement 
with analysis In the Matter of Morton- 
Norwich Products, Inc., a corporation, 
and Eaton-Merz Laboratories, Inc., a 
corporation, for the purpose of soliciting 
public comment. Interested parties were 
given sixty (60) days in which to submit 
comments, suggestions or objections 
regarding the proposed form of order. 

Comments were filed and considered 
by the Commission. The commission has 
ordered the issuance of the complaint in 
the form contemplated by the 
agreement, made its jurisdictional 
findings and entered its order to cease 
and desist, as set forth in the proposed 


*Copies of the Complaint, and Decision and 
Order filed with the original document. 


consent agreement, in disposition of this 
proceeding. 

The prohibited trade practices and/or 
corrective actions, as codified under 16 
CFR Part 13. are as follows: Subpart— 
Advertising Falsely or Misleadingly: 

§ 13.135 Nature of product or service; 

§ 13.170 Qualities or properties of 
product or service; 13.170-18 
Contraceptive; 13.170-58 Non-irritating; 

§ 13.195 Safety; 8 13.205 Scientific or 
other relevant facts; 5 13.280 Unique 
nature or advantages. Subpart— 
Corrective Actions and/or 
Requirements: 8 13.533 Corrective 
actions and/or requirements; 13.533-10 
Corrective advertising; 13.533-20 
Disclosures; 13.533-45 Maintain records; 
13.533—45(k) Records, in general. 

Subpart—Disseminating advertisements, 
etc.: 8 13.1043 Disseminating 
advertisements, etc. Subpart— 
Misrepresenting Oneself and Goods- 
Goods: § 13.1685 Nature; 5 13.1710 
Qualities or properties; 5 13.1740 
Scientific or other relevant facts; 

5 13.1770 Unique nature or advantages. 
Subpart—Neglecting. Unfairly or 
Deceptively. To Make Material 
Disclosure: 8 13.1863 Limitations of 
product; § 13.1870 Nature; § 13.1890 
Safety; 8 13.1895 Scientific or other 
relevant facts. 

(Sec. 8. 38 Stat 721; 15 U.S.C. 46. Interprets or 
applies sec. 5. 38 StaL 719, as amended; 15 
U.S.C. 45. 52) 

Carol M. Thomas. 

Secretary . 

[FR Doc. 80-20576 Piled 7-*-M* 8 45 am| 

BILLING CODE 6750-01-81 


16 CFR Part 13 
(Docket 9104] 

Sears, Roebuck & Co.; Prohibited 
Trade Practices, and Affirmative 
Corrective Actions 

AGENCY: Federal Trade Commission. 
action: Modifying order. 

summary: This order modifies a 
previous order to cease and desist 
issued April 28,1980, 45 FR 36372, 
against a Chicago, Ill, department store 
chain, by adding the terms 
“dehumidifiers” and “freezers” to the 
definition of “major home appliances” 
contained in order Paragraph 1(1). 
dates: Decision issued April 28,1980. 
Modifying order issued June 10.1980. 
FOR FURTHER INFORMATION CONTACT: 
FTC/PA, Robert L Barton, Jr., 
Washington, D.C. 20580. (202) 724-1499. 
SUPPLEMENTARY INFORMATION: In the 
Matter of Sears, Roebuck and Co., a 
corporation and J. Walter Thompson 













46352 Federal Register / Vol. 


Co., a corporation. Codification under 16 
CFR Part 13. appearing at 45 FR 36372. 
remains unchanged. 

(Sec. 6. 38 Stat. 721; 15 U.S.C. 46. Interprets or 
applies sec. 5. 38 Stat. 719, as amended: 15 
U.S.C. 45) 

The Order Correcting Inadvertent 
Omission From Final Order is as 
follows; 

By motion filed May 21,1980, 
complaint counsel have requested that 
the Commission modify its final order in 
this matter to add the terms 
“dehumidifiers** and “freezers** to the 
definition of “major home appliances” 
contained in the order. 

Complaint counsel are correct in their 
suggestion that the omission of these 
two terms from the order was 
inadvertent. At page 18 of the 
Commission’s decision it indicated its 
desire to adopt the definition proposed 
by Judge Hanscom, with the omission of 
the catch-all provision (“and any other 
product that falls into the category of 
major home appliances”) and with the 
addition of the terms “stoves” and 
“ovefts”. The final order appended to 
the decision omits mention of 
dehumidifiers and freezers, even though 
these were contained in Judge 
Hanscom's order as recited on page 17 
of the Commission’s decision. To correct 
this inadvertent omission, the final order 
will be modified. Therefore, 

It is ordered that Paragraph 1(1) of the 
Final Order in this matter be modified to 
read: 

“Major home appliances” means air 
conditioning units (room or built-in), 
clothes washers, clothes dryers, 
disposers, dishwashers, trash 
compactors, refrigerators, refrigerator/ 
freezers, freezers, ranges, stoves, ovens 
(including microwave ovens), 
humidifiers, and dehumidifiers. 

By the Commission. 

Carol M. Thomas, 

Secretory . 

|PR Doc. 80-20578 Piled 7-0-80; 8:45 «m| 

BILLING CODE 6750-01-M 


SECURITIES AND EXCHANGE 
COMMISSION 

17 CFR Part 200 

l Release Nos. 33-6220; 34-16953; 35-21648; 
39-575; IC-11241; IA-727J 

General Organization; Establishment 
of Counsel for Professional 
Responsibility 

AGENCY: Securities and Exchange 

Commission. 

action: Final rule. 


45, No. 134 / Thursday, July 10, 1980 


summary: The Commission is amending 
its rules respecting its general 
organization to establish a new position, 
the Counsel for Professional 
Responsibility, to oversee compliance 
with the Commission’s Conduct 
Regulation. 

EFFECTIVE date: Immediately upon 
publication in the Federal Register. 

FOR FURTHER INFORMATION CONTACT: 
Theodore S. Bloch, Office of the General 
Counsel, Securities and Exchange 
Commission, Washington, D.C. 20549 
(202) 272-2454. 

SUPPLEMENTARY INFORMATION: 

Accordingly, 17 CFR Part 200 is 
amended by adding § 200.21a to read as 
follows: 

PART 200—ORGANIZATION; 

CONDUCT AND ETHICS; AND 
INFORMATION AND REQUESTS 

§ 200.21a Counsel for professional 
responsibility. 

(a) The Counsel for Professional 
Responsibility within the Office of the 
General Counsel of the Commission 
shall oversee compliance with the 
Regulation Concerning Conduct of 
Members and Employees and Former 
Members and Employees, §§ 200.735-1- 
200.735-18 of this chapter and shall, 
when appropriate, investigate 
allegations of violation of that 
Regulation and the Commission’s 
Canons of Ethics, §§ 200.50-200.72 of 
this chapter and the Code of Behavior 
Concerning Ex Parte Communications 
Between Persons Outside the 
Commission and Decisional Employees, 
§§ 200.110-114 of this chapter. 

(b) The Counsel’s responsibilities, 
subject to the oversight of the General 
Counsel or his or her delegate, shall 
include: (1) receiving and reviewing 
information containing allegations of 
misconduct by a Commission employee; 
(2) referring those matters which involve 
management questions to Division 
Directors, Office Heads or Regional 
Administrators; (3) investigating or 
overseeing investigations into those 
allegations of misconduct which, in the 
judgment of Counsel, require 
investigation; (4) referring complaints 
which appear to involve a violation of 
federal criminal statutes, after a 
preliminary investigation has 
determined that the complaint is not 
frivolous, to the Chairman or most 
senior Commissioner who would be 
proper, for transmission to the 
Department of Justice in accordance 
with the provisions of 28 U.S.C. 535; (5) 
acting as liaison with the Department of 
Justice with respect to such matters as 
have been referred; or with state or local 


/ Rules and Regulations 


authorities to whom matters may on 
occasion be referred; (6) preparing for 
submission to the General Counsel 
reports of completed investigations wth 
recommendations for disposition; (7) 
arranging for the review of articles and 
speeches as required by § 200.735-4(e) 
of this chapter, (8) giving counseling 
under, and preparing interpretations or 
opinions with respect to, provisions of 
the Commission’s regulations governing 
the conduct of employees; and (9) 
referring Findings of professional 
misconduct to the appropriate state 
professional boards or societies. 
***** 

The Commission finds that this 
amendment relates solely to rules of 
agency procedure or practice and 
accordingly, that notice and prior 
publication for comments under the 
Administrative Procedure Act 5 U.S.C. 
551 et seq.> are unnecessary. See 5 
U.S.C. 553(b). 

By the Commission. 

George A. Fitzsimmons, 

Secretary. 

July 2.1980. 

|FR Doc. 80-20G98 Piled 7-&-60: 8:45 am| 

BILLING CODE SOIO-OI-M 


DEPARTMENT OF ENERGY 

Federal Energy Regulatory 
Commission 

18 CFR Parts 35 and 36 
[Docket No. RM79-64; Order No. 91) 

Revised Requirements for Filing 
Changes in Electric Rate Schedules 
and for the Preparation and 
Submission of Supporting Data 

Issued June 27.1980. 

agency: Federal Energy Regulatory 

Commission. 

action: Final rule. 

summary: The Federal Energy 
Regulatory Commission (Commission) is 
adopting a revised regulation governing 
the filing of changes in the electric rate 
schedules of public utilities under the 
Federal Power Act. The revised § 35.13 
requires filed rate schedule changes to 
be supported by 37 cost-of-service 
statements, unless the rate schedule 
change is of a size or type that permits 
abbreviated cost support. The revised 
cost-of-service statements contain both 
the data expressly required to be filed 
under existing § 35.13 and the data 
routinely requested following the initial 
application for a change in a rate 
schedule. The rulemaking also makes 
conforming changes in 5 35.12 
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concerning abbreviated filing 
requirements and in 5 36.2(g) which 
deals with filing fees. 

The Commission takes this action in 
the belief that revision of 8 35.13 will 
contribute to the general goal of more 
expeditious disposition of wholesale 
rate change cases by providing a full 
cost-of-service analysis to intervenors 
and other parties early in the 
ratemaking procedure, by encouraging 
more settlements and less litigation, by 
reducing prehearing discovery if a rate 
case is litigated, and by permitting 
greater use of computerized or 
otherwise standardized information. 
EFFECTIVE date: The revised § 65.13 and 
amended §§ 35.12 and 36.2 will be 
effective for any electric rate schedule 
change tendered for filing 180 days from 
the date of issuance of the final rule 
(June 27,1980) or thereafter. 

FOR FURTHER INFORMATION CONTACT: 
William Longenecker, Office of Electric 
Power Regulation. 825 N. Capitol Street, 
N.E., Washington, D.C. 20426, (202) 357- 
5389. 

The Federal Energy Regulatory 
Commission (Commission) is adopting 
regulations governing the filing of 
changes in the electric rate schedules of 
public utilities under the Federal Power 
Act. The Commission takes this action 
in the belief that revision of § 35.13 will 
contribute to the general goal of more 
expeditious disposition of wholesale 
rate change cases by providing a full 
cost-of-service analysis to intervenors 
and other parties early in the 
ratemaking procedure, by encouraging 
more settlements and less litigation, by 
reducing prehearing discovery if a rate 
case is litigated, and by permitting 
greater use of computerized or 
otherwise standardized information. The 
revision consolidates the data expressly 
required to be filed under existing 
8 35.13 with the data routinely requested 
following the initial filing of a change in 
rate schedule. A limited amount of data 
required to be filed under the revised 
8 35.13 are not now filed in rate change 
proceedings. The rulemaking also makes 
conforming changes in § 35.12 and in 
5 36.2(g). 

I. Background 

On September 26.1963, the 
Commission’s predecessor agency, the 
Federal Power Commission (FPC), 
issued Order No. 271 1 which required 
the filing of cost-of-service statements in 
support of major electric rate increases. 
Order No. 271 also established cost-of- 
service data Statements A through O . 1 


' 30 FPC 850. 28 Fed Reg 10573 (October 2.1963). 

* Statement P. dealing with rate design 

information, was added by Order No. 537, Issued 


The FPC believed that these statements 
provided sufficient information upon 
which to decide whether to investigate 
any of the then-infrequent wholesale 
rate increase filings further. In a major 
subsequent amendment to S 35.13, the 
FPC established, in addition to submittal 
of twelve months of actual cost data, a 
requirement that utilities submit future 
test year cost data based on estimates. 
The historical twelve-month period of 
actual data was denominated Period I; 
Period II constituted a twelve-month 
period of estimated cost data. 1 * The use 
of estimated Period II data was devised 
to help utilities recover the costs it was 
felt they would incur during the time a 
rate was in effect 

In 1976, the FPC issued Administrative 
Order No. 157 which established “top 
sheet procedures** in natural gas 
pipeline and public utility rate cases. 4 * * 
The top sheet is a summary cost of 
service schedule prepared by staff to 
facilitate the settlement process by 
expediting the dissemination of staffs 
analysis of cost-of-service information. 

- This rulemaking was proposed in 
response to the increased frequency and 
dollar amounts of electric wholesale 
rate increase filings in the past several 
years.* * The Commission staff has 
frequently found it necessary to 
supplement the information supplied in 
such rate increase filings by requesting 
additional data from the filing utility. 

The recent volume of rate change 
applications has made the use of data 
requests an increasingly frequent and 
time-consuming part of rate proceedings. 

On February 15,1980. the Commission 
issued a Notice of Proposed Rulemaking 
in this docket • to address several 
difficulties posed by the present 
regulations, such as the lack of clear 
guidelines for preparing and submitting 
rate changes and cost-of-service data 
statements. This ambiguity in the 
present regulations has resulted in rate 
change filings that are not sufficiently 
detailed and explanatory to allow 


October 9.1975. 40 Fed. Reg. 48673 (October 17. 

1975) . 

1 Order No. 487. issued July 17,1973. 50 FPC 125. 
38 Fed. Reg. 1967 (July 26.1973). 

4 Issued April 1.197a 41 Fed. Reg. 15090 (April 9. 

1976) . 

•Electric rate increase filings increased from 17 In 

FY 1965 to 191 in FY 1978 and declined slightly to 

153 in FY 1979. The Electric Power Research 
Institute reports that during the 8 yeart from 1960 to 
1968. increases obtained from regulatory bodies by 
investor-owned utilities amounted in the aggregate 
to $117,000,000. For the ensuing 8 years from 1968 to 
1978 the corresponding figure was $11.4 billion, 
almost 100 times as much. Charles B. Curtis. 
Decisional Delay in Wholesale Electric Rote 
Increase Cases: Causes. Consequences and Possible 
Remedies, Federal Energy Regulatory Commission. 
January 23.198a at 40-41. 

*45 Fed. Reg . 11817. February 22.1980. 


efficient prehearing review. After four 
technical conferences 7 * and numerous 
recommendations from the FERC 
Advisory Subcommittee on Filing and 
Substantive Regulatory Requirements. # 
the Commission issued the proposed 
rule in order to clarify the electric rate 
change filing requirements and 
consolidate the data requirements that 
are usually imposed during a rate 
change proceeding. 

Although revised § 35.13 is more 
detailed than the existing section, the 
Commission is not requiring the filing of 
substantially more data than are 
presently required during the course of a 
rate change proceeding. The 
Commission's Chairman recently 
explained in his report to Congress that 
the ratemaking process requires the 
compilation and organization of certain 
kinds of data sooner or later and “the 
sooner it is done, the greater the benefit 
to everyone involved in the regulatory 
process.*’ 9 This final rule is being 
adopted to enable the Commission to 
make an informed determination 
whether to suspend or investigate the 
increasingly complex rate change 
submittals it receives. 

The Commission recognizes that the 
benefits of requesting a complete 
compilation of cost-of-service data at 
the filing stage may not be obvious. The 
Commission also acknowledges that 
there may be new regulatory costs 
involved in the changeover to the new 
filing requirements. The benefits to be 
derived from this rule are nevertheless 
real and substantial and will ultimately 
result in savings to consumers though 
improvements in the regulatory process. 
Standardized information will be 


1 Prior to issuing a Notice of Proposed Rulemaking 
in this docket, the Commission staff held four 
technical conferences. October 4 . 5. 18 and 19.1979. 
in Washington. D.C (44 Fed. Reg. 5353& September 
10.1979). Twenty-four persons were invited to 
discuss a draft of this rulemaking. Questions and 
comments were also welcomed from the public. The 
participants included representatives of public 
utilities and intervenor groups experienced in the 
electric ratemaking process and Department of 
Energy and Commission personnel. The conferences 
contributed to, among other things, the revision of 
abbreviated filings thresholds, more narrow 
requirements for 13 monthly averages and 
functionalized data in the cost-of-service 
statements, clarification of Statement BC as an 
informational data statement, elimination of the 
Form 61 computerized reporting format, and 
elimination of the "seven-month rule" for Period I 
data. 

•The final rule will implement the bulk of the 
relevant recommendations of the Subcommittee on 
Filing and Substantive Regulatory Requirements of 
the FERC Advisory Committee on Rules of Practice 
and Procedure stated in its report of October 2, 

1979. Those recommendations generally tend to 
parallel the changes In existing 5 35.13 that were 
made In the staff draft of this rulemaking or that 
were suggested by the technical conferees. 

•Curtis, Decisional Delay, supra, at 72. 
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provided to the Commission in a manner 
that permits swifter analysis and 
distribution of staff top sheets. 
Interveners will be supplied with 
complete information early, issues will 
be more clearly focused and, 
consequently, settlement negotiations 
will be more fruitful. If a case results in 
litigation, there will probably be less 
discovery through data requests. The 
early preparation of cost-of-service 
information for filing with the changed 
rate, through a new burden on utilities 
initially, will expedite Commission 
proceedings and thereby benefit all 
parties to a rate case. 

The final rule minimizes the filing 
burden for utilities that file for moderate 
rate increases. The existing § 35.13 does 
not require detailed cost-of-service 
information for rate changes that would 
amount to less than $50,000 annually. 
Because inflation has led to requests for 
comparatively larger increases in rates, 
fewer utilities are now able to submit 
abbreviated cost-of-service data under 
§ 35.12(b) (2) and (5). Therefore, the 
Commission is now raising the threshold 
to permit utilities filing rate changes of 
less than $200,000 annually to provide 
only summary data. Moreover, if all 
wholesale customers in the affected rate 
class consent to the rate increase, the 
threshold will be $1,000,000. The 
abbreviated filing requirement also 
applies to rate changes for services of 
short duration or changes that are part 
of a coordination or interchange 
arrangement. Even if full cost-of-service 
information is required, a utility may not 
need to supply Period II estimated data 
under certain circumstances. 

The Commission has analyzed the 
cost of complying with revised § 35.13. 
Based on information submitted during 
the technical conferences 10 and 
comments received in response to the 
Notice of Proposed Rulemaking, the 
Commission believes that the estimated 
cost of compliance will probably be 


*°The most complete response by a participant 
reported a survey of seven utility companies. The 
average estimated cost of complying with existing 
S 35.13 was $140,000. The companies estimated an 
average additional $40,000 to respond to discovery 
data requests, for a total of $180,000 per filing. 
Compliance with the new cost-of-service 
Statements AA through AT was estimated to cost 
on the average about $100,000 more than current 
costs of $140,000 for the first compilation and 
submittal of data. There would then be a recurring 
cost for subsequent filing of about $40,000 more than 
the current $140,000. for a total of $180,000 per filing 
to maintain and submit data under the new system. 
The survey did not estimate the cost of preparing 
Statements AU through BL. Although the survey did 
not attempt to make any precise reconcliation 
between costs under existing and proposed 
regulations, it appears that the $40,000 for 
responding to present discovery requests is roughly 
equivalent to the estimated additional recurring cost 
of filing under the new regulations. 


little, if any, greater than the cost under 
the current regulations, if the costs of 
routine discovery under the present 
system are also considered. This is 
especially true for those utilities whose 
rate filings are already accompanied by 
well-developed cost data. Moreover, the 
Commission expects that the reduction 
in the number of rate base items that 
require monthly data and the increased 
use of calendar year data resulting from 
redefinitions of Period I and Period II, 
changes made since the staff draft was 
considered in the technical conferences, 
will substantially contain regulatory 
costs. 

The Commission anticipates that the 
revisions to § 35.13 will benefit all 
participants in Commission rate change 
proceedings in the following ways. First, 
the information required to be filed 
initially will permit the Commission to 
make informed and equitable decisions 
about the necessity for hearing and 
suspension of rate filings which are 
continuing to increase in number, size, 
and complexity. Moreover, the amount 
of time required for the prehearing 
disposition of rate change filings set for 
hearing will be reduced. Revised $ 35.13 
will require that information routinely 
needed for the processing of rate change 
filings, but heretofore retrieved by data 
requests subsequent to the initial filing 
of changed rates, will be provided as 
part of the original filing. Efficient 
analysis of cost-of-service data will also 
be facilitated by requiring the transfer of 
important information currently 
provided only in work papers to specific 
statements where it is more readily 
accessible. Although the Commission, 
its staff, or other parties are not 
precluded from making any additional 
requests for information that particular 
cases may require, it is expected that 
the savings of time under revised § 35.13 
between the filing of a change in rates 
and a final decision on the merits will be 
substantial. 11 

The final rule will also promote the 
objectives of Order No. 157, which 
established top sheet procedures, by 
requesting cost-of-service data in a 
tabular form that will facilitate 
computer programming by Commission 
st^ff for more rapid analysis and for 
distribution of such analysis. Revised 
§ 35.13 incorporates filing requirements 
that reflect generic decisions adopted by 
the Commission. 12 


"The Chairman of the Commission has proposed 
a 52-week schedule from the order setting rate cases 
for hearing to the Commission decision and order, in 
routine cases. Id. at 78. 

"For example. Order No. 555, issued November 8, 
1978. 41 Fed Reg. 51392, allowed pollution control 
and fuel conversion construction work in progress 
to be included in rate base (Account 107). This is 


II. Comment analysis 

A . General. 

The Commission received 35 
comments in response to the Notice of 
Proposed Rulemaking in this docket. The 
commenters represented 83 electric 
utilities, utility trade associations, 
consultants, customers, and customer 
groups. Fully two-thirds of the 
comments endorsed proposed § 35.13 
and the Commission’s goal of expediting 
electric rate proceedings through 
consolidation of certain information¬ 
gathering procedures. 

Most commenters foresaw significant 
reductions in the amount of prehearing 
discovery that would be required after a 
utility files a change in its rates. A few 
commenters proposed that, based on the 
increased volume of information to be 
supplied with the rate change filing and 
the consequent reduction in the need for 
prehearing discovery, the Commission 
should eliminate discovery or restrict its 
use, such a9 by permitting only those 
inquiries that relate to topics not 
covered in § 35.13. 

Control over the scope of discovery 
resides in the prudent discretion of the 
presiding Administrative Law Judge 
(ALJ). However, the Commission 
recognizes, as one commenter 
suggested, that an ALJ should consider 
the requirements of revised § 35.13 in 
determining the nature and scope of 
permissible discovery. Any further 
restriction imposed by this rulemaking 
would not necessarily promote more 
expeditious and thorough analysis of 
cost-of-service data. 

Many utilities stated that proposed 
§ 35.13 would not shorten the overall 
ratemaking process, if the time required 
to prepare a filing for submission under 
the expanded requirements is 
considered part of that process. The 
proposed rule, it wa9 argued, would 
merely shift the time for data collection 
and preparation to the pre-filing stage. 
Asserting that the present rule provides 
sufficient information upon which the 
Commission may determine as a 
threshold matter whether to suspend or 
Investigate a tendered rate change, one 
commenter concluded that proposed 
§ 35.13 would constitute an 
unreasonable infringement on the 
statutory right of a utility to file and 
implement increases in electric rates, 
subject to suspension and review. 

The Commission acknowledges that 
the rulemaking requires preparation and 
submittal of certain cost-of-service 


reflected in Statement AG. Order No. 561. issued 
February 22.1977,42 Fed. Reg. 9161. established 
maximum rates to be used in computing AFUDC 
and provided accounting and reporting 
requirements. This is reflected in Statement AO. 
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information earlier than previously 
required. Given the increased size, 
complexity, and frequency of rate 
change filings, however, the Commission 
believes that the additional information 
is now necessary to make proper 
threshold determinations. The ultimate 
burden on utilities that seek changes in 
their rates should be increased little, if 
at all; the rule simply promotes uniform, 
complete, and early reporting of 
information that has historically been 
necessary at other points in the 
ratemaking process. The rule should 
therefore result in more orderly 
procedures and decisionmaking. 

Absent considerations such as 
contractual commitments, a public 
utility has a statutory right to file 
changes in its rates. However, any rate 
that is not just and reasonable is by 
definition unlawful under the Federal 
Power Act. The Commission has 
consistently required utilities that file 
for increases in rates or charges to 
submit specific data at the preliminary 
filing stage in support of those rates and 
as a basis upon which to sustain their 
burden of proof under the Act. In order 
to avoid unnecessary delays, utilities 
have in the past been required to 
provide a fully developed “case-in- 
chief' for any increase over $50,000 as 
part of their filing. The standard 
information required under the final rule 
differs from this mainly in terms of the 
nature and format of the presentation. In 
fact, paragraph (e) of the final rule raises 
the threshold for filing a full case in 
chief. There is no obstacle to a utility’s 
legitimate exercise of any right to gbtain 
a change in its rates. 

Many commenters argued that the 
time savings that accrue as a result of 
revised S 35.13 will extend only to the 
prehearing phase of a rate proceeding 
and not to the litigation itself. The 
Commission believes that the revised 
rule will affect all portions of a rate 
investigation. As stated above, the 
provision of helpful, clear guidelines for 
the submission of cost-of-service data 
will permit swift evaluation of the rate 
change by both staff and intervenors 
early in the process. More timely 
circulation of staff top sheets will 
encourage settlement in many cases and 
more extensive use of formal cost-of- 
service statements will permit more 
balanced and better documented 
presentations by all parties to a 
proceeding. The new § 35.13 is not a 
panacea but a device designed to 
ameliorate delay and to permit orderly 
and thorough analysis of very 
complicated information. 

Many commenters contended that 
proposed 5 35.13 provides for the 


collection and submittal of a large 
volume of unnecessary detail that is not 
essential to all rate cases. After 
reviewing the numerous comments and 
proposals submitted pursuant to the 
proposed rulemaking, the Commission 
has revised portions of the general 
requirements and the cost-of-service 
statements to clarify and focus the data 
requirements and to delete any 
superfluous information. The data 
required by revised { 35.13 is that which 
staff normally needs to evaluate the rate 
filing and prepare “top sheets,” that is, 
staffs settlement position. The cost-of- 
service statements provide a utility with 
filing options in many circumstances 
and request many kinds of information 
only to the extent available. The form in 
which cost-of-service information is 
provided is frequently left up to the 
utility. For example, the utility is not 
required to subfunctionalize certain 
categories of plant in service under 
Statement AD. To the extent that any 
specific data requirements may be 
unnecessary with respect to a particular 
utility or type of service, the utility is 
free to seek waiver of that aspect of the 
revised 5 35.13 under 5 1.7 of the 
Commission's regulations. 

Finally, the requests for additional 
information that are provided for in 
paragraph (a)(3) are designed to obtain 
any missing information that may be 
necessary for staff analysis. These 
letters from the Director of the Office of 
Electric Power Regulation are not, as 
some commenters feared, deficiency 
letters that could be used to delay 
implementation of the rate change. 

B. Cost of Compliance. 

The expense associated with 
submitting the cost-of-service 
information requested in revised § 35.13 
has been a concern of both the utilities 
and the Commission. In its Notice of 
Proposed Rulemaking, 14 the Commission 
requested specific comments on the cost 
of complying with the proposed rule 
and. in addition, the cost of responding 
to related discovery data requests in 
cases set for hearing under existing 
§ 35.13. 

Many commenters indicated that the 
cost information discussed in the Notice 
of Proposed Rulemaking comported with 
their expectations. That information was 
elicited in a survey that concluded that, 
except for the first compilation of data, 
providing data under Statements AA 
through AT would cost roughly the 
equivalent of the cost of compliance 
under the existing system. 15 However, 
some commenters envisioned significant 


x *Mimeo. at 6-6,45 Fed Reg. at 11818. 
u See Footnote 12. 


increases in the cost of filing a rate 
change under the new § 35.13. and 
indicated that the revised regulation 
would impose an undue financial 
burden and inhibit the filing of rate 
changes. For example, one commenter 
stated that the cost of compliance might 
be five times higher per unit of sales for 
smaller utilities than for larger utilities. 

Estimates of the cost of compliance 
varied, however. While one commenter 
estimated that the revised regulation 
would necessitate hiring nine additional 
people at a start-up cost of $338,000 and 
an annual cost of $125,000 for continuing 
maintenance of the data collection and 
preparation system, another utility 
estimated total compliance would 
increase to $80,000 as opposed to $60,000 
under the current regulation. Although 
uncertain of the cost of preparing nine of 
the new cost-of-service statements, still 
another utility contended that costs 
under the new and old regulations 
would be about the same. # 

The Commission recognizes that 
retooling for the new filing requirements 
will impose higher costs for the first rate 
increase filing prepared under the 
revised regulation. Continued collection 
and maintenance of the kinds of data 
required under revised S 35.13 may 
entail continuing costs somewhat in 
excess of the current costs of 
compliance. Yet, the benefits to be 
gained from the rulemaking are 
substantial. The comments supported 
this view. One commenter stated that 
the added burden on the comptroller 
and accounting staff of the utility caused 
by the new regulations should be, for the 
most part, offset by the beneficial effects 
of speedier prehearing disposition. 
Another commenter claimed that 
adoption of the new definition of Period 
I and use of the alternative definition of 
Period II proposed in the Notice will 
save utilities between $25,000 and 
$75,000 per filing due to greater use of 
calendar year data which is more 
readily available in existing utility 
records. 

One commenter expressed a fear that 
the cost of filing under the new rule, 
estimated at $100,000, would discourage 
short-term filings for transactions that 
displace oil-fired generation with coal or 
hydroelectric power. The Commission 
does not believe that the final rule 
conflicts with the national energy policy 
to displace imported oil. The rule 
permits an abbreviated Filing for 
services of short duration or of a type 
for which the need or usage cannot be 
forecasted. 

The burden of paying for preparation 
of the expanded cost-of-service 
statements will ultimately be borne by 
ratepayers. Nevertheless, the 
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Commission received no objections from 
customers or customers groups relating 
to the cost imposed by the proposed 
revisions to § 35.13. In summary, the 
Commission finds little evidence in the 
record to indicate that the costs of 
complying with revised § 35.13 will 
outweigh the benefits to be obtained 
from the rule. 

C. Thresholds for Filing Abbreviated 
Information. The Commission has 
attempted to minimize the burden of 
supplying complete cost-of-service 
information, which would be heaviest 
for small utilities and those utilities 
seeking moderate increases in rates, by 
providing limited exemptions from the 
requirement that a utility file 37 cost-of- 
service statements containing data for 
one and, perhaps, two twelve-month 
periods. Commenters vigorously 
debated what would constitute an 
appropriate threshold for abbreviating 
the filing requirements. The final rule 
recognizes several circumstances in 
which a utility will be permitted to file 
abbreviated cost-of-service information, 
either by limiting the kinds of cost-of- 
service statements that must be supplied 
or by obviating the need for Period 11 
data. Both exceptions to the full cost-of- 
service filing requirement are contingent 
on settlement between a utility and the 
wholesale customers affected by the 
changed rate. 

The comments proposed increases in 
the threshold dollar amounts for 
abbreviated information and other 
means of disposing of cost-of-service 
data requirements for certain rate 
change submittals. For example, one 
commenter proposed that the equivalent 
of the existing Statements A through P 
be submitted with the initial filing, while 
the remaining cost-of-service statements 
in the new rule would be required 
automatically pursuant to a Commission 
suspension order. Another commenter 
suggested abbreviated requirements for 
parties that expect to settle and 
complete cost-of-service requirements 
for parties that do not. A third 
commenter suggested that abbreviated 
filing requirements should be permitted 
for increases of less than $200,000 only if 
the utility’s underlying rates had been 
fully adjudicated. It was argued that 
“make whole** rate change filings based 
on underrecovery of costs should 
require only abbreviated cost support, if 
they employ the cost-of-service 
methodology and rate of return 
approved in the last utility’s 
jurisdictional case. Finally, several 
commenters indicated that rate 
increases of varying sizes merited only 
abbreviated cost support. 


The comments do not reflect a 
consensus about type or size of rate 
changes that ought to be exempted from 
certain filing requirements. The 
Commission’s responsibility to ensure 
just and reasonable rates, however, 
extends to rate filings of all sizes. 
Relatively small increases in rates may 
have a significant financial impact when 
spread over a small number of 
wholesale customers. The thresholds for 
abbreviated cost support established in 
the final rule are based on increases for 
inflation over the amounts provided in 
the existing regulation. Higher dollar 
amount thresholds are difficult to 
establish because a moderate rate 
increase for one group of wholesale 
ratepayers or customers may not be 
moderate for another. Nor is a more 
elaborate scheme of exemptions likely 
to produce greater fairness to both 
utilities and consumers, while ensuring 
just and reasonable rates. The final rule 
permits abbreviated cost-of-service 
information if parties are able to agree 
to a rate increase that is less than one 
million dollars. The Commission cannot, 
as one commenter suggested, permit 
abbreviated filings for rate changes that 
are only expected to result in a 
settlement. Filing requirements cannot 
depend on the mere probability that all 
customers will agree to the 
reasonableness of a rate. 

One commenter claimed that the 
Commission’s approval of power pooling 
agreements based only on abbreviated 
data is inconsistent with the dollar 
threshold for uncontested settlements. 
This notable exception to the 
requirement that large rate increases be 
accompanied by extensive cost-of- 
service data in part reflects the equal 
bargaining positions occupied by parties 
to pooling agreements. The rates that 
such parties charge are also the rates 
that they pay because members of a 
pool are both buyers and sellers over 
time. Pooling agreements are mutual in 
character and are seldom contested. 
From the Commission’s point of view, 
these market conditions are more likely 
to produce relative equity that makes 
extensive review of cost-of-service data 
less necessary. In the case of rates 
charged by utilities to full and partial 
requirements wholesale customers, the 
need to study rate filings more closely is 
greater. 

D. Precedent and Policy. Many 
commenters addressed the policy and 
precedent requirements in paragraph (g) 
of the proposed rule. When filing cost- 
of-service information, utilities were 
required under that paragraph to 
conform all filings to policies and 
precedents generally applicable to all 


utilities and to those specifically made 
applicable to the Filing utility by order of 
the Commission. Commenters argued 
that proposed paragraph (g) was too 
inflexible to accommodate emergencies, 
hardship conditions or deviations from 
the norm made necessary by a change in 
facts or made desirable by ratemaking 
innovation. Commenters argued, and the 
Commission recognizes, that much of 
the problem stems from legitimate 
uncertainty about what constitutes 
precedent or policy that is binding on a 
particular utility, and the effects on the 
preparation of a rate filing of possible 
changes in that precedent or policy. 
These problems are particularly 
troublesome because utility filings may 
be deemed deficient or rejected if they 
fail to conform substantially to the 
regulations. 

The Commission continues to believe 
that the cost-of-service information 
submitted under § 35.13 should conform 
to any rule of general applicability, 
including the provisions of this part, and 
any prior Commission decision that 
binds a particular utility to a specific 
ratemaking practice. It would be 
extremely expensive for litigants and 
wasteful of Commission time and 
resources for all rate issues to be 
decided anew in each proceeding. 
Nevertheless, to the extent that the 
Commission has not made such policies 
and precedents legally binding on a 
particular utility, the final rule does not 
require this compliance. We 
acknowledge that economic exigencies 
with which utilities and customers must 
deal may require deviations from 
precedent and policies of a non-binding 
character. By limiting the policies and 
precedents that must be complied with 
to those that have been made legally 
binding on a utility by a Commission 
order, the Commission seeks to allay the 
concerns of commenters who feared that 
paragraph (g) would prove too 
inflexible. 

E. Thirteen Monthly Balances. 

Several cost-of-service statements 
require that plant balances and 
depreciation for Period I and Period II 
be stated in 13 average balances as of 
the beginning of the first month and the 
end of every month of the respective 
period, as applicable. Numerous 
commenters argue that the 13 monthly 
balances requirement would impose an 
undue burden because the data in the 
books of account maintained by utilities 
are not arranged in this manner. Part of 
the problem relates to the fact that, even 
if plant and depreciation data are 
maintained on a monthly basis, that 
data may not be arranged according to 
functions or subfunctions of plant. 
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The staff draft of $ 35.13 that was 
considered in the technical conferences 
contained several more cost-of-service 
statements requiring 13 monthly 
balances than the Notice of Proposed 
Rulemaking issued in February. As a 
result of those conferences, the 
requirement of 13 monthly balances for 
various plant values and depreciation 
was limited. Averages for the beginning 
and end of the year or test period were 
deemed sufficient for some plant and 
depreciation components of rate base. In 
Statements AD, AE, and AM, 13 
monthly balances were required only for 
production and transmission functions. 

In Statements AF and AG, the 
Commission returned entirely to 
beginning and year-end balances, with 
an average of these balances. These 
statements, adopted in the final rule, 
continue to require only beginning and 
year-end balances, with the exception of 
certain construction work in progress 
(CWIP) balances in Statement AG. 

Thirteen monthly balances generally 
have been recognized as a more 
accurate presentation of plant balances 
than the less detailed mid-year average 
method which assumes equal additions 
to and retirements from plant in service 
for every month throughout the test 
year. 16 While the Commission has not 
established 13 monthly plant balances 
as a generic requirement in its rate 
cases, as the comments point out, it has 
frequently recognized the advantages of 
supplying plant and depreciation 
balances in this form. The Commission 
believes that, except in those statements 
where it continues to require only 
beginning and year-end balances with a 
mid-year average balance, requiring 13 
monthly average balances will result in 
a more accurate matching of test year 
revenues and expenses with test year 
plant in service. 

In Statement AG, the Commission is 
requiring 13 monthly balances for CWIP 
for pollution control or fuel conversion 
facilities that qualify for rate base 
treatment since other plant rate base 
items are required to be reported in 13 
monthly balances during the twelve 
months of the two periods. With respect 
to the requirement in Statement AM for 
13 monthly balances for production and 
transmission CWIP, the 13 monthly 
balances provide the most reasonable 
base to avoid overstating or 
understating interest calculated for tax 
purposes and synchronized with interest 
expenses in the cost-of-service. 


“See. e.g„ Carolina Power and Light Company, 
Docket No. ER78-495 (Phase 11). Opinion No. 19. 
issued August 2.1978; Minnesota Power and Light 
Company, et a!., Docket Nos. E-9499 et at.. Opinion 
No. 2a issued August 3.1978. 


Many of the cost-of-service 
statements in paragraph (h) allow a 
utility to explain the relevant 
circumstances when Period I and Period 
11 monthly balances are not available or 
are unrepresentative of the current plan 
of the utility. If certain information is not 
available by function or by plant, the 
statements permit the utility to develop 
what it believes to be a reasonable 
method of apportioning total electric 
department balances among the major 
functional classifications. This latitude 
is designed to diminish the burden on 
those utilities whose books do not 
entirely conform to the data collection 
and preparation procedures 
necessitated by 5 35.13 17 . 

In summary, the Commission will 
continue to require 13 monthly balances 
in several cost-of-service statements 
under paragraph (h) in the interest of 
providing more complete and accurate 
cost-of-service information. Because the 
utilities are otherwise required to 
maintain monthly balances on their 
books of account from which the cost-of- 
service information can be extrapolated, 
the burden of supplying 13 monthly 
balances under the final rule does not 
outweigh the benefit to all parties of 
more refined analysis of a utility’s costs- 
of-service by Commission staff or other 
rate case participants. The Commission 
finally notes that the utility need not use 
the average of 13 monthly balances as a 
basis of its rates filed under Statement 
BK. 

F. Definition of Period I. Period 1 is 
defined in the final rule as originally 
proposed. The Commission will require 
that the 12 consecutive months of Period 
I end no earlier than 15 months prior to 
the date of tender for filing of any notice 
of a change in rates and charges. 

The Commission recognizes that data 
supplied for revised Period I may be 
older than that supplied under the 
previously applicable seven-month rule. 
However, there are several 
countervailing considerations that 
warrant elimination of the seven-month 
rule. The existing Period 1 definition 
inhibited flexibility in the use of 
calendar year data, resulted in a mid¬ 
year glut of filings that strained 
Commission resources, and limited the 
time during which a utility could prepare 
filings. The new definition was proposed 
to minimize the strain on Commission 
resources and to encourage use of 
calendar year data. As discussed above, 
one commenter estimated that between 


17 The Commission also notes that the 
Commission's Uniform System of Accounts requires 
that a utility maintain its books on a monthly basis 
and in such a manner that full information on any 
item included may be readily furnished. 18 CFR Part 
101, General Instructions. Nos. 2 & 4. 


$25,000 and $75,000 could be saved by 
use of calendar year data. 

The new fifteen-month rule will 
permit the filing utility to use a calendar 
year of its choice for Period I, while 
ensuring that Period I data are not so 
stale as to lose its usefulness as a 
comparative tool for testing the results 
of the Period 11 projections. In the event 
that Period 1 is utilized as the test 
period, it is difficult to see how the 
staleness of the test period data would 
work to the detriment of the customers 
under current economic conditions. 
Under certain conditions, a filing utility 
is free either to utilize a recent Period I 
or to file a Period II voluntarily. The new 
Period 1 definition does not prejudice the 
utility in any way. If current inflationary 
economic conditions were to reverse 
themselves, rate increases filed under 
these regulations would diminish 
significantly. In either event, the 
staleness argument could be 
reconsidered at that time. 

Under paragraph (d)(l)(ii) of the final 
rule, the Period I data may be adjusted 
to reflect known and measurable 
changes in operating conditions that 
affect revenues and costs prior to the 
proposed effective date of the rate, if a 
utility is permitted to file only Period I 
data and if it so elects. In the final rule, 
the period of time upon which 
adjustments to Period I can be 
predicated has been extended. Instead 
of the prior convention of permitting 
Period I adjustments only through eight 
months after the end of Period I, the 
final rule would allow adjustments that 
reflect changes which become effective 
through the time proposed as the 
effective date of the rate. 

G. Definition of Period II. The final 
» rule adopts the alternate definition of 
Period II proposed in the preamble of 
the Notice of Proposed Rulemaking. 18 
Under the new definition, Period II could 
begin no earlier than nine months before 
the date on which the rate is proposed 
to become effective and no later than 
three months after that date. 

Nearly all commenters stated that this 
approach to Period 11 estimated data is 
superior to the definition proposed in 
the rule which would have permitted 
Period II to start no later than the 
proposed effective date of the rate. 

The definition of Period II that is 
adopted has noteworthy advantages. 

The primary objective of requiring 
Period II data is to test the rate level 
using cost-of-service information for the 
period during which the changed rates 
will be effective. Although the Period II 
definition adopted in the final rule will 
permit a utility to base its changed rate 


11 Mimeo at 12-13. 45 Fed. Reg. at 11819. 
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upon a Period II test period that could 
begin as late as three months after the 
proposed effective date, the period will 
be representative of the costs that the 
utility is likely to incur during the time 
when the rates are likely to be effective. 
A test period that begins at that time 
will be a representative measurements 
of costs to be incurred because the cycle 
of rate change filings indicates that rates 
are generally collected for periods in 
excess of twelve months. Because the 
test period data will be more current if 
the period begins up to three months 
after the proposed effective date, the 
Period II definition may diminish the 
frequency of rate change filings. 

By allowing Period II to begin as early 
as nine months before the proposed 
effective date, the utility will not be 
constrained in its efforts to file a 
changed rate based upon a calendar 
year Period II test period. The nine 
month period of time before the 
proposed effective date, viewed in 
conjunction with the three month period 
of time after the proposed effective date, 
will create a twelve month "window” 
around the proposed effective date 
during which the applicant may 
commence a Period II that utilizes data 
compiled by the utility on a calendar 
year basis. 

The new definition of Period II is not 
without critics, however. One 
commenter noted that the spread 
between the end of Period I and the 
beginning of Period II could be 19 to 22 
months, and argued that a more 
desirable spread for purposes of 
comparing historic and projected data 
would be 12 months. 

The Commission does not agree that, 
by requiring a smaller gap between 
Period I and Period II. the Commission, 
utilities, or customers would obtain 
sufficient benefit to overcome the 
administrative drawbacks of such a 
requirement. The age of Period I data, 
although troublesome if completely out 
of date, is not of great significance 
because it is the change in the 
relationship of costs within each period 
when compared to the other period, that 
provides the Commission with 
indications as to the relative merits of 
the changed rate. The use of a 
consecutive Period I and Period II with a 
minimum gap in between, although 
desirable in some respects, could result 
in either a high concentration of filings 
at certain times of the year or the virtual 
impossibility of using calendar year 
data. 

The administrative benefits derived 
from having rate filings distributed over 
the year and the financial benefits 
derived from increased use of calendar 
year data appear to outweigh the 


benefits to be obtained from requiring a 
smaller gap between Period I and Period 
II. The Commission recognizes that there 
will still be an optimal time to file for a 
rate change based on use of the most 
forward looking Period II, but the 
revised rule provides less incentive to 
file all rate changes at one time of the 
year. The savings to the utility is also a 
savings to customers in regulatory 
expenses. Although commenters also 
submitted several other formulary 
definitions of Period II, none appears to 
contain greater advantages of the kinds 
which both the Commission and most 
commenters desire. 

H. SubfunctionaJized Data. Several 
commenters expressed confusion over 
the nature of "subfunctionalization" as 
required in Statement AD and other 
cost-of-service statements in paragraph 
(h). There was also considerable 
concern that such subdivisions of the 
major functional classifications of plant 
in service were required even if the 
utility has not maintained its books of 
account to reflect subfunctional 
balances. Subfunctionalization of the 
major functional classifications, 
established in Statement AD, can be 
used to refine certain functional 
balances of plant in service. These 
subfunctional categories of plant may be 
reflected in a utility’s books of account 
and are required to be provided under 
paragraph (h) only if the utility’s 
changed rate is supported by 
subfunctionalized data. Therefore, the 
utility will not be required to supply 
data by subfunction if its rate schedule 
change does not depend on such data. 

Statement AD, paragraph (h)(4)(v), 
has been modified to emphasize the 
voluntary nature of filing a rate based 
on subfunctionalization of major 
functional plant classifications. It is 
nevertheless important that, if a utility 
chooses to subfunctionalize in 
Statement AD, it should follow the same 
procedure for items in Statements AE, 
AH, AI and AJ. Paragraph (h)(4)(vi)(D) 
has been clarified to indicate that a 
utility need not divide the categories of 
general, intangible, common, and other 
plant into subfunctional categories, if 
these plant accounts are stated as being 
related to utility labor expenses. 19 

One commenter questioned whether 
Statements AE and AJ require separate 
depreciation rates for each subfunction. 
The statements do not require such 
treatment. Depreciation rates applicable 
to functions are generally applicable to 
the subfunctions. If a utility uses 


19 See. e.g.. Minnesota Power and Light Company. 
et at. Opinion No. 20-A. Docket Nos. E-9499 et a /.. 
issued October 30.1978, at 17: Lockhart Power 
Company, Opinion No. 29, Docket Nos. E-9469 and 
ER76-377, issued September 28, 1978, at 7. 


different depreciation rates for functions 
and subfunctions, it should explain why. 
In Statement AJ, a utility is required to 
supply detailed studies if the 
depreciation rates for Period I and 
Period II differ from the depreciation 
rates in prior rate filings. In this manner, 
the Commission will ensure accurate 
statements of depreciation and 
amortization expenses in order to fulfill 
its responsibility under § 302 of the 
Federal Power Act. 

I. Quarterly Update . Certain data 
supplied to the Commission are required 
to be updated on a quarterly basis after 
the utility files its rate change 

(§ 35.13(d)(6)). Some commenters argue 
that this is a burdensome requirement, 
while others contend it is a positive 
aspect of the revised 5 35.13. The 
Commission will retain the requirement 
that certain information be updated on a 
quarterly basis because it considers that 
information (significant changes in a 
utility’s financial condition, such as the 
issuance of securities, significant 
changes in construction expenditures, 
mergers and consolidations, or other 
changes in capital structure) to reflect 
important and changeable conditions 
that could significantly affect a rate 
proceeding. Because the Securities and 
Exchange Commission imposes similar 
requirements, utilities should find this 
information easy to supply. 

Paragraph (d)(6)(ii) has been revised 
from the proposed rule to require 
submittal of a letter of transmittal or 
equivalent written document used to file 
a rate change with a state agency, rather 
than a copy of the entire application. 

J. Reliability Data. Several 
commenters objected strongly to the 
requirement that utilities supply 
information concerning power supply 
planning, reliability objectives, and the 
character and operations of the 
generating facilities for a five-year 
period under Statement BC. Commenters 
objected that the information requested 
is expensive to gather and time- 
consuming to prepare and that the 
requirement is unprecedented in 
Commission decisions relating to 
electric rates. 

An analysis of the peak load and 
reserve posture of a utility based on the 
kind of data that will be supplied in 
Statement BC. has long been important 
for allocation procedures. It is important 
to determine which months are critical 
with respect to a utility’s need to 
purchase power or to operate its own 
capacity and its need to schedule 
maintenance. The new capacity that a 
utility may be installing presumably will 
conform to the reserve margin that it has 
previously considered appropriate to 
cover its peak demands. It is important 
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to understand this relationship to 
ascertain the proper allocations to rate 
base. 

The Commission does not believe that 
the requirement in Statement BC will be 
unduly burdensome because a utility 
must develop reliability information in 
the course of its planning. Contrary to 
fears expressed by one commenter, 
Statement BC does not require or 
necessitate computer studies. Rather. 
Statement BC requires mere narrative 
description of a utility’s objective 
reference standard for production 
reliability. As another commenter 
pointed out, some reliability information 
required in Statement BC is the same 
kind of information required under 
section 133 of PURPA. However, the 
data requested are not duplicated 
because they will be reported for 
different time periods. 

The need for five years (Period I f 
Period II, and three other years) of 
information on generating facilities was 
questioned. The Commission believes 
that five years of data are desirable in 
order to discern patterns and trends; 
however, data for the three years 
preceding Period i are required only to 
the extent available. We observe that 
electric plant does not come on line at 
one time but on blocks. Under such 
circumstances, it is difficult to see what 
is typical of a utility’s operations 
without longer range data. 

Some commenters objected that 
Statement BC requires a utility to use 
new and unprecedented allocation 
techniques. Statement BC is designed to 
inform the Commission of the utility's 
reliability standard and its basic 
rationale. The reference to loss of load 
probability allocation in the proposed 
rule has been deleted to avoid 
misunderstanding. The utility may 
utilize any allocation technique it 
believes reasonable if it can be shown 
to be adequate. 

One commenter indicated that 
Statement BC should distinguish 
between scheduled and unscheduled 
outages, either of which can be used for 
routine maintenance and other work. To 
the extent that a reliability standard is 
affected by the use of unscheduled 
outages for the performance of routine 
maintenance, the utility may so state 
and provide an explanation. 

In determining proper demand 
allocations with respect to fixed costs, 
the Commission has frequently referred 
to a utility’s monthly peak loads and 
seasonal reserve postures. This 
information is obtained routinely by the 
Commission staff through the discovery 


process. 10 It is correct, as one 
commenter asserted, that the 
Commission has not expressly set forth 
reliability data as a generic requirement 
for all utilities. However, the regularity 
with which such data have been 
obtained through discovery in the past 
and the use to which the Commission 
has regularly put such data indicates 
that requiring reliability information 
under Statement BC is another 
appropriate step toward providing 
Commission staff and other litigants 
with comprehensive and useful 
information about the operations of a 
utility at an early stage in a ratemaking 
proceeding. 

K. Effective Date. Some utilities 
requested additional phase-in time for 
the transition from the old § 35.13 to the 
new. One utility proposed a one-year 
delay before utilities would be required 
to comply with the revised § 35.13. 
Another suggested that the Commission 
should permit filing utilities to amend 
their filings in conformance with the 
new regulation for several years without 
rejecting any such filings. The 
Commission still believes that six 
months will be adequate for most 
utilities to comply with the revised 
requirements. Some utilities may 
already have the capability to file the 
cost-of-service information prescribed in 
paragraph (h). Furthermore, the 
Commission’s proposal has been public 
for over ten months. The Commission 
fully recognizes that unanticipated 
difficulties may arise in complying with 
the revised § 35.13 and will take into 
account the special circumstances of a 
filing utility. 

L Miscellaneous Comments and 
Further Changes in the Rule. 1. A 
waiver provision has been added to the 
general rule in paragraph (a) to indicate 
that a utility seeking a waiver under 
§ 1.7 must indicate specifically what 
provisions it wants waived. 

2. Several commenters objected that 
Statements AA, AB and AC are too 
burdensome. Multi-utility companies 
argued that information for electric 
departments is not separable from 
company balance sheets as a whole, 
while other utilities commented that the 
information required is so broad as to be 
useless. These data statements, 
essentially unchanged from the existing 
requirements, complement the data 
provided in other statements and 
provide analysts with a necessary view 
of a company’s whole operation, 
including important items not always 
listed as part of the electric department. 


“For example, see Commonwealth Edison 
Company. Opinion No. 63, issued September 14, 
1979, Docket Nos. E~9002and ER79-122. at 21. 


such as interest expense or notes 
payable. 

3. Statement AF, paragraph (h)(6)(i), 
has been changed to require deferred 
investment tax credits in Account 255 to 
be separately stated as pre-1971 and 
post-1970 qualifying property additions 
to reflect how records are maintained 
for tax purposes. Also, clause (iii) of that 
paragraph has been clarified to indicate 
that Account 282 balances should be 
itemized “to the extent data are 
available” by function or by property. 

4. In Statement AG, paragraph 
(h)(7)(ii), Account 107, construction 
work in progress for pollution control or 
fuel conversion facilities, must now be 
stated in 13 montly balances. This 
change reflects the need for this kind of 
construction work in progress to be 
reported consistently with the other 
plant in service items that are included 
in rate base. 

5. Under Statement AH, paragraph 
(h)(8)(iii), operation and maintenance 
expenses attributable to transmission 
and distribution functions must be 
reported by appropriate accounts. 
However, if subfunctional data are not 
provided for Period II, the utility need 
only provide total operation and 
maintenance expenses for each function 
for Period II. Additionally, for both 
Period I and Period II, the utility need 
only report total expenses for customer 
accounting, customer service and 
information, and sales. 

Numerous commenters believed that 
the level of detail or itemization of 
operation and maintenance expenses in 
Statement AH was too burdensome, 
particularly for Period D, because 
companies do not budget on an itemized 
basis. The Commission believes it 
important to itemize most O&M 
expenses. The primary purpose for 
itemizing Period II data is to be able to 
divide the data into demand (fixed) and 
energy (variable) items and to assign 
and allocate such individual items 
properly. Bulk statistics make 
assignment of expenses to the services 
at issue very difficult. The transmission 
and distribution items need not be 
itemized by separate account for Period 
II if the utility has not subfunctionalized 
these items, and no itemization is 
required for customer accounting, 
customer service and information, and 
sales. Additionally, itemization is not 
required for maintenance general 
expenses for Period II. 

One commenter stated that purchased 
power transactions should be required 
to be started as separate purchase and 
sale transactions. Because it will be 
more helpful to know the dollar value of 
interchange energy entering and 
departing the system, paragraph (vi) of 
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Statement AH requires dollar subtotals 
for receipts and deliveries of such 
energy. However, the Commission has 
eliminated the requirement that parties 
to each type of purchased power 
transaction be identified. 

Statement AH has also been amended 
in response to a comment that Period 1 
fuel expenses affected by abnormal 
hydroelectric generation should be 
separately stated and explained. If 
abnormal flows affect the cost of make¬ 
up power generation and are reflected in 
the utility’s fuel adjustment clause, 
Statement AH should so explain. 

6. In response to a comment that the 
nature of the support required for 
depreciation and amortization expenses 
was not clear. Statement AJ, paragraph 
(h)(10)(iv), has been revised to more 
clearly describe the reports or studies 
used to support the proposed 
depreciation rates, including any 
detailed studies that are required if 
depreciation rates employed in a 
utility’s prior approved jurisdictional 
electric rate filing have been changed 
for the Period I and Period II data filed 
under the new Statement AJ. 

7. One commenter questioned the 
need for 13 monthly balances for fuel by 
type of generation since all fuel is 
generally allocated to customers on the 
same basis. The 13 balances required for 
all supplies in Statement AL, paragraph 
(h)(12). on working capital are 
appropriate for various kinds of fuel 
stocks because the necessary amount of 
fuel for each type of generation depends 
on different fuel bum needs. 
Adjustments and balances may depend 
on excessive fuel stocks or the level of 
off-system sales. The 13 balances, 
therefore, provide the Commission with 
an understanding of the supply 
requirements for various kinds of fuel. 

Because the Commission's proposed 
rulemaking in docket No. RM79-49 has 
not been issued as a final rule 
establishing a new method for 
computing cash working capitol, 
Statement AL, paragraph (h)(12)(ii), will 
not cross-reference the proposed § 35.24. 
Cash working capital allowances will 
continue to be computed using the 
methodologies indicated in Carolina 
Power & Light Company. Opinion No. 
19-A (issued February 21.1979). 

8. Tlie Commission does not believe, 
as one comment suggests, that separate 
grouping of customers in Statement BA 
based on differences in service unduly 
restricts the development of rates. The 
objective of 9uch customer grouping is 
more finely-tuned rates. Such grouping 
does not inhibit the use of voltage 
discounts or surcharges to reflect 
different delivery conditions. It should 
also be noted that subdividing a 


common group of customers served 
under the same rate should depend on 
the utility’s judgment that there are 
significant differences in services 
provided under the rate. 

9. Commenters noted that wholesale 
service data may not be available by 
individual customer delivery points. 
Consequently. Statement BB, paragraph 
(h)(27)(i), will permit submittal of such 
data for a set of delivery points that 
constitute an individual wholesale 
customer billing unit. The same change 
has been made in Statement BD, 
paragraph (h)(29)(i), for allocation 
energy data. 

10. Because of confusion over its 
meaning, the requirement that a utility 
provide a “data source statement" has 
been deleted from Statement BF, 
paragraph (h)(31)(i)(A). and replaced by 
a requirement that a utility submit a 
brief descriptive title for each exclusive- 
use commitment listed. 

11. Statement BJ, the summary data 
tables requirement in paragraph (h)(35). 
has been amended in a variety of ways. 
If a utility would file substantially the 
same information in Statement BJ that it 
files in Statement BK. it need only 
reference Statement BK for the 
information required In Statement BJ. 
Statement BJ does constitute a clerical 
function, as one commenter remarked, 
but assembling the information in the 
form indicated will further expedite the 
Commission’s evaluation of the 
materials submitted. The data requested 
in Statement BJ have been rearranged to 
indicate more clearly the way in which 
the information in certain portions of the 
cost-of-service statements must be 
provided. 

12. Statement BK, paragraph (h)(37), 
has been clarified to indicate that a 
utility is not restricted in the kinds of 
cost-of-service techniques it may employ 
in this statement, except insofar as 
binding precedent may require a specific 
technique under paragraph (g). Also, the 
income tax information required in 
clause (i)(C) of Statement BK has been 
more elaborately described to include 
income taxes payable, provisions for 
deferred income taxes—debits and 
deferred income taxes—credits, and 
investment tax credits, or other 
adjustments. 

One commenter stated that cost-of- 
• service comparison ratios developed in 
Statement BK to reflect changes from 
Period I to Period II are unnecessary 
because work papers for Period II will 
serve the same purpose. The 
Commission believes that readily 
available statistics on the percentage 
change from Period I to Period II will 
make large increases in costs easier to 
identify. It would be more difficult to 


determine these percentages based on 
scrutiny of the Period II work papers. 

13. One commenter proposed that the 
information provided in Forms 1 and 12 
be used as a substitute for Period I data. 
Although these forms may furnish much 
of the same kinds of historical data that 
are provided in the cost-of-service 
statements, the data are not 
synchronized with any rate change 
filings and therefore may not be 
valuable in evaluating the changed rate. 

III. Section-By-Section Analysis 

The rulemaking revises { 35.12(b)(5) to 
reference Statement BL in paragraph (h) 
of the revised § 35.13. It should be noted 
that this statement must be provided, 
not only in initial rate filings, but also in 
any rate change filing, even if the utility 
qualifies for the abbreviated filing 
requirement under 5 35.13. 

A. Table of Contents. Because of the 
length and complexity of § 35.13, the 
major provisions have been listed at the 
beginning of the rule. 

B. General Filing Requirements. 
Paragraphs (a) through (g) of the 
proposed regulation set forth the basic 
requirements for submitting and 
supporting changes in electric rate 
schedules filed with the Commission. 
The procedures and substantive 
requirements in these paragraphs are 
substantially the same as those in 
existing § 35.13. The provisions have 
been restructured, however, to clarify 
what material must be filed and by 
whom, and the kind of test period data 
that are needed to justify the rate 
change, based on the size or nature of 
the rate change filed. The new § 35.13 
seeks to reorder the basic filing 
requirements found in existing 
paragraphs (a), (c), and (d). and portions 
of (b). 

Paragraph (a). This paragraph sets 
forth the general rule that any electric 
rate schedule filed under Part 35 to 
supersede or change another rate 
schedule must be accompanied by the 
information required by this section. 

Subparagraph (1) requires complete 
cost-of-service information, including 
the 37 cost-of-service statements in 
paragraph (h), for any rate change filed 
with the Commission under Part 35 
which is not exempted under 
subparagraph (2). Subparagraph (2) 
provides for the filing of abbreviated 
information. Under subparagraph (2)(i). 
utilities filing rate increases that would 
amount to less than a specified amount, 
involve short-term service, or pertain to 
integral parts of a coordination and 
interchange agreement may choose to 
support the rate increase by submitting 
the information required under 
paragraphs (b) and (c) of this section 
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and under § 35.12(b)(2) and (5), including 
Statement BL. which is described in 
paragraph (h) of revised § 35.13. 

Changes in rates that amount to less 
than the threshold amount may be 
supported by full cost-of-service 
information, if the utility so chooses. 
However, subparagraph (2)(ii) provides 
that changes that do not result in a rate 
increase or changes in delivery points, 
delivery voltage, or similar changes in 
service are to be supported only by 
general information in paragraphs (b) 
and (c), subject to any necessary 
additional data requirements imposed 
by the Commission under subparagraph 
(3). 

Subparagraph (2)(iif) contains a 
formulary description of how the 
relative size of a Bled rate increase must 
be determined. This provision is 
important for determining which rate 
increases may qualify for an 
abbreviated filing under paragraph 
(a)(2)(i) and which increases do not 
require Period II cost support data under 
the exception in paragraph (d)(2)(H). 

Existing paragraph (c) is revised and 
relocated in subparagraph (3); it informs 
an applicant that the Director of the 
Office of Electric Power Regulation may 
request, by letter, information that the 
Commission has not otherwise required 
to be submitted under the rule if such 
data are necessary for evaluation of the 
rate schedule change. This letter does 
not constitute an interrogatory, or a 
deficiency letter upon which a filing 
could be rejected. 

Paragraph (b). This paragraph 
requires that all parties filing a rate 
schedule change submit the same 
variety of general information as 
required under existing § 35.13(a) plus a 
statement of any expenses or costs for 
Periods I or II which have been alleged 
or judged to be illegal, duplicative or 
unnecessary labor costs that result from 
discriminatory employment practices. 

Paragraph (c). This paragraph 
requires that all parties filing a rate 
schedule change submit information on 
the effects of the rate schedule change, 
including the effects on sales and 
services and revenues from sales and 
services, a comparison of the changed 
rate with other of the utility’s rates for 
similar services, and the effect on 
installation or modification of 
assignable facilities. The requirement in 
existing { 35.13(b)(1) for comparative 
revenue data for the 12 months before 
and 12 months after the proposed 
effective date has been modified in 
paragraph (c)(l)(ii) to permit 
comparative revenues to be reported for 
the historical data (Period I) if the utility 
also files Statements BG and BH and/or 
for estimated data (Period II) is Period II 


is the test period. This will eliminate 
unnecessary preparatory effort fora 
filing. Based on this change in the 
comparative revenue data, the 
Commission is also conforming the filing 
fee provision in § 36.2(g) of the 
Commission’s regulations to permit fees 
to be based on Period I data. 

Paragraph (dj. The requirement that 
utilities file specific historical and 
estimated cost information to 
substantiate the justness and 
reasonableness of the changed rate has 
been revised for clarity in paragraph (d). 
Subparagraph (3) contains an important 
change in the Commission's definition of 
"Period I". The requirement that Period I 
end not earlier than seven months prior 
to the filing date has been modified. 
Under the new rule the last day of 
Period I must precede the date of the 
rate change filing by no more than 15 
months, thereby permitting more 
extensive use of calendar year data for 
Period L Modification of the "seven- 
months rule" is anticipated to decrease 
seasonal peaking of the Commission 
workload seven months after the close 
of the last calendar year. 

The change in the definition of Period 
I is accompanied by a revised definition 
of Period II. Period II must follow the 
end of Period I and may begin no earlier 
than nine months before the proposed 
effective date of the rate change but no 
later than three months after that 
proposed effective date. 

Under subparagraph (1), Period 1 data 
are required for all rate schedule 
changes subject to paragraph (a)(1) and, 
thus, required to be supported by the 
cost-of-service statements in paragraph 
(h). The data may not be adjusted, 
unless the utility is exempted from filing 
Period II data under subparagraph (2) 
because the rate increase is less than 
one million dollars or is one to which all 
customers agree. If Period II data are not 
filed. Period I data may be adjusted to 
reflect changes that affect revenues or 
costs and that are known and 
measurable. Adjustments may be made 
to Period I data to reflect changes 
occurring prior to the date the rate is 
proposed to be effective. 

Subparagraph (4) determines whether 
Period I or Period II will be the test 
period that is. the period for which the 
cost and revenues are compared to the 
changed rate in order to determine the 
just and reasonable rate. 

Subparagraphs (5) through (7) require 
that the utility submit work papers to 
support adjustments to Period I data and 
Period II estimated data, attestation as 
to the accuracy of the filings, quarterly 
updates of certain financial information 
if the Commission orders investigation 
or the rate schedule change, and the 


submittal of regulatory orders affecting 
the utility’s rates. 

Paragraph (e). This paragraph 
describes the filing utility’s burden of 
proof and the requirement to submit 
testimony and exhibits if the rate 
schedule change requires a complete 
cost-of-service filing under paragraph 
(a)(1). This paragraph i$ derived from 
existing § 35.13(b)(5). 

Paragraph (f). This paragraph 
provides that parties to coordination 
and interchange arrangements in the 
nature of power pooling transactions 
may file the information required under 
this paragraph separately or jointly 
through a representative. 

Paragraph (gj. This paragraph is 
comparable to paragraph (d) in the 
existing $ 35.13. It states that a filing 
utility must conform cost-of-service 
filings under § 35.13 to any rule of 
general applicability and all 
Commission orders applicable to the 
filing utility. The word "applicable” in 
this context means legally binding. The 
Commission provides in certain of its 
orders and opinions that a specific 
utility is bound to treat costs in a 
particular manner. For instance, if a 
certain expense is denied rate base 
treatment, that expense would be 
denied by precedent in subsequent 
cases. Such precedents are "applicable" 
to all the rate changes filed by that 
utility. The Commission believes that 
filing utilities should observe 
Commission policies and precedents of 
a non-binding nature, although the final 
rule does not require such compliance. 

C. Cost-of-Service Statements in 
Paragraph fhj. The major objective of 
this rulemaking is to revise and 
elaborate on the cost-of-service 
statements. The new statements are 
contained in paragraph (h). 

In paragraph (h) the Commission is 
reordering, expanding and adding to the 
17 cost-of-service Statements A through 
P contained in existing § 35.13(b). 
Paragraph (h) contains 37 cost-of-service 
and supporting statements. AA through 
BL in paragraphs (h)(1) through (h)(37). 
The statements are more precise and 
descriptive in their delineation of what 
is needed to support a tendered rate 
increase. With the exception of parts of 
Statements AV (Rate of Return Claimed) 
and BB (Allocation Demand and 
Capacity Data), the first 35 statements 
are intended to be data reports. The last 
two statements (Statements BK and BL) 
are designed to reflect analytical 
interpretation by the utility of all 
elements of cost-of-service data. 

Certain statements in paragraph (h) 
warrant explanation. Statement AD 
establishes reporting patterns for many 
of the other statements. It requires 
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reporting of an average of thirteen 
monthly balances (the beginning of the 
first month and the end of each month of 
a period) for all production and 
transmission plant to be claimed in rate 
base. It also establishes definitive 
criteria determining the filing utility’s 
selection of subfunctional categories of 
major functional classification^ of 
electric plant in service. These 
categories are recognized throughout the 
statements. The statement also sets 
forth the instances in which general, 
intangible, common, and other plant 
categories need not be divided into 
subfunctional categories. A utility need 
not subfunctionalize if it does not 
believe that data in that form are 
necessary to support the rate change. 

Statement AF identifies specific 
internal sources of capital which should 
be considered as potential deductions 
from the otherwise required net original 
cost rate base. Statement AG identifies 
capital requirements other than working 
capital that could be considered as 
potential additions to net original cost 
rate base. It is important to note that 
Statements AF and AG identify as 
potential rate base deductions or 
additions certain items that in recent 
experience have been infrequently 
considered for such purposes. The 
Commission is placing the information 
contained^ Account 255, Accumulated 
deferred investment tax credits 
(eligibility dependent upon the utility’s 
election under law), and Account 182, 
Extraordinary property losses, in the 
cost-of-service statements so that its 
significance for rate base 
determinations may be assessed. 
However, the Commission will not 
include information from Accounts 252, 
261, 262, 263, and 265 that it originally 
proposed to include. This information on 
customer advances for construction and 
miscellaneous reserves is available in 
Form 1 and need not be requested here. 

Statement AL does not incorporate 
the cash working capital methodology in 
proposed $ 35.24 as set forth in the 
Commission’s Notice of Proposed 
Rulemaking, issued June 7,1979 in 
Docket No. RM79-49 (44 Fed. Reg. 33410, 
June 11,1979). When a final rule is 
adopted, Statement AL will be amended 
accordingly. The Commission’s policy 
during the pendency of the rulemaking is 
stated in Carolina Power and Light 
Company. 11 


** There the Commission stated: "Where a fully 
developed and reliable lead-lag study is available in 
the record, we will utilize that study to determine 
the working capital allowance. Where a study 
meeting these criteria is not available we will 
continue to apply the 45-day convention. However, 
two adjustments will be made in the latter instance, 
provided the information is available. Fossil fuel 


Statement AV (Rate of Return) is 
similar to present Statement G. 

However, Statement AV requires more 
information dealing with the cost of 
capital. This information is required in 
prehearing discovery and its inclusion in 
Statement AV is intended to minimize 
the need for data requests. 

Statement AX i9 designed to elicit 
information not generally requested on a 
routine basis. Statement AX would ' 
provide information about rate change 
cases which the filing utility might have 
pending before another regulatory body 
or agency, especially with respect to 
revenues collected subject to refund. 

Although Statement BJ is new. it is 
simply a concise summary of specific 
data taken from the other data reporting 
statements. This information is gathered 
from portions of the various cost-of- 
service statements to further facilitate 
Commission decisionmaking when the 
information is integrated into staffs 
computerized cost-of-service program. 

In addition, a utility that prepares 
Statement BJ will be rechecking the 
information contained in the statements 
from which the data are taken. This 
statement will, therefore, assist in 
minimizing deficient filings and the 
consequent revenue losses. 

Statement BK also revises several of 
the prior cost-of-service statements. It 
consolidates related information now 
provided under three statements: 
Statement L on overall cost-of-service; 
Statement M on allocated cost-of- 
service; and Statement N on 
comparisons of cost-of-service; 
Statement BK provides for the filing 
utility to indicate its total cost-of-service 
and that part of the cost allocated to the 
wholesale services subject to the change 
in rates. Nothing in this statement is 
intended to restrict a utility’s choice of 
cost-of-service techniques. 

Statement BL carries forward the 
requirements of present Statement P in 
which the filing utility must justify the 
proposed rate design in terms of 
allocated cost and other considerations. 
Statement P was added to the existing 


expense has come to represent a major expense 
item for many utilities and. therefore, a substantial 
component of the O&M expenses. Where this is the 
case, and the actual lag in the payment for fossil 
fuel is known, the amount thereof will be 
substituted as an adjustment to the results 
otherwise attained by the 45-day rule. Second, 
where an adjustment for fuel expense lag is made, a 
further adjustment will be performed, as an add-on 
to the results under the formula, to recognize the 
increased importance to the utilities of purchased 
power expense. This item has not heretofore been 
comprehended within the operation of the rule. In 
our opinion, the combination of these two 
adjustments with the formulary method will 
produce a more accurate reflection of the utility’s 
actual operating cash needs." Opinion 19-A. issued 
Pebruary 21.1979 (Docket No. ER76-495) 


§ 35.13 in 1975 by Order No. 537. * 2 The 
current interest in marginal cost pricing 
concepts and in time-of-use rate 
differentiation makes it appropriate to 
recount the policy set forth in the 
preamble of Order No. 537, which policy 
is also carried forward in Statement BL 
in this rulemaking: 

The Federal Power Act establishes criteria 
for this Commission in the exercise of its rate 
regulatory authority. Rates must be just and 
reasonable, non-preferential and non- 
discriminatory. We believe that it would be 
appropriate for the Commission to consider 
the extent to which application of marginal 
cost pricing principles will result in rates 
which conform more closely with these 
criteria while at the same time achieving the 
objectives outlined above. The record before 
us in this proceeding, however, does not 
provide a sufficient basis to determine the 
feasibility of applying marginal cost pricing 
principles to the design of rates subject to our 
jurisdiction, particularly rates charged to 
distributor systems for firm power. Issuance 
of the subject filing requirements will not 
prejudice ony party's rights, including those 
of our staff, to offer innovative rate design 
proposals through evidentiary presentations. 
Indeed, we believe that this matter should be 
examined by all electric systems with a view 
to determining whether alternate pricing 
mechanisms, particularly those based on 
marginal cost principles, for wholesale sales 
subject to the jurisdiction of this Commission 
would be economically sound a9 well as in 
accordance with statutory requirements. We 
note that at the present time a number of 
studies on rate design alternatives are in 
progress. We would welcome the 
introduction into evidence in rate 
proceedings before this Commission of 
materials that become available from these 
studies to assist us in reaching judgments 
that are in the public interest. [Footnote 
omitted.] [Emphasis added.) 54 F.P.C. at 1537- 
1538. 

Statement BL is not therefore intended 
to discourage marginal cost pricing or 
the filing of time-of-day rates. 

Several statements are designed to 
obtain in detail the information 
described in current statements only in 
general terms. Examples of this 
elaboration can be found in Statements 
AF. AG. AP, through AT, BE, and BF. 

The following table illustrates the 
relationship of the existing and revised 
statements for § 35.13: 


Presently 

acquired 

Revised Discovery through listing 

5 35.13(h) statements or 

prohearing 

discovery 


AA....... Balance Sheets-- A 

A3--Income Statements. B 

AC.... Retained Eammgs C 

Statements 

AD._.. Cost of Plant- O 

AE___..... Accumulated Depreciation E 

and Amortization. 


w See Note 2 Supra. 
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Presently 

acquired 

Revised Discovery through hsftng 

135.13(h) statements or 

prehearing 
discovery » 


AF-Specified Deferred Credits_Discovery 

AG.—...— Specified Plant Accounts and M. L. El 

Deterred Debits 

AH... Operation and Maintenance H 

Expenses. 

Al ..Wages and Salanes__M, Discovery 

AJ.— Depreciation and I 

Amortization Expenses. 

AK .. ...... Taxes Other than Income K, Discovery 

Taxes 

AL.. Working Capital..F, Discovery 

AM ..— Construction Work in Discovery 

Progress. 

AN-- Notes payable__ Discovery 

AO—. Rate for Allowance for Funds Discovery 

Used During Construction. 

AP-Federal Income Tax J 

Deductions—Interest 

AO-Federal Income Tax J 

Deductions—Other than 
Interest. 

AR—..Federal Tax Adjustments. J 

AS ....— Additional State Income Tax J 

Deductions. 

AT ——.. State Tax Adjustments.. J 

AU..— Revenue Credits___ M. Discovery 

AV ...1:—Rate of Return___ G, Discovery 

AW..Cost ot Short-Term Debt_ Discovery 

AX--- Other Recent and Pending Discovery 

Rate Changes 

AY —.Income and Revenue Tax Discovery 

Rate Data. 

BA-- Wholesale Customer Rate M. N. 

Groups. Discovery 

BB. — Allocation Demand and M. N. 

Capability Data. Discovery 

BC... Reliability Data. —Discovery 

BD.— Allocation Energy and M. N. 

Supporting Data. Discovery 

BE._. Specific Assignment DataM. N. 

Discovery 

BF.... Exclusive-Use Commitments M. N, 


of Major Power Supply Discovery 

Facilities 

BG- —Revenue Data To Reflect M. N. 

Changed Rates. Discovery 

BH-....... Revenue Data to Reflect M. N. 

Present Rales. Discovery 

Bl ..—. Fuel Cost Adjustment O. Discovery 

Factors. 

BJ.— Summary Data Tables______ 

BK.. Electric Utility Department L, M. N 

Cost of Service. Total and 
as Allocated. 


Bl.. Rate Design Information. P 


‘Certain of the revised cost-of-service statements require 
data that have not been reported in aB previous rate change 
proceedings While the Commission proposes to request 
some information not obtained under the existing system, 
most ol the new data*’ in the proposed cost-of servtce state¬ 
ments have been routinely requested dunng discovery. 

IV. Effective Date 

The revised § 35.13 will be effective 
for any electric rate change tendered for 
filing 180 days from the date of issuance 
of the final rule or thereafter. However, 
the Commission encourages public 
utilities to file under the final revised 
rule during the 180-day period. The 
Commission will waive the 
requirements of the existing § 35.13 for 
those utilities that request use of the 
revised cost-of-service format. This 
policy is a recognition that the ability of 
public utilities to retool for the filing 
requirements in the revised § 35.13 may 
vary widely. 


(Federal Power Act, 10 U.S.C. 792-828c; 
Department of Energy Organization Act, 42 
U.S.C 7101-7352; Executive Order No. 12009, 
42 FR 48267) 

In consideration of the foregoing, the 
Commission amends Part 35 and Part 36, 
Chapter 1, Title 18 of the Code of 
Federal Regulations, as set forth below. 

By the Commission. 

Kenneth F. Plumb, 

Secretary. 

PART 35 —FILING OF RATE 
SCHEDULES 

§ 35.12 [Amended) 

1. Section 35.12 is amended in 
paragraph (b)(5) by deleting in the first 
sentence the term “§ 35.13(b)(4)(iii) 
Statement P“ and inserting in lieu 
thereof the term “§ 35.13(h)(37), 
Statement BL'*, and by deleting in the 
second sentence the term “Statement P“ 
and inserting in lieu thereof the term 
“Statement BL’*. 

2. Section 35.13 is amended by adding, 
before the text of the section, a Table of 
Contents, and revises § 35.13 to read as 
follows: 

§35.13 Filing of changes in rate 
schedules. 

Contents 

(a) General rule. 

(1) Filing for any rate schedule change not 
otherwise excepted. 

(2) Abbreviated Filing requirements. 

(3) Cost of service data required by letter. 

(b) Genera! information. 

(c) Information relating to the effect of the 

rate schedule change. 

(d) Cost of service information. 

(1) Filing of Period I data. 

(2) Filing of Period II data. 

(3) Definitions. 

(4) Test period. 

(5) Work papers. 

(6) Additional information. 

(7) Attestation. 

(e) Testimony and exhibits. 

(1) Filing requirements. 

(2) Case in chief. 

(3) Burden of proof. 

(f) Filing by parties concurring in 

coordination and interchange 
arrangements. 

(g) Commission precedents and policy. 

(h) Cost of service statements. 

(1) AA—Balance sheets. 

(2) AB—Income statements. 

(3) AC—Retained earnings statements. 

(4) AD—Cost of plant. 

(5) AE—Accumulated depreciation and 
amortization. 

(6) AF—Specified deferred credits. 

(7) AG—Specified plant accounts (other 
than plant in service) and deferred 
debits. 

(8) AH—Operation and maintenance 
expenses. 

(9) Al—Wages and salaries. 

(10) AJ—Depreciation and amortization 
expenses. 


(11) AK—Taxes other than income taxes. 

(12) AL—Working capital. 

(13) AM—Construction work in progress. 

(14) AN—Notes payable. 

(15) AO—Rate for allowance for funds 
used during construction. 

(16) AP—Federal income tax deductions— 
interest. 

(17) AQ—Federal income tax deductions— 
other than interest. 

(18) AR—Federal tax adjustments. 

(19) AS—Additional state income tax 
deductions. 

(20) AT—State tax adjustments. 

(21) AU—Revenue credits. 

(22) AV—Rate of return. 

(23) AW—Cost of short-term debt. 

(24) AX—Other recent and pending rate 
changes. 

(25) AY—Income and revenue tax rate 
data. 

(26) BA—Wholesale customer rate groups. 

(27) BB—Allocation demand and capability 
data. 

(28) BC—Reliability data. 

(29) BD—Allocation energy and supporting 
data. 

(30) BE—Specific assignment data. 

(31) BF—Exclusive-use commitments of 
major power supply facilities. 

(32) BG—Revenue data to reflect changed 
rates. 

(33) BH—Revenue data to reflect present 
rates. 

(34) Bl—Fuel cost adjustment factors. 

(35) BJ—Summary data tables. 

(36) BK—Electric utility department cost of 
service, total and as allocated. 

(37) BL—Rate design information. 

(a) General rule. Every public utility 
shall file the information required by 
this section, as applicable, at the time it 
files with the Commission under § 35.1 
of this part all or part of a rate schedule 
to supersede, supplement, or otherwise 
change the provisions of a rate schedule 
filed with the Commission under § 35.1. 
Any petition filed under § 1.7 of this 
chapter for waiver of any provision of 
this section shall specifically identify 
the requirement that the applicant 
wishes the Commission to waive. 

(1) Filing for any rate schedule change 
not otherwise excepted. Except as 
provided in paragraph (a)(2) of this 
section, any utility that files a rate 
schedule change shall submit with its 
filing the information specified in 
paragraphs (b). (c), (d). (^), and (h) of 
this section, in accordance with 
paragraph (g) of this section. 

(2) Abbreviated filing requirements. 

(1) For certain rate increases. Any utility 
that files a rate schedule change that 
provides for a rate increase may submit 
with its filing only the information 
required in paragraphs (b), (c), and 
(h)(37) of this section and in § 35.12(b) 

(2) and (5) of this part, in accordance 
with paragraph (g) oF this section, if the 
rate increase is: 
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(A) Less than $200,000 for Period I. as 
defined in paragraph (d)(3)(i) of this 
section; 

(B) One to which all wholesale 
customers that belong to the affected 
rate class consent and that is less than 
one million dollars for Period 1; 

(CJ For any service of short duration 
and of a type for which the need and 
usage cannot be reasonably forecasted, 
such as emergency or short-term power, 
or 

(D) An integral part of a coordination 
and interchange arrangement. This 
exception to the requirements of 
subparagraph (1) of this paragraph does 
not apply to interchange schedules 
providing for firm services (services 
furnished on an assured basis). 

(u) For rate schedule changes other 
than rate increases. Any utility that files 
a rate schedule change that does not 
provide for a rate increase, or that 
provides for a rate increase that is 
based solely on a change in delivery 
points, a change in delivery voltage, or a 
similar change in service, shall submit 
with its Filing only the information 
required in paragraphs (b) and (c) of this 
section. 

(iii) Computing rate increases. For 
purposes of this subparagraph and 
paragraph (d)(2)(ii) of this section, the 
amount of any rate increase shall be the 
difference between the total revenues to 
be recovered under the rate schedule 
change and the total revenues recovered 
or recoverable under the rate schedule 
to be superseded or supplemented and 
shall be determined by: 

(A) applying the components of the 
rate schedule to be superseded or 
supplemented to the billing 
determinants for the twelve months of 
Period I; 

(B) Applying the components of the 
rate schedule change to the billing 
determinants for the twelve months of 
Period I; and 

(C) Subtracting the total revenues 
under subclause (A) from the total 
revenues under subclause (B). 

(3) Cost of service data required by 
letter. The Director of the Office of 
Electric Power Regulation may, by letter, 
require a utility that is not required 
under paragraph (a)(1) of this section to 
submit cost of service data to submit 
9 uch specified cost of service data as 
are neededfor Commission analysis of 
the rate schedule change. 

(b) General information. Any utility 
subject to paragraph (a) of this section 
shall File the following general 
information: 

(1) A list of documents submitted with 
the rate schedule change; 


(2) The date on which the utility 
proposes to make the rate schedule 
change effective; 

(3) The names and addresses of 
persons to whom a copy of the rate 
schedule change has been mailed; 

(4) A brief description of the rate 
schedule change; 

(5) A statement of the reasons for the 
rate schedule change; 

(6) A showing that all requisite 
agreement to the rate schedule change, 
or to the filing of the rate schedule 
change, including any agreement 
required by contract, has in fact been 
obtained; 

(7) A statement showing any expenses 
or costs included in the cost of service 
statements for Period I or Period II, a9 
deFined in paragraph (d)(3) of this 
section, that have been alleged or 
judged in any administrative or judicial 
proceeding to be illegal, duplicative, or 
unnecessary costs that are 
demonstrably the product of 
discriminatory employment practices: 
and 

(8) A form of notice suitable for 
publication in the Federal Register in 
accordance with § 35.8 of this part. 

(c) Information relating to the effect of 
the rate schedule change. Any utility 
subject to paragraph (a) of this section 
shall also file the following information 
or materials: 

(1) A table or statement comparing 
sales and services and revenues from 
sales and services under the rate 
schedule to be superseded or 
supplemented and under the rate 
schedule change, by applying the 
components of each such rate schedule 
to the billing determinants for each class 
of service, for each customer, and for 
each delivery point or set of delivery 
points that constitutes a billing unit* 

(1) Except as provided in clause (ii), 
for each of the twelve months 
immediately before and each of the 
twelve months immediately after the 
proposed effective date of the rate 
schedule change, and the total for each 
of the two twelve month periods; or 

(ii) At the election of the utility: 

(A) If the utility Files Statements BG 
and BH under paragraph (h) for Period I, 
for each of the twelve months of Period I 
instead of for the twelve months 
immediately before the proposed 
effective date of the rate schedule 
change; and 

(B) If Period II is the test period, for 
each of the twelve months of Period II 
instead of for the twelve months 
immediately after the proposed effective 
date of the rate schedule change; 

(2) A comparison of the rate schedule 
change and the utility’s other rates for 


similar wholesale for resale and 
transmission services; and 

(3) If any specifically assignable 
facilities have been or will be installed 
or modified in order to supply service 
under the rate schedule change, an 
appropriate map or sketch and single 
line diagram showing the additions or 
changes to be made. 

(d) Cost of service information. (1) 
Filing of Period 1 data. Any utility that is 
required under paragraph (a)(1) of 
section to submit cost of service 
information, or that is subject to the 
exception in paragraph (a)(2)(i) of this 
section but elects to file such 
information, shall submit Statements 
AA through BL under paragraph (h) 
using: 

(1) Unadjusted Period I data; or 

(ii) Period I data adjusted to reflect 
changes that affect revenues and costs 
prior to the proposed effective date of 
the rate schedule change and that are 
known and measurable with reasonable 
accuracy at the time the rate schedule 
change is filed, if such utility: 

(A) Is not required to and does not file 
Period II data; 

(B) Adjusts all Period I data to reflect 
such changes; and 

(C) Fully supports the adjustments in 
the appropriate cost of service 
statements. 

(2) Filing of Period II data, (i) Except 
as provided in clause (ii) of this 
subparagraph, any utility that is 
required under paragraph (a)(1) of this 
section to submit cost of service 
information shall submit Statements AA 
through BL described in paragraph (h) 
using estimated costs and revenues for 
Period II; 

(ii) A utility may elect not to file 
Period II data if: 

(A) The utility files a rate increase 
that is less than one million dollars for 
Period I; or 

(B) All wholesale customers that 
belong to the affected rate class have 
consented to the rate increase. 

(3) Definitions. For purposes of this 
section: 

(i) “Period I” means the most recent 
twelve consecutive months, or the most 
recent calendar year, for which actual 
data are available, the last day of which 
is no more than fifteen months before 
the date of tender for filing under § 35.1 
of the notice of rate schedule change; 

(ii) “Period IT* means any period of 
twelve consecutive months after the end 
of Period I that begins: 

(A) No earlier than nine months 
before the date on which the rate 
schedule change is proposed to become 
effective; and 
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(B) No later than three months after 
the date on which the rate schedule 
change is proposed to become effective. 

(4) Test period If Period II data are 
not submitted for Statements AA 
through BL, Period I shall be the test 
period. If Period II data are submitted 
for Statements AA through BL, Period II 
shall be the test period. 

(5) Work papers . A utility that files 
adjusted Period I data or that files 
Period II data shall submit all work 
papers relating to such data. The utility 
shall provide a comprehensive 
explanation of the bases for the 
adjustments or estimates and. if such 
adjustments or estimates are based on a 
regularly prepared corporate budget, 
shall include relevant excerpts from 
such budget. Work papers and 
documents containing additional 
explanatory material shall be cut or 
folded to letter size, shall be assigned 
page numbers, and shall be marked, 
organized and indexed according to: 

(A) Subject matter; 

(B) The cost of service statements to 
which they apply; and 

(C) Witness. 

(6) Additional information. If the 
Commission orders an investigation of a 
rate schedule change, the utility shall 
submit all of the following information 
not previously submitted to the 
Commission, for the first full calendar 
quarter beginning after issuance of the 
order initiating the investigation and 
shall submit such information for each 
subsequent calendar quarter until the 
Commission issues a final order 
concluding the investigation. The utility 
shall submit such information during the 
first month of the calendar quarter 
following that to which the information 
applies. The following information shall 
be submitted: 

(i) Information concerning any actions 
involving significant changes in the 
utility’s financial condition, accounting 
methods, or operations, including the 

following: 

(A) Issuance of any securities, 
reported in the form required in 
Statement AV under paragraph (h)(22); 

(B) Significant increases or decreases 
in proposed construction program 
expenditures; 

(C) Mergers, consolidations or other 
major changes in the utility’s corporate 
organization; and 

(D) Changes in the utility’s capital 
structure. 

(ii) A copy of each order issued by 
any regulatory agency approving, 
rejecting or otherwise disposing of an 
application for an increase in the 
electric rates of the utility and a copy of 
each transmittal letter or equivalent 
written document by which a utility 


summarizes and submits a new 
application, for each rate increase 
pending before a state regulatory 
agency. 

(7) Attestation. A utility shall include 
in its filing an attestation by its chief 
accounting officer or another of its 
officers that, to the best of that officer’s 
knowledge, information, and belief, the 
cost of service statements and 
supporting data submitted under this 
paragraph are true, accurate, and 
current representations of the utility’s 
books, budgets, or other corporate 
documents. 

(e) Testimony and exhibits. (1) Filing 
requirements. 

(1) A utility subject to paragraph (a)(1) 
of this section shall file Statements AA 
through BL under paragraph (h) as 
exhibits with its rate schedule change 
and may file any other exhibits in 
support of its rate schedule change. 

(ii) A utility subject to paragraph 
(a)(1) of this section shall file prepared 
testimony. Such testimony shall include 
an explanation of all exhibits, inlcuding 
Statements AA through BL. and shall 
include support for all adjustments to 
book or budgeted data relied on in 
preparing the exhibits. 

(iii) To the extent that testimony and 
exhibits other than Statements AA 
through BL duplicate information 
required to be submitted in such 
statements, the testimony and exhibits 
may incorporate such information by 
referencing the specific statement 
containing such material. 

(2) Case in chief. In order to avoid 
delay in processing rate filings, such 
cost of service statements, testimony, 
and other exhibits described in 
subparagraph (1) of this paragraph shall 
be the utility’s case in chief in the event 
the matter is set for hearing. 

(3) Burden of proof. Any utility that 
files a rate increase shall be prepared to 
go forward at a hearing on reasonable 
notice on the data submitted under this 
section, to sustain the burden of proof 
under the Federal Power Act of 
establishing that the rate increase is just 
and reasonable and not unduly 
discriminatory or preferential or 
otherwise unlawful within the meaning 
of the Act. 

(f) Filing by parties concurring in 
coordination and interchange 
arrangements. For coordination and 
interchange arrangements in the nature 
of power pooling transactions, all 
information required to be submitted in 
support of a rate schedule change under 
paragraphs (a)(1), (2), and (3) of this 
section shall be submitted by each party 
filing a certificate of concurrence under 
§ 35.1. If a representative is designated 
and authorized in accordance with 


5 35.1 to file supporting information on 
behalf of all parties to a rate schedule 
change, such filing shall fulfill the 
requirement in this paragraph for 
individual submittals by each party. 

(g) Commission precedents and 
policy. If a utility submits cost of service 
data under paragraph (d) of this section, 
it shall conform all such submissions to 
any rule of general applicability and to 
any Commission order specifically 
applicable to such utility. 

(h) Cost of service statements. Any 
utility subject to paragraph (a)(1) of this 
section shall submit the following 
Statements AA through BL in 
accordance with the requirements of 
paragraphs (d) and (g) of this section. 

(1) Statement AA—Balance sheets. 
Statement AA consists of balance 
sheets as of the beginning and the end of 
both Period I and Period II, and the most 
recently available balance sheet, 
including any applicable notes, and an 
explanation of any significant 
accounting changes since the most 
recent filing by the utility under this 
section that involves the same 
wholesale customer rate class. Balance 
sheets shall be constructed in 
accordance with the annual report form 
for electric utilities specified in Part 141. 

(2) Statement AB—Income 
statements. Statement AB consists of 
income statements for both Period I and 
Period II. and the most recently 
available income statement, including 
any applicable notes, and an 
explanation of any significant 
accounting changes since the most 
recent filing by the utility under this 
section that involves the same 
wholesale customer rate class. Income 
statements shall be prepared in 
accordance with the annual report form 
for electric utilities specified in Part 141. 

(3) Statement AC—Retained earnings 
statements. Statement AC consists of 
retained earnings statements for both 
Period I and Period II, and the most 
recently available retained earnings 
statement, including any notes 
applicable thereto. Retained earnings 
statements shall be prepared in 
accordance with the annual report form 
for electric utilities specified in Part 141. 

(4) Statement AD—Cost of plant. 
Statement AO is a statement of the 
original cost of total electric plant in 
service according to functional 
classification for Period I and Period II. 

If the plant functions and subfunctions 
for Period I and Period II are different, 
the utility shall explain and justify the 
differences. 

(i) For each separately identified 
function and subfunction of production 
plant or transmission plant, the utility 
shall state the original cost as of the 
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beginning of the first month and the end 
of each month of both Period 1 and 
Period II, with an average of the thirteen 
balances for each period. If any of the 
Period I or Period II thirteen monthly 
balances is not available or is 
unrepresentative of the current plan of 
the utility for plant in service, the utility 
shall provide an explanation of the 
relevant circumstances. 

(ii) For each separately identified 
function and subfunction of plant other 
than production or transmission, the 
utility shall state the original cost as of 
the beginning and the end of both Period 
I and Period II, with an average of the 
beginning and end balances for each 
period. If any of the Period I or Period II 
balances is not available or is 
unrepresentative of the current plan of 
the utility for plant in service, the utility 
shall provide an explanation of the 
relevant circumstances. 

(iii) The utility shall show the electric 
plant in service in accordance with each 
of the following five major functional 
classifications: 

(A) Production; 

(B) Transmission; 

(C) Distribution; 

(D) General and Intangible; and 

(£) Common and Other. 

(iv) To the extent feasible, the utility 
shall show completed construction not 
classified in accordance with clause (iii) 
in accordance with tentative 
classification to major functional 
accounts. If this is not feasible, the 
utility shall describe such facilities as 
other plant under clause (iii)(E). 

(v) If a utility designs its rate change 
so that subdivision of the major 
functional classifications is necessary to 
support the changed rate, the utility 
shall supply the original cost 
information for any of the five major 
functional plant classifications in clause 
(iii) that are divided into subfunctional 
categories. If subfunctional original cost 
information is provided, the utility shall 
explain the importance of providing 
such information to support the changed 
rate. The utility shall describe each 
subfunctional category in substantive 
terms, such as "steam electric 
production*' or "high voltage 
transmission." 

(vi) The utility shall select any 
6ubfunctional categories, as appropriate, 
under the following criteria: 

(A) Production plant categories shall 
be established as necessary to segregate 
costs for production services with 
special characteristics, such as base, 
intermediate or peaking load. The utility 
shall provide a description of each such 
service and shall list a brief descriptive 
title for each corresponding 
subfunctional category. 


(B) Transmission plant categories 
shall be chosen to reflect the extent to 
which the facilities are proposed to be 
allocated on a common basis among all 
or specific segments of utility services. 
For descriptive purposes, plant may also 
be categorized according to accounting 
or engineering terminology, such as 
"high voltage overhead lines." The 
utility shall provide brief descriptive 
transmission category titles and explain 
the basis for the titles. If a utility 
allocates all transmission plant among 
utility services on the basis of a single 
set of allocation data, the utility may 
show original cost in total without 
subfunctionalization. 

(C) Distribution plant categories shall 
be selected according to engineering or 
use characteristics meaningful for 
allocations or assignments to wholesale 
services such as substations, overhead 
lines, meters. or non-wholesale. The 
utility shall provide brief descriptive 
distribution category titles and shall 
explain the basis for the titles. 

(D) If the utility divides any general, 
intangible, common, and other plant 
functional classifications into 
subfunctional categories, the 
subfunctional categories shall be chosen 
to group together facilities that share a 
common basis for allocation between 
wholesale and other electric services. 
The utility shall provide a brief 
descriptive title for each general and 
intangible subfunctional category, and 
for each common and other 
subfunctional category, with an 
explanation of the basis of each 
category selection. A utility need not 
divide the functional classifications of 
plant into subfunctional categories if 
these functions of plant are allocated in 
Statement BK on the basis of utility 
labor expenses. 

(E) A separate category shall be 
provided for each specific assignment of 
plant reported in Statement BE. Such 
assignments are applicable principally 
but not necessarily exclusively to 
distribution facilities. The utility shall 
provide brief descriptive titles 
consistent with Statement BE. 

(F) A separate category shall be 
provided for each exclusive-use 
commitment of major power supply 
facilities as required to be reported at 
Statement BF. The utility shall provide 
brief descriptive titles consistent with 
Statement BF. 

(5) Statement AE — Accumulated 
depreciation and amortization . 
Statement AE is a statement of the 
accumulated provision for depreciation 
and amortization of electric plant for 
Period I and Period II, provided 
according to major functional 
classifications selected by the utility in 


Statement AD under paragraph (h)(4) 
and divided into the subfunctional 
categories selected by the utility in 
Statement AD, to the extent that 
subfunctionalized data are available. 

(i) For each function and subfunction 
of electric production and transmission 
plant in service identified in Statement 
AD, the utility shall set forth the 
accumulated depreciation and 
amortization as of the beginning of the 
first month and the end of each month of 
both Period I and Period D. The utility 
shall state an average for each period 
computed as the average of the thirteen 
balances. 

(ii) For each function and subfunction 
of electric plant in service other than 
production or transmission, identified in 
Statement AD, the utility shall state the 
accumulated depreciation and 
amortization as of the beginning and the 
end of Period I and Period II, with an 
average of the beginning and end 
balances for each period. 

(iii) If any of the Period I or Period D 
balances is not available or is 
unrepresentative of the current plan of 
the utility for depreciation reserves, the 
utility shall provide an explanation of 
the relevant circumstances. 

(iv) If accumulated depreciation and 
amortization data are not available for 
any subfunction selected In Statement 
AD, the utility shall: 

(A) provide a comparison of the 
current depreciation rate of the major 
functional classification and the 
depreciation rate estimated to be 
appropriate to the subfunctional 
category; and 

(B) state and explain the estimation 
techniques which the utility proposes to 
utilize in the absence of subfunctional 
data, such as the proration of 
accumulated depreciation and 
amortization data among the 
subfunctional categories according to 
the data for electric plant in service in 
Statement AD. If any of the proposed 
estimation techniques require data that 
are not provided elsewhere in the co 9 t 
of service statements in paragraph (h) of 
this section, the utility shall supply the 
necessary data in Statement AE. 

(6) Statement AF—Specified deferred 
credits. Statement AF consists of 
balances of specified accounts and 
items which are to be considered in the 
determination of the net original cost 
rate base. All required balances are to 
be stated as of the beginning and end of 
both Period I and Period II, with an 
average of the beginning and end 
balances for each period. If any of the 
Period I and Period II balances is not 
available or is unrepresentative of the 
current operating plan of the utility, the 
utility shall include an explanation of 
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the relevant circumstances. If 
subaccounts are maintained to reflect 
differences in ratemaking treatment 
among regulatory authorities that have 
jurisdiction, balances shall be provided 
in accordance with such subaccounts, 
with detailed explanations of the bases 
upon which the subaccounts were 
established and are maintained. The 
balances of deferred credits required to 
be Hied in this statement are described 
in clauses (i) through (v) of this 
subparagraph. All references to 
numbered accounts refer to the 
Commission's Uniform System of 
Accounts, 18 CFR Part 101. 

(i) The utility shall state total electric 
balances for accumulated deferred 
investment tax credits Account 255, and 
shall separate the credits into balances 
applicable to pre-1971 and post-1970 
qualifying property additions. If the 
utility maintains records to show 
Account 255 component balances 
according to the major functional 
classifications identified in Statement 
AD under paragraph (h)(4), the utility 
shall provide the component balances 
by function. If the data are not available 
by function, the utility shall describe the 
procedure by which the utility believes 
it can reasonably estimate the portion of 
the total electric balances for each 
major functional classification. The 
utility may show by function the 
component balances obtained by 
applying the procedure. If such 
estimation requires data that are not 
provided elsewhere in the cost of 
service statements in this paragraph, the 
utility shall supply in Statement AF the 
necessary data, such as historical 
functional patterns of plant additions 
eligible for the tax credits. The utility 
shall state whether the Internal Revenue 
Code General Rule. 5 46(f)(1), is 
applicable with respect to restrictions 
on credit treatment for ratemaking 
purposes. If the General Rule is not 
applicable, the utility shall state which 
election it has made with respect to 
special rules for ratable or immediate 
flow-through for ratemaking purposes. 

(ii) The utility shall state the total 
electric component balances for 
accumulated deferred income tax 
Account 281 pertaining to accelerated 
amortization property. The utility shall 
show separate components for defense, 
pollution control, and other facilities. 

The utility shall show balances for each 
component and totaled for the electric 
utility department. If the utility 
maintains records to show Account 281 
component balances according to the 
major functional classifications 
identified in Statement AD under 
paragraph (h)(4), the utility shall provide 


such component balances. If data are 
not available by function, the utility 
shall describe the procedure by which 
the utility believes it can reasonably 
estimate the portion of the total electric 
balances for each major functional 
classification. The utility may show by 
function the component balances 
obtained by applying the procedure. If 
such estimation requires data that are 
not provided elsewhere in the cost of 
service statements in this paragraph, the 
utility shall supply in Statement AF the 
necessary data. 

(iii) The utility shall state the total 
electric component balances for 
accumulated deferred income tax 
Account 282 pertaining to electric utility 
property other than accelerated 
amortization property. The utility shall 
itemize the balances in Account 282, to 
the extent data are available, in detail 
sufficient to identify the specific major 
properties involved and shall fist the 
balances according to the accounting 
entries, such as liberalized depreciation, 
for which interperiod tax allocation was 
used and included in this account. 
Component balances shall be shown 
individually and in total for the electric 
utility department If the utility 
maintains records to show account 282 
component balances according to the 
major functional classifications 
identified in Statement AD under 
paragraph (h)(4). the utility shall provide 
such component balances by function. If 
the data are not available by function, 
the utility shall describe the procedure 
by which the utility believes it can 
reasonably estimate the portion of the 
total electric balances for each major 
functional classification. The utility may 
show by function the component 
balances obtained by applying the 
procedure. If such estimation requires 
data that are not provided elsewhere in 
the cost of service statements in this 
paragraph, the utility shall supply in 
Statement AF the necessary data, such 
as historical functional patterns of plant 
additions. 

(iv) The utility shall state the total 
electric component balances for 
accumulated deferred income tax 
Account 283 pertaining to interperiod 
income tax allocations not related to 
property. The utility shall itemize in 
detail balances in Account 283, to the 
extent data are available, and shall list 
the balances according to the accounting 
entries for which interperiod tax 
allocation was used and included in this 
account. Component balances shall be 
6hown individually and in total for the 
electric utility department. If the utility 
maintains records to show Account 283 
component balances according to the 


major functional classifications 
identified in Statement AD under 
paragraph (h)(4), the utility shall provide 
such component balances by function. If 
the data are not available by function, 
the utility shall describe the procedure 
by which the utility believes it can 
reasonably estimate the portion of the 
total electric balances for each major 
functional classification. The utility may 
show by function the component 
balances obtained by applying the 
procedure. If such estimation requires 
data that are not provided elsewhere in 
the cost of service statements in this 
paragraph, the filing shall supply in 
Statement AF the necessary data. 

(v) The utility shall show electric 
utility balances for every other item that 
the utility believes should be included in 
Statement AF. The utility shall explain 
the reasons for inclusion of each item. 

(7) Statement AG—Specified plant 
accounts (other than plant in service) 
and deferred debits. Statement AG is a 
statement of balances of specified 
accounts and items that are to be 
considered in the determination of the 
net original cost rate base. Except as 
prescribed in clause (ii), the utility shall 
state all required balances as of the 
beginning and the end of Period I and 
Period II, with an average of the 
beginning and end balances for each 
period. If any of the Period I or Period II 
balances is not available or is 
unrepresentative of the current 
operating plan of the utility, the utility 
shall provide a full explanation of the 
relevant circumstances. If subaccounts 
are maintained to reflect differences in 
ratemaking treatment among regulatory 
authorities having jurisdiction, the utility 
shall provide balances in accordance 
with such subaccounts, with detailed 
explanations of the bases upon which 
the subaccounts were established and 
are maintained. The balances required 
to be submitted under Statement AG are 
described in clauses (7)(i) through (vi). 

(i) For each separately identified 
major functional classification selected 
by the utility in Statement AD, the utility 
shall state the electric utility land and 
land rights balances for electric plant 
held for future use in account 105. If 
itemized in detail. b« ances shall be 
totaled for each major functional 
classification. 

(ii) The utility shai: state the electric 
utility component bounces in Account 
107 individually ar i in total, for each 
item of constructs r . work in progress for 
pollution control or fuel conversion 
facilities that qualifies for inclusion in 
rate base. The utilby shall state such 
balances as of the beginning of the first 
month and the end of each month of 
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Period I and Period II, with an average 
of the thirteen balances for each period 

(iii) For each major functional 
classification under Statement AD and 
with respect to property otherwise 
includable in plant in service, the utility 
shall state the balances for 
extraordinary property losses Account 
182. If itemized in detail, balances shall 
be totaled for each major functional 
classification. The utility shall provide 
information about Commission 
authorization for any loss included in 
Account 182 and shall state when the 
loss was claimed for tax purposes. 

(iv) For each major functional 
classification under Statement AD, the 
utility shall state the component 
balances for research, development and 
demonstration (RD&D) expenditures 
Account 188. The data shall include both 
the amounts charged to Account 188 and 
the amounts transferred to each expense 
account for each RD&D project. 

(v) The utility shall state the total 
electric component balances for 
accumulated deferred income taxes 
Account 190. The component balances 
in Account 190 shall be itemized in 
detail and listed according to the 
accounting entries for which interperiod 
tax allocation was used. Component 
balances shall be shown individually 
and in total for the electric utility 
department. If the utility maintains 
records to show Account 190 component 
balances according to the major 
functional classifications identified in 
Statement AD under paragraph (h)(4). 
the utility shall provide such component 
balances by function. If the data are not 
available by function, the filing utility 
shall describe the procedure by which 
the utility believes it can reasonably 
estimate the portion of the total electric 
balances for each major functional 
classification. The utility may show by 
function the component balances 
obtained by applying the procedure. If 
such estimation requires data that are 
not provided elsewhere in the cost of 
service statements in this paragraph, the 
utility shall supply in Statement AG the 
necessary data. 

(vi) Balances shall be Bhown for every 
other item that the utility believes 
should be included in Statement AG. 

The utility shall provide support for 
inclusion of each item, and a brief 
descriptive title for each such item. 

(8) Statement AH—Operation and 
maintenance expenses . Statement AH 
is a statement of electric utility 
operation and maintenance expenses for 
Period I and Period II provided 
according to the accounts prescribed by 
the Commission's Uniform System of 
Accounts, 18 CFR Part 101. 


(i) For Period I and Period II, the 
utility shall itemize and subtotal all 
operation and maintenance expenses 
according to the major functional 
classifications of Statement AD in 
paragraph (h)(4) and the subfunctional 
categories of those classifications. The 
utility shall further divide the operation 
and maintenance expenses itemized 
under the production classification and 
each of its subfunctional categories to 
reflect expenses relating to the energy 
component (list each item by account 
number and compute fuel costs on an 
as-burned basis), the demand 
component, and any other production 
expenses. 

(ii) For Period I and Period II, the 
utility shall report production operation 
and maintenance expenses according to 
appropriate account numbers. The 
utility shall apply the following 
principles in developing Period I and 
Period II production operation and 
maintenance data for this statement: 

(A) Total production operation and 
maintenance expenses shall be 
segregated into energy, demand, and 
other components. The utility shall 
specifically state and support its criteria 
for classifications between energy and 
demand, and for use of the production 
"other" classification, such as specific 
assignments related to sales from 
particular generating units. 

(B) Fuel expense for cost of service 
purposes shall be the total as-burned 
expense incurred. If the utility defers a 
portion of such expense for accounting 
purposes, the deferral amount shall be 
separately stated and accompanied by 
material that shows computational 
detail in support of such amount. If 
claimed nuclear fuel expense reflects a 
change in the estimated net salvage 
value of nuclear fuel, the utility shall 
show the amounts involved and explain 
the relevant circumstances. 

(C) If the amount of production fuel 
expense is significantly affected by 
abnormal Period I water availability for 
hydroelectric generation, the utility shall 
explain how water availability was 
taken into account in developing 
projected Period II production fuel 
expenses. 

(iii) For Period I and Period II, the 
utility shall report operation and 
maintenance expenses attributable to 
the transmission and distribution 
functions according to appropriate 
account numbers. If Period II 
transmission and distribution plant data 
are not provided by subfunctional 
category in Statement AD, the utility 
need only provide for Period II total 
operation and maintenance expenses for 
each function. 


(iv) For Period I and Period II, the 
utility shall report in total for each 
period, operation and maintenance 
expenses incurred under each of the 
categories of customer accounting, 
customer service and information, and 
sales. 

(v) For Period I and Period II. the 
utility shall itemize administrative and 
general expenses by groups that are 
directly assignable, such as regulatory 
Commission expenses, or that are 
related to selected plant or expense 
items for which an allocation to 
wholesale services is independently 
determinable, such as items related to 
labor expense or to a category of 
production plant in service. 
Administrative and general expenses 
shall include a detailed itemization of 
the general advertising Account 930.1 
and the miscellaneous general expenses 
Account 930.2. If Account 930 data are 
not projected on a detailed basis for 
Period II, the utility shall provide its best 
estimate of the Account 930.1 expense 
items and a descriptive list of expense 
items anticipated as miscellaneous 
general expenses in Account 930.2. 
Where applicable, separate items shall 
be shown for general plant maintenance, 
and for common and other plant 
maintenance. 

(vi) In addition to annual production 
data for Period I and Period II, the utility 
shall provide monthly expense data by 
accounts for fuel in Accounts 501, 518, 
and 547 and purchased power in 
Account 555. For each type of 
transaction, such as firm power or 
economy interchange power, monthly 
purchased power expense data shall be 
subtotaled separately for interchange 
receipts and deliveries. For monthly fuel 
Accounts 501, 518, and 547, and for each 
type of purchased power transaction, 
the monthly data shall identify 
components to be claimed under the fuel 
adjustment clause of the utility. 

(9) Statement AI—Wages and 
salaries. Statement AI consists of 
statements of the electric utility wages 
and salaries, for Period I and Period II, 
that are included in operation and 
maintenance expenses reported in 
Statement AH. 

(i) For Period I and Period II, the 
utility shall show the distribution of 
wages and salaries by function 
according to the form prescribed for 
operation and maintenance expenses by 
the Commission's Uniform System of 
Accounts. 18 C.F.R. Part 101. The 
statement shall also include by function 
additional wages and salaries 
attributable to common and other plant 
classifications identified in Statement 
AD in paragraph (h)(4). 
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(ii) For Period I and Period II, the 
utility shall show total production wages 
and salaries, itemized and subtotaled 
into energy and demand related 
components in accordance with 
classifications of Statement AH 
operation and maintenance production 
expenses of which production wages 
and salaries are a part. 

(10) Statement AJ—Depreciation and 
amortization expenses. Statement AJ 
consists of statements of depreciation 
and amortization expenses for Period I 
and Period n. 

(i) For Period I and Period II, the 
utility shall show the depreciation and 
amortization expenses and the 
depreciable plant balances of the filing 
utility, in accordance with major 
functional classifications selected by the 
utility in Statement AD under paragraph 
(h)(4). 

(11) The utility shall divide the major 
functional classifications of depreciation 
and amortization expenses shown in 
clause (i) into the subfunctional 
categories selected by the utility for 
electric plant in service in Statement 
AD, to the extent such data are 
available. 

(iii) If depreciation and amortization 
expense data are not available for any 
subfunctional category selected in 
Statement AD, the utility shall: 

(A) provide a comparison of the 
current depreciation rate of the major 
functional classification and the 
depreciation rate estimated to be 
appropriate to the subfunctional 
category; and 

(B) state and explain the estimation 
techniques that the utility utilized in 
developing each estimated 
subfunctional depreciation rate. If 
utilization of such estimation techniques 
requires data that are not provided 
elsewhere in the cost of service 
statements in this paragraph, the utility 
shall supply such data in Statement AJ. 

(iv) For Period I and Period II, the 
utility shall show the annual 
depreciation rate applicable to each 
function and subfunction for which 
depreciation expense is reported. The 
utility shall indicate the bases upon 
which the depreciation rates were 
established. If the depreciation rates 
used for Period I or Period II data differ 
from those employed to support the 
utility’s prior approved jurisdictional 
electric rale, the utility shall include in 
or append to Statement AJ detailed 
studies in support of such changes. 

1 hese detailed studies shall indude: 

(A) copies of any reports or analyses 
prepared by any independent consultant 
or utility personnel to support the 
proposed depreciation rates; and 


(B) a detailed capital recovery study 
showing by primary account the 
depreciation base, accumulated 
provision for depreciation, cost of 
removal, net salvage, estimated service 
life, attained age of survivors, accrual 
rate, and annual depredation expense. 

(11) Statement AK—Taxes other than 
income taxes. Statement AK consists of 
statements of taxes other than income 
taxes for Period I and Period II. 

(i) For Period I and Period D, the 
utility shall itemize and total any taxes 
other than income taxes according to 
clauses (i) (A) through (D). 

(A) Revenue taxes. Tlie utility shall 
show total revenue taxes levied by each 
taxing authority and identify the 
revenue taxes, under both the present 
and changed rate, applicable to 
wholesale services for which a rate 
change is filed. The utility shall identify 
revenue taxes assodated with each 
revenue credit item reported in 
Statement AU under paragraph (h)(21J. 

(B) Real estate and property taxes. 

The utility shall itemize and total all real 
estate and property taxes. If the utility 
maintains records to show tax 
component balances according to the 
major functional classifications 
identified in Statement AD under 
paragraph (h)(4), the utility shall supply 
the component balances by function. If 
the data are not available by function, 
the utility shall describe the procedure 
by which the utility believes it can 
reasonably estimate the portion of the 
total electric balances for each major 
functional classification. The utility may 
show by function the component 
balances obtained by applying the 
procedure. If such estimation requires 
data that are not provided elsewhere in 
the cost of service statements in this 
paragraph, the utility shall supply the 
necessary data in Statement AK. 

(C) Payroll taxes. The utility shall 
itemize and total all payroll taxes. If the 
utility maintains records to show tax 
component balances according to the 
major functional classifications 
identified in Statement AD in paragraph 
(h)(4), the utility shall provide the 
component balances by function. If the 
data are not available by function, the 
utility shall describe the procedure by 
which the utility believes it can 
reasonably estimate the portion of the 
total electric balances for each major 
functional classification. The utility may 
show by function the component 
balances obtained by applying the 
procedure. If such estimation requires 
data that are not provided elsewhere in 
the cost of service statements in this 
paragraph, the utility shall provide the 
necessary data in Statement AK. 


(D) Miscellaneous taxes. The utility 
shall itemize and total all miscellaneous 
taxes which are directly assignable or 
which are related to any selected plant 
or expense item for which an allocation 
to wholesale services is independently 
determinable, such a9 items related to 
transmission plant in service or to net 
distribution plant. 

(11) If any of the taxes itemized under 
clause (ll)(i) are levied by a taxing 
authority that is a customer, or is related 
to a customer, whose services would be 
affected by the changed rate schedule, 
the utility shall show amounts of such 
taxes according to the taxing authority, 
identify the related customer, and 
provide an explanation of the relevant 
circumstances. 

(12) Statement AL—Working capital. 
Statement AL consists of statements for 
Period I and Period II designed to 
establish the need for working capital to 
maintain adequate levels of operating 
supplies, to meet required prepayments, 
and to meet ongoing cash disbursements 
that must be made at a time different 
than related revenue receipts for utility 
services rendered. 

(i) Supplies and prepayments. The 
utility shall supply statements to show 
monthly balances of operating supplies 
and prepayments itemized under clauses 
(i) (A) through (C). The utility shall state 
all required balances as of the beginning 
of the first month and the end of each 
month of both Period I and Period II, 
with an average of the thirteen balances 
for each period. If any of the Period I or 
Period II balances is not available or is 
unrepresentative of the current 
operating plan of the utility for supplies 
or prepayments, the utility shall include 
an explanation of the relevant 
circumstances. Operating supply and 
prepayment balances shall be itemized 
under the following categories: 

(A) Fuel supplies. The utility shall 
state the fuel supply balances for each 
type of electric utility production plant, 
except hydraulic. The utility shall 
describe its overall fossil fuel supply 
objectives for Period I and Period n, in 
terms of projected average days of bum 
for major fossil fuel generating stations, 
if feasible. The utility shall explain 
substantial differences, if any. between 
actual Period I inventories and the 
target objectives, or between Period II 
objectives and Period I objectives. 
Nuclear fuel balances shall include fuel 
in stock, fuel in the reactor and spent 
fuel in the process of cooling in 
Accounts 120.2,120.3,120.4. less 
accumulated provisions for amortization 
of nuclear fuel assemblies in Account 
120.5. 

(B) Plant materials and operating 
supplies. The utility shall state materials 
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and operating supply balances for each 
of the major electric utility operating 
functions of production, transmission, 
and distribution, and for each significant 
type of miscellaneous operating 
supplies. Miscellaneous supplies shall 
be grouped to facilitate suitable 
allocations or assignments among utility 
services. 

(C) Prepayments. The utility shall 
indicate prepayment balances for each 
major prepayment item, with a brief 
description of the item. Balances shall 
be grouped and subtotaled to facilitate 
suitable allocations or assignments 
among utility services. 

(ii) Cash working capital. The utility 
shall indicate average monthly working 
cash requirements that reflect the extent 
to which day-to-day operational utility 
service revenues are received later or 
earlier than cash disbursements 
necessary to provide the services, with 
an explanation of how such 
requirements are derived. 

(13) Statement AM—Construction 
work in progress . Statement AM is a 
statement of the amounts of 
construction work in progress described 
according to functional classification for 
Period I and Period II. For production 
plant and transmission plant, the utility 
shall state the balances as of the 
beginning of the first month and the end 
of each month of both Period I and 
Period II, with an average of the thirteen 
balances for each period. For each 
function of plant identified in Statement 
AD other than production or 
transmission, the utility shall state the 
balances as of the beginning and the end 
of both Period I and Period II, with an 
average of the beginning and end 
balances for each period. If any Period 1 
or Period II balance is not available, the 
utility shall include monthly estimates 
and an explanation of the relevant 
circumstances. Pollution control or fuel 
conversion facility amounts reported in 
Statement AG shall be excluded from 
amounts reported in this statement. 

(14) Statement AN—Notes payable. 
Statement AN is a statement of the 
electric utility portion of average notes 
payable for Period I and Period II. The 
utility shall indicate balances as of the 
beginning of the first month and the end 
of each month of both Period I and 
Period II. with an average of the thirteen 
balances for each period. If any of the 
Period I or Period II balances is not 
available or is unrepresentative of the * 
current Financing plan of the utility, the 
utility shall provide an explanation of 
the relevant circumstances. If a utility 
has operations other than electric, the 
utility shall also show allocations 
between electric and other utility 
departments on an appropriate basis. 


such as the average amount of 
construction work in progress and net 
plant. 

(15) Statement AO—Rate for # 

allowance for funds used during 
construction . Statement AO is a 
statement of the basis of the rate for 
computing the allowance for funds used 
during construction (AFUDC) for Period 
I and Period IL 

(i) The utility shall show the 
computations of the maximum rates for 
the construction allowances computed 
in accordance with plant instructions of 
the Commission’s Uniform System of 
Accounts, 18 CFR Part 101. The utility 
shall show the rates computed annually, 
and shall provide the rates for each 
annual period that includes any part of 
Period I or Period II. If the utility 
proposes to use a net-of-tax rate, the 
utility shall show the derivation for both 
the gross-of-tax and net-of-tax rates. 

(ii) If the book allowance amounts of 
AFUDC do not reflect the maximum 
rate9 for allowances for funds computed 
in accordance with clause (i), the utility 
shall show the derivation for the actual 
rates utilized in computing AFUDC, 
including derivation of any net-of-tax 
rate utilized by the utility. 

(16) Statement AP—Federal income 
tax deductions — interest. Statement AP 
is a statement of electric utility interest 
charges for Period I and Period II. For 
each period, the utility shall state the 
total electric utility interest in term9 of 
three or more component items 
described in clauses (i) through (iv). 

(i) The utility shall state the allowance 
for borrowed funds used for electric 
utility construction Account 432 as a 
separate component. The utility shall 
show supporting detail, including 
computation of the amounts on the basis 
of AFUDC rates claimed in Statement 
AO. 

(ii) The utility shall state interest for 
borrowed funds used for electric utility 
construction Account 431 as a separate 
component. If applicable, the utility 
shall also show all elements of Account 
431 related to purposes other than 
electric utility construction, with 
detailed supporting material, such as a 
computation of allocations between 
electric and other utility departments 
with explanatory material to support the 
bases of such allocations. 

(iii) The utility shall state the interest 
on long-term debt required for electric 
rate base investment a9 a separate 
component. The interest amount shall be 
consistent with that shown and utilized 
in Statement BK under paragraph 
(h)(36). 

(iv) The utility shall show other 
interest items appropriate in the 
determination of net taxable income 


allocable to the wholesale services at 
issue. The utility shall describe and 
support each item and shall accompany 
each item with a statement of the basis 
on which the item i9 allocable to the 
wholesale services. The utility shall also 
list a short descriptive title for each 
item. 

(17) Statement AQ — Federal income 
tax deductions—other than interest. 
Statement AQ is a statement of other 
deductions from net operating income 
before Federal income taxes, for Period I 
and Period II, which deductions are 
appropriate in determining the net 
taxable income allocable to the 
wholesale services subject to the 
changed rate. The utility shall show 
unallowable deductions a9 negative 
entries in this statement. The utility 
shall itemize deductions in accordance 
with clause (i) through (iii) and 
individually identify each by a brief 
descriptive title. 

(i) The utility shall report, as a 
separate component of this statement, 
the difference between tax and book 
depreciation, in total, or in individual 
amounts based on the Internal Revenue 
Code provisions that permit the utility to 
use various methods of computing 
depreciation for tax purposes, such as 
liberalized depreciation or the asset 
depreciation range. If the utility reports 
the differences’in total only, it shall list 
the specific Internal Revenue Code 
provisions that result in the difference. 

(ii) The utility shall state taxes and 
pensions capitalized as a separate 
component. 

(iii) The utility shall describe and 
support other deduction items 
appropriate in the determination of net 
taxable income allocable to the 
wholesale services. Each item shall be 
accompanied by a brief explanation of 
the basis on which the item is allocable 
to the wholesale services. 

(18) Statement AR — Federal tax 
adjustments . Statement AR is a 
statement of adjustments to Federal 
income taxes for Period I and Period II. 
If subaccounts are maintained to reflect 
differences in ratemaking treatment 
among regulatory authorities having 
jurisdiction, the utility shall provide 
adjustment amounts in accordance with 
such subaccounts. The utility shall 
report detailed explanations of the 
bases upon which the subaccounts were 
established and are maintained. 

(i) For each major function of plant 
identified in Statement AD under 
paragraph (h)(4), the utility shall state 
the electric utility component 
adjustment for the Federal portions of 
the provision for deferred income tax 
Account 410.1. If the data are not 
available by function, the utility shall 
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state the amounts for the total electric 
utility and shall describe the procedure 
by which the utility believes it can 
reasonably estimate the portion of the 
total electric balances for each major 
functional classification. The utility may 
show by function the component 
balances obtained by applying the 
procedure. If such estimation requires 
data that are not provided elsewhere in 
the cost of service statements in this 
paragraph, the utility shall supply in 
Statement AR the necessary data. The 
utility shall provide the adjustment 
amounts for total electric and, to the 
extent available for each such major 
functional component, accompanied by 
summary totals segregated in 
accordance with related balance sheet 
Accounts 281, 282, 283, and 190 [see 
Statements AF and AG]. Account 190 
items require a negative sign for entries 
in Statement AR. The utility shall 
identify the summarized items by 
account number. 

(ii) The utility shall provide for the 
Federal portions of the provision for 
deferred income tax-credit Account 
411.1 the data required by clause (i) for 
Account 410,1. 

(iii) For each major functional 
classification of plant identified in 
Statement AD under paragraph (h)(4), 
the utility shall provide the electric 
utility component for investment tax 
credits generated for Period I and Period 
II. credits utilized for each period, and 
the allocations to current income for 
each period. If the data are not available 
by function, the utility shall state the 
amounts for total electric utility and 
shall describe the procedure by which 
the utility believes it can reasonably 
estimate the portion of the total electric 
balances for each major functional 
classification. The utility may show by 
function the component balance 
obtained by applying the procedure. If 
such estimation requires data that are 
not provided elsewhere in the cost of 
service statements in this paragraph, the 
utility shall supply in Statement AR the 
necessary data. If itemized in detail, 
balances shall be subtotaled for each 
major function, and totaled for the 
electric utility department. Detailed data 
shall be consistent with that provided in 
Statement AF under paragraph (h)(6). 

(iv) The utility shall list and designate 
as other adjustment items any 
additional Federal income tax 
adjustments and shall provide a brief 
descriptive title for each item. The utility 
shall explain the reasons for inclusion of 
each item, and shall indicate the basis 
on which each will be assigned or 
allocated to the wholesale services 


subject to the changed rate and to the 
other electric utility services. 

(19) Statement AS—Additional state 
income tax deductions. Statement AS is 
a listing of state income tax deductions 
for Period I and Period II, in addition to 
those listed at Statements AP and AQ 
for Federal tax purposes. The utility 
shall explain the reasons for inclusion of 
each item. The utility shall indicate the 
basis on which each item is to be 
assigned or allocated to the wholesale 
services at issue and to the other 
electric utility services. If applicable, the 
utility shall show unallowable 
deductions as negative entries in this 
statement. The utility shall provide the 
percentage of Federal income tax 
payable which is deductible for state 
income tax purposes, if applicable. [See 
also Statement AY, dealing with tax rate 
data.] 

(20) Statement AT—State tax 
adjustments . Statement AT is a 
statement of adjustments to state 
income taxes for Period 1 and Period II. 
The utility shall prepare and present the 
data in statement AT as prescribed for 
Federal tax adjustments in Statement 
AR. The utility shall annotate Statement 
At data as necessary to identify state 
tax adjustments that are not properly 
deductible for Federal tax purposes. 

(21) Statement AU—Revenue credits. 
Statement AU is, for Period I and Period 
II, a statement of the operating revenue 
balances in Accounts 450 through 456, 
and other revenue items, such as short¬ 
term sales in Account 447, that are 
appropriately credited to the cost of 
service for determinations of costs 
allocable to the wholesale services 
subject to the changed rate. The utility 
shall include revenue credits proposed 
for exclusive-use commitment of major 
power supply facilities according to 
instructions for preparation of Statement 
BF under paragraph (h)(31). When 
applicable, the utility shall state revenue 
taxes for each revenue credit item. The 
utility shall explain the reasons for 
inclusion of each item, and shall 
indicate the basis for assigning or 
allocating each item to the wholesale 
services subject to the changed rate and 
to the other electric utility services. 

(22) Statement A V—Rate of return. 
Statement AV is a statement and 
explanation of the percentage rate of 
return requested by the utility. The 
utility shall provide the complete capital 
structure, including ratios, component 
costs and weighted component costs 
claimed by the utility. The utility shall 
submit additional data where any 
component of the capital of the utility is 
not primarily obtained through its own 
financing, but is primarily obtained from 
a company by which the utility is 


controlled, as defined in the 
Commission’s Uniform System of 
Accounts, 18 C.F.R. Part 101. The utility 
shall submit the additional data, if 
required with respect to the debt capital, 
preferred stock capital and common 
stock capital of such controlling 
company or any intermediate company 
through which such funds have been 
secured. 

(1) General. The utility shall show, 
based on the capitalization of the utility, 
the cost of debt capital and preferred 
stock capital, the claimed rate of return 
on the common equity of the utility and 
the resulting overall rate of return 
requested. 

(A) For Period I and, if applicable. 
Period II, the utility shall show in 
tabular form the following: 

(7) Cost of each capital element, 
including claimed rate of return on 
equity capital; 

[2] Capitalization amounts and ratios; 

(5) Weighted cost of each capital 

element; and 

[4] Overall claimed rate of return. 

(B) When a Period II filing is 
submitted the utility shall provide: 

(7) A full explanation of, and 
supporting work papers for, the pro 
forma adjustments to the actual 
capitalization data to arrive at the 
Period II capitalization; and 

( 2 ) The pro forma adjustment to 
Period I data to arrive at the Period II 
amount for unappropriated 
undistributed subsidiary earnings in 
Account 216.1. 

(C) If not included elsewhere in the 
filing, the utility shall submit the amount 
for Account 216.1 for Period I as part of 
this statement. 

(ii) Debt capital. (A) The utility shall 
show the weighted cost for all issues of 
long-term debt capital as of the end of 
Period I, as expected on the date the 
changed rate is filed, and, if applicable, 
as estimated for the end of Period II. The 
weighted cost is calculated by: (1) 
multiplying the cost of money for each 
issue under clause (B)(5) below by the 
principal amount outstanding for each 
issue, which yields the annualized cost 
for each issue; and (2) adding the annual 
cost of each issue to obtain the total for 
all issues, which is divided by the total 
principal amount outstanding for all 
issues to obtain the weighted cost for all 
issues. 

(B) The utility shall show the 
following for each class and series of 
long-term debt outstanding as of the end 
of Period I, as expected on the date the 
changed rate is filed, and, if applicable, 
as estimated to be outstanding as of the 
end of Period II. 

(7) Title; 
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(2) Date of offering and date of 
maturity: 

(3) Interest rate; 

(4) Principal amount of issue; 

(5) Net proceeds to the utility; 

(3) Cost of money, which is the yield 
to maturity at issuance based on the 
interest rate and net proceeds to the 
utility determined by reference to any 
generally accepted table of bond yields; 

(7) Principal amount outstanding; 

(0) Name and relationship of issuer 
and if the debt issue was issued by an 
affiliate; and 

(0) If the utility has acquired at a 
discount or premium some part of the 
outstanding debt which could be used in 
meeting sinking fund requirements, or 
for some other reason, the annual 
amortization of the discount or premium 
for each issue of debt from the date of 
the reacquisition over the re m ai n i n g life 
of the debt being retired. The utility 
shall show separately the total discount 
and premium to be amortized, and the 
amortized amount applicable to Period I 
and, if applicable, Period IL 

(C) The utility shall show the before- 
tax interest coverage, for the twelve 
months of Period I based on the 
indenture requirements. The utility shall 
provide a copy of the work papers used 
to make the calculations, with 
explanations appropriate to understand 
the calculations. 

(iii) Preferred stock and preference 
stock capital 

(A) This statement shall show the 
weighted cost for all issues of preferred 
and preference stock capital as of the 
end of Period I, as expected on the date 
the changed rate is filed, and, if 
applicable, as estimated for the end of 
Period II. The weighted cost is 
calculated by: (1) multiplying the cost of 
money for each issue under clause (B)(0) 
by the par amount outstanding for each 
issue, which yields the annualized cost 
for each issue; and (2) adding the annual 
cost of each issue to obtain the total for 
all issues, which is divided by the total 
par amount outstanding for all issues to 
obtain the weighted cost for all issues. 

(B) The statement shall show for each 
class and issue of preferred and 
preference stock outstanding as of the 
end of Period I, as expected on the date 
the changed rate is filed, and. if 
applicable, as estimated to be 
outstanding as of the end of Period IL* 

(2) Title; 

(2) Date of offering; 

(3) If callable, call price; 

(4) If convertible, terms of conversion; 

(5) Dividend rate; 

(0) Par or stated amount of issue; 

(7) Net proceeds to the filing utility; 

(0) Ratio of net proceeds to gross 
proceeds received by the filing utility; 


(0) Cost of money (dividend rate 
divided by the ratio of net proceeds to 
gross proceeds for each issue); 

(20) Par or stated amount outstanding; 
and 

[If] If issue is owned by an affiliate, 
name and relationship of owner. 

(iv) Common stock capital This 
statement shall show the following 
information for each sale of common 
stock during the five-year period 
preceding the date of the balance sheet 
for the end of Period I and for each sale 
of common stock between the end of 
Period I and the date that the changed 
rate is filed; 

(A) Number of shares offered; 

(B) Date of offering; 

(C) Gross proceeds at offering price; 

(D) Underwriters’ commissions; 

(E) Dividends per share; 

(F) Net proceeds to company; 

(G) Issuance expenses; and 

(H) Whether issue was offered to 
stockholders through subscription rights 
or to the public and whether common 
stock was issued for property or for 
capital stock of others. 

(v) Supplementary financial data. The 
utility shall submit a statement 
indicating the sources and uses of funds 
for Period I and as estimated for Period 
II and a copy of the utility’s most recent 
annual report to the stockholders. The 
utility shall also supply a prospectus for 
its most recent issue of securities and a 
copy of the latest prospectus issued by 
any subsidiary of the filing utility or by 
any holding company of which the filing 
utility is a subsidiary. 

(23) Statement A W—Cost of short- 
term debt In Statement AW, the utility 
shall provide a statement of the cost of 
capital rate for short-term debt of the 
utility as of the end of Period I, as 
expected on the date the proposed rate 
is filed, and, if applicable, as estimated 
for the end of Period II, with details 
supporting each stated cost. The short¬ 
term debt rate shown in Statement AW 
shall include only the short-term debt 
that appears on the income statement as 
interest expense and shall not include 
nominal forms of financing, such as trust 
agreements. 

(24) Statement AX—Other recent and 
pending rate changes. Statement AX is a 
statement describing the extent to which 
operating revenues are subject to refund 
for Period I and, if applicable, Period II. 
for each rate change filed with any 
Federal, state, or other regulatory body 
that has jurisidiction. The utility shall 
list and submit any orders in which 
applications for a rate increase have 
been acted on by any regulatory body 
during Period I, Period II, or the interval 
between Period I and Period II, and a 
copy of each transmittal letter or 


equivalent written document by which a 
utility summarized and submitted any 
pending applications that have not been 
acted on. Statement AX shall reflect 
information available at the time of 
submittal under this paragraph. 

(25) Statement A Y — Income and 
revenue tax rate data . 

(i) Statement AY is a statement of tax 
rate data for Period I and Period II 
arranged as follows: 

(A) Nominal Federal income tax rate; 

(B) Nominal state income tax rate; 

(C) Proportion of Federal income 
taxes payable which is deductible for 
state income tax purposes. If an 
allowable deduction is stated in other 
terms, the utility shall provide an 
estimate of the effective deduction as a 
percentage of Federal tax payable; and 

(D) Revenue tax rate. If the revenue 
tax rate is scaled, the utility shall show 
approximate weighted average rates for 
relevant revenue levels and full 
supporting data. 

(ii) If the utility serves in more than 
one jurisdiction for revenue or state 
income tax purposes, the utility shall 
state the appropriate tax rates for each 
wholesale customer group at issue and 
for all other customers as a composite 
group. ( See . Statement BA under 
paragraph (h)(2B) for wholesale 
customer grouping criteria. J If there are 
any changes in tax rates that occur in 
Period I or that may occur in Period II, 
the utility shall describe such changes 
and the effective date of the changes. 

(26) Statement BA — Wholesale 
customer rate groups. 

(i) Statement BA is a list of wholesale 
customers by group for the purpose of: 

(A) Allocating the allowable costs of 
the utility to such customer groups on 
the basis of electric utility services 
rendered; and 

(B) Comparing proposed revenues 
from each customer group with the cost 
of service as allocated to that group. 

(ii) The utility shall limit the number 
of wholesale customer groups listed to 
the minimum required under the 
following criteria: 

(A) At least one customer group shall 
be specified for each separate wholesale 
rate subject to the changed rate filing. 

(B) In general, all customers proposed 
to be served on the same rate shall be 
included in a common group. If the 
utility believes that there are significant 
differences in services provided under 
the same rate, the utility shall subdivide 
the common group served by the same 
rate into separate customer groups 
characterized by the type of service 
provided each group and shall 
demonstrate whether the common rate 
is cost-based by means of cost- 
justification for each service group. 









Federal Register / Vol. 45. No. 134 / Thursday, July 10, 1980 / Rules and Regulations 


46373 


Certain customer groupings, such as 
cooperatives or municipals, may also be 
utilized to facilitate purchaser 
evaluations of the changed rate. 

(C) In all cases, the utility shall select 
customer groupings on a basis 
consistent with rate design information 
provided in Statement BL under 
paragraph (h)(37). 

(iii) The utility shall enumerate all 
wholesale customer rate groups, 
together with a brief descriptive title for 
each group. For example: 

Group 1 . Full Requirements Tariff 
FR-1. 

Group 2. Partial Requirements Tariff 
PR-1. 

(27) Statement BB—Allocation 
demand and capability data . Statement 
BB is a statement of electric utility 
demand and capability data for Period I 
and Period II to be considered as a basis 
for allocating related costs to the 
wholesale services subject to the 
changed rate. 

(i) For each month of Period I and 
Period II, with an average for each 
period, the utility shall show the 
maximum peak firm kilowatt demand on 
the power supply system of the utility, 
and the kilowatt demands of the 
wholesale services that coincide with 
the system monthly maximum power 
supply demand, including for Period I 
the date and hour for such coincidental 
peak demands. The utility shall state 
these kilowatt demands in terms of 60- 
minute intervals or other intervals 
adjusted to the equivalent of 60 minutes. 
The utility shall not include in the data 
the demands associated with 
interruptible power supply services, firm 
or nonfirm transmission wheeling 
services, or demands associated with 
other services the revenues from which 
are shown as revenue credits in 
Statement AU under paragraph (h)(21). 
The utility shall provide wholesale 
service demand data as follows: 

(A) The wholesale service data for 
each individual customer delivery point 
or set of delivery points that constitutes 
an individual wholesale customer billing 
unit shall include demands at delivery. 
The individual customer wholesale 
service data shall be summarized and 
subtotaled in accordance with 
Statement BA customer groupings. 

(B) The data.supplied for each 
wholesale customer group under clause 
(A) shall be adjusted for losses to reflect 
demand at the power supply level. The 
data shall be totaled to show total 
customer group demand at power supply 
level for each month of Period I and 
Period II. 

(ii) To the extent such data are 
available, the utility shall state Period I 
and Period II monthly maximum demand 


data for interruptible power supply 
services, firm wheeling services, and 
nonfirm wheeling services. The utility 
shall also provide, to the extent data are 
available, firm wheeling demand data 
for any of the 60-minute periods that 
coincide with the times of power supply 
peak demands shown under clause (i). 
The utility shall indicate the basis of all 
demands, such as metered demands or 
contract demands, reported under this 
clause. For interruptible services, the 
utility shall provide a description of the 
conditions under which service may be 
interrupted or curtailed. The utility shall 
include available information on actual 
interruptions or curtailments during a 
three-year period that includes Period I. 
If any of the wholesale rates at issue are 
for interruptible or curtailable service, 
the utility shall provide any demand 
data specifically relevant to such 
service. 

(iii) If a utility establishes plant 
categories in Statement AD under 
paragraph (h)(4) for the purpose of 
supporting wholesale rates for firm 
power supply services with special 
characteristics, such as base load, 
intermediate, or peaking, the utility shall 
provide in Statement BB the demand 
data required by clause (i) in total and 
in separate corresponding demand 
values consistent with the service 
characteristics. Corresponding values 
shall be stated for the system demand of 
the utility, and for each applicable 
wholesale service group. 

(iv) If a utility establishes plant 
categories in Statement AD under 
paragraph (h)(4) for the purpose of 
supporting wholesale rates for nonfirm 
power supply services, such as capacity 
sales, the utility shall include in 
Statement BB for each month of Period I 
and Period II the monthly capability 
data relied on by the utility in 
developing costs allocable to such rates, 
with an explanation of the underlying 
cost allocation rationale. 

(v) If a utility establishes production 
plant categories in Statement AD under 
paragraph (h)(4) for the purpose of 
supporting wholesale rates based on 
specialized ratemaking theories such as 
marginal cost pricing, time-of-day 
pricing, or base, intermediate, and 
peaking characteristics, the utility shall 
include in Statement BB all demand and 
capability data relied on by the utility in 
developing support on a cost of service 
basis, with appropriate explanatory 
material. 

(vi) For each month of Period I and 
Period II, the utility shall provide any 
additional demand data that the utility 
believes to be relevant to the allocation 
of electric utility costs to the wholesale 
services at issue. The utility shall fully 


support all such data and shall explain 
the rationale and the specific 
application proposed. 

(vii) Based upon information reported 
in Statements BB and BC, the utility 
shall list selected months that are 
normally the months of greatest 
significance in determining the need of 
the utility for power supply capability 
throughout the year. All twelve months 
may be selected, if appropriate. In its 
selection, the utility shall take into 
account any effects of local weather 
seasons and, particularly, the extent to 
which peak demands may tend to be 
similar in magnitude in two or more 
months of a weather season. The utility 
shall explain the reasons for the 
selections and describe the significance 
for the selections of seasonal variations 
in the weather. 

(28) Statement BC—Reliability data . 
Statement BC is a statement relating to 
reference standards of the filing utility 
for electric power supply reliability, and 
to information designed to reflect 
monthly availability of generating 
capacity reserves. 

(1) For Period II, Period I, and each of 
the three calendar years preceding 
Period I, the utility shall state and 
briefly explain its objective reference 
standard of production power supply 
reliability and the rationale underlying 
its choice of a reliability standard, 
including whether it participates with 
other electric utilities in the selection of 
a common standard on an area or pool 
basis. The utility shall identify any such 
participating utilities, and provide a 
general explanation of the basis upon 
which the reliability standard was 
jointly developed. 

(ii) The utility shall describe how its 
objective standard for production power 
supply reliability affects its electric 
generating facility construction planning 
and purchased power planning. 

(iii) For the peak day of each month of 
Period II, Period I. and, to the extent 
data are available, for the peak day of 
each month of the three calendar years 
preceding Period I, the utility shall 
include tabular schedules designed to 
show the following: 

(A) Net peak load in megawatts, 
itemized to show: 

(7) Gross peak firm load, including all 
firm sales assured available by the 
reserve capacity of the utility; 

(2) All firm purchases assured 
available by the reserve capacity of the 
supplier, and 

(3) Net peak load, computed as gross 
peak load under clause (7) minus all firm 
purchases under clause (2). 

(5) Net available dependable 
capacity, that is, the load-carrying 
ability of the electric production 
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facilities determined for the purpose of 
scheduling capacity in day-to-day 
operations, provided In megawatts and 
itemized to show: 

(7) The owned dependable capacity of 
the utility for each production plant 
category selected in Statement AD 
under paragraph (h)(4); 

(2) Scheduled maintenance of owned 
dependable capacity of the utility; 

(3) Purchased dependable capacity of 
the utility; 

(4) Scheduled maintenance of 
purchased dependable capacity of the 
utility; and 

(5) Net available dependable capacity, 
computed as the owned dependable 
capacity under clause (7), minus 
scheduled maintenance of owned 
capacity under clause (2), plus 
purchased dependable capacity under 
clause (3), minus scheduled 
maintenance of purchased capacity 
under clause (4). 

(C) Available reserves in megawatts, 
which is the net available dependable 
capacity under clause (iii)(B) minus net 
peak load under clause (iii)(A). 

(D) Available reserves as a percent of 
peak load, which is the available 
reserves under clause (iii)(C) divided by 
net peak load under clause (iii)(A). 

(29) Statement BD—Allocation energy 
and supporting data . Statement BD is a 
statement of electric utility energy data 
for Period I and Period II to be 
considered as bases for allocating 
related costs to the wholesale services 
subject to the changed rate. 

(i) For each month of Period I and 
Period II, and as totaled for the twelve 
months of each period, the utility shall 
show the megawatt-hours of firm power 
supply energy required by the system of 
the utility and the magawatt-hour 
energy requirements of the wholesale 
customer groups whose services will be 
subject to the changed rate. The 
wholesale service data for each 
individual customer delivery point or set 
of delivery points that constitutes an 
individual wholesale customer billing 
unit shall include megawatt-hours at 
delivery. The utility shall summarize 
and subtotal these individual customer 
data in accordance with Statement BA 
customer groupings under paragraph 
(h)(26). The utility shall show a loss 
adjustment for each wholesale customer 
group to reflect energy at the power 
supply leveL The utility shall total the 
data to show total customer group 
energy requirements at power supply 
level for each month of Period I and 
Period II. 

(ii) Data provided under clause (i) 
shall not include energy associated with 
interruptible or curtailable services, or 
energy associated with other services, 


the revenues from which are shown a9 
revenue credits in Statement AU under 
paragraph (h)(21). The utility shall 
separately state Period I and Period II 
monthly and total energy data for any 
such services provided by the utility. If 
any of the proposed wholesale rates at 
issue are for interruptible or curtailable 
service, the utility Bhall provide 
descriptive material and energy data 
specifically relevant to such services. 

(iii) If a utility selects subfunctional 
categories In Statement AD under 
paragraph (h)(4) for the purpose of 
supporting any changed wholesale rate 
for firm power supply services with 
special characteristics, such as base 
load, intermediate, and peaking 
services, the utility shall separate the 
energy data required by clause (i) into 
corresponding energy values consistent 
with the service characteristics and 
consistent with energy-related expense 
categories utilized in Statement AH 
under paragraph (h)(8). The utility shall 
state the corresponding values for the 
utility’s system energy and for each 
applicable wholesale service group. 

(iv) If a utility establishes plant 
categories in Statement AD under 
paragraph (h)(4) for the purpose of 
supporting any changed wholesale rate 
for nonfirm production services, or the 
changed wholesale rate based on 
specialized ratemaking theories (see 
paragraph (h)(27)(v)], the utility shall 
include in Statement BD all energy data 
relied on by the utility in developing the 
support on a cost of service basis and 
relevant explanatory material. Energy 
data provided under this clause shall be 
consistent with related expense 
categories utilized in Statement AH 
under paragraph (h)(8). 

(v) For each month of Period I and 
Period II. and as totaled for the twelve 
months of each period, the utility shall 
show the megawatt-hours generated, 
itemized in accordance with Statement 
AD production subfunctional categories, 
and the megawatt-hours purchased or 
interchanged, itemized to show each 
type of transaction, such as firm energy 
or economy interchanged energy. The 
utility ft hflll quantitatively reconcile such 
data with the system allocation energy 
reported in this statement, and with 
energy data underlying the fuel and 
purchased power expense reported in 
Statement AH. 

(30) Statement BE—Specific 
assignment data. 

(i) Statement BE is a statement of 
specific components of the electric costs 
of service of the utility for Period I and 
Period U. Statement BE costs of service 
are those apportioned among wholesale 
services subject to the rate change and 


other utility services, on a basis other 
than: 

(A) demand, capability, or energy 
data provided in Statements BB and BD; 

(B) a proportional relationship based 
on a selected plant category or expense 
item for which an allocation to 
wholesale services is to be 
independently determined; or 

(C) exclusive-use commitment in 
Statement BF under paragraph (h)(31). 

(ii) The utility shall include specific 
assignments considered appropriate by 
the utility. Typical cost of service 
components that could be specifically 
assigned are distribution plant [see 
examples listed in Statement AD under 
paragraph (h)(4)], certain total electric 
wages and salaries provided in 
Statement AI under paragraph (h)(9), 
such as wages and salaries for customer 
accounting and for customer service and 
information, and certain administrative 
and general expense items. [See 
examples listed in Statement AH under 
paragraph (h)(8).) 

(iii) The utility shall limit specific 
assignments to the minimum required to 
adequately provide for costs not 
otherwise appropriately allocable. 

(iv) For each specific assignment, the 
utility shall include at least the 
following information: 

(A) Brief descriptive component title, 
such as “distribution substations" or 
“rate case expenses”; 

(B) Total electric amount in dollars; 

(C) Wholesale customer group dollar 
amounts stated individually for each 
wholesale customer rate group 
identified in Statement BA under 
paragraph (h)(26). and stated in total for 
all such groups; and 

(D) Explanation of the basis on which 
assignments were made, accompanied 
by supporting detailed computations. 

(31) Statement BF—Exclusive-use 
commitments of major power supply 
facilities. Statement BF is a statement 
describing and justifying the 
commitment to exclusive-use for 
particular services of all or a stated 
portion of electric utility generation 
units or plants, or major transmission 
facilities. 

(i) For Period I and Period II, the 
utility shall list each transaction in 
which all or a stated portion of the 
output of a specified filing utility-owned 
generating unit or group of units was 
committed exclusively to a particular 
customer or group of customers, or to a 
power pool or similar power supply 
entity. For each such transaction, the 
utility shall provide the following 
information: 

(A) Brief descriptive title for each 
commitment; 
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(B) Name of plant and unit 
designation; 

(C) Name of the purchaser or power 
pool or other similar power supply 
entity; 

(D) Duration of the transaction; 

(E) Basis of rates or charges, stated in 
terms of whether a transaction reflects 
marginal, incremental, or fully 
distributed costs, the specific overall 
and common equity rates of return 
included in costs, provided on both a 
claimed and earned basis to the extent 
such information is available, the 
approximate date of the cost analysis on 
which the rates and charges were based, 
and any other considerations significant 
to the transaction; 

(F) Revenue received foT each month 
of Period I and Period II or, if applicable, 
monthly quantities of power and energy 
received or available from power pools 
as consideration for commitment to a 
pool; and 

(G) Proposed treatment in the cost of 
service determinations for the wholesale 
services at issue. For example, a credit 
of revenue to the total electric cost of 
service, in Statement AU under 
paragraph (h)(21), could be proposed to 
account for unit capacity sales based 
upon incremental capital costs. The 
utility shall include explanatory 
material and support for the proposed 
procedures. 

(ii) For Period I and Period II, the 
utility shall list each transaction in 
which all, or a portion, of a major 
transmission facility owned by the filing 
utility was committed exclusively to a 
particular customer or group of 
customers. For each such transaction* 
the utility shall provide information 
similar to that required by clause (i). 

(32) Statement EG—Revenue data to 
reflect changed rates. Statement BG is a 
statement of revenues for Period I and 
Period Ii. including those under the 
changed rate for the wholesale services 
at issue. 

(i) For each month of Period 1 and 
Period 11, and in total for each of the two 
periods, the utility shall show all billing 
determinants and metered quantities for 
each delivery point or set of delivery 
points that constitutes an individual 
wholesale customer billing unit, and the 
result of applying each specific rate 
component to the billing determinants 
for each billing unit stated with the total 
of the computed monthly bill for the 
customer. If the rates include a fuel 
clause, the utility shall compute and 
total the revenues under the fuel clause 
to reflect fuel costs incurred during each 
month of Period I and Period II. That is, 
the fuel clause revenues for the first 
month of Period I shall reflect fuel costs 
incurred for that month, and so on for 


each month of Period I and Period II. In 
computing fuel clause revenues, the 
utility shall determine fuel cost 
according to 5 35.14 of thi9 chapter. 

(ii) If the form of the proposed fuel 
clause would produce revenues different 
from those computed in accordance with 
clause (i), the utility shall separately 
compute and state such fuel clause 
revenues for each customer for each 
month of Period I and Period II. 

(iii) The utility shall summarize 
separately revenue data computed in 
accordance with clauses (i) and (ii) 
above for each month and in total for 
Period I and Period II. in accordance 
with wholesale rate groups specified in 
Statement BA under paragraph (h)(26). 
The utility shall show total electric 
department revenues for each period to 
include revenues under the changed rate 
for all such wholesale customer rate 
groups. 

(iv) For Period I and as estimated for 
Period II, the utility shall summarize all 
billing determinants and revenues 
received from interruptible or 
curtailable services. Billing determinants 
and revenue data shall be consistent 
with interruptible demand and energy 
data in Statements BB and BD. The 
utility shall include an explanation of 
the extent to which interruptible or 
curtailable service revenues are or are 
not included in revenue credits in 
Statement AU under subparagraph 
00 ( 21 ). 

(33) Statement BH—Revenue data to 
reflect present rates. Statement BH is a 
statement of revenues for Period I and 
Period II, including those under present 
rates for wholesale services at issue, 

&nd for total electric service to reflect 
such revenues for wholesale services. 
The utility shall prepare this statement 
to include data consistent with criteria 
specified for presentation of revenue 
under the changed rate in Statement BG 
under paragraph (h)(32). 

(34) Statement BI—Fuel cost 
adjustment factors. Statement BI is a 
statement of monthly fuel cost 
adjustment factors under the changed 
rate and under the present rates, for 
Period 1 and Period EL 

(i) If the changed rate schedule 
embodies a fuel cost adjustment clause, 
the utility shall show detailed 
derivations of fuel cost adjustment 
factors computed to reflect fuel cost 
incurred during each month of Period I 
and Period IL Fuel cost adjustment 
factors are those required for revenue 
determinations in accordance with 
paragraph (h)(32)(i) of Statement BG. 

(ii) If additional proposed fuel clause 
revenue data are reported in accordance 
with paragraph (h)(32}(ii) of Statement 
BG, the utility shall show detailed 


derivation of applicable monthly fuel 
adjustment factors. 

(iii) If the present rate includes a fuel 
cost adjustment change, the utility shall 
show detailed derivations of fuel cost 
adjustment factors for each month of 
Period I and Period II. The utility shall 
include in Statement BI derivations for 
all monthly factors required in the 
computation of present fuel clause 
revenues reported in Statement BH. The 
utility shall provide an explanation of 
the differences between the present and 
proposed fuel clauses. 

(iv) All fuel cost adjustment factors 
shall be cost-based. The utility shall 
make a computational showing that 
shall develop adjustment factors in a 
manner consistent with the 
requirements of 5 35.14 of this chapter. 
The utility shall provide supporting 
detail on cost by type of fuel, and shall 
show separately the allowable fuel 
clause cost component of purchased or 
interchanged energy. All fuel cost data 
shall be consistent with that included in 
operation and maintenance expenses in 
Statement AH under paragraph (h)(8). 

(35) Statement Bf—-Summary data 
tables . Statement BJ is a tabular 
summary of portions of Period I and 
Period II data from specific cost of 
service statements in this paragraph. 

The utility shall summarize under 
descriptive titles the Period I and Period 
II data from the cost of service 
provisions listed in this subparagraph. 
The utility shall supply the data in the 
manner described for each cost of 
service statement and in this 
subparagraph. 

(i) If a utility provides in Statement BK 
information that is substantially 
equivalent to the information required in 
this statement, the utility may fulfill the 
requirements of this statement by 
specifically referring to the location in 
Statement BK of the information 
required in this subparagraph. 

(ii) The utility 9hall provide the 
information in the following statements 
as average total electric department 
monthly balances for each function and 
subfunction of plant* 

(A) Statement AD—(h)(4)(i) and (ii); 

(B) Statement AE—(h)(5)(f) and (ii); 

(C) Statement AF—(h)(6)(i) through 

(v) ; 

(D) Statement AG—(h)(7)(i) through 

(vi) ; 

(E) Statement AL-{h)(12){i} and (ii); 

(F) Statement AM—-(h)(13); and 

(G) Statement AN—(h)(14). 

(iii) The utility shall provide the 
information in the following statements 
as total electric department annual 
revenue and expense amounts: 

(A) Statement AH—(h)(B)(i), (iv) and 

(v); 








46376 


Federal Register / Vol. 45, No. 134 / Thursday, July 10. 1980 / Rules and Regulations 


(B) Statement AI—(h)(9)(i) and (ii); 

(C) Statement AJ—(h)(10)(i); 

(D) Statement AK—(h)(ll)(i); 

(E) Statement AP—(h)(16)(i) through 

(iv): 

(F) Statement AQ—(h)(17)(i) through 

(iii) : 

(G) Statement AR—(h)(18)(i) through 

(iv) ; 

(H) Statement AS—(h)(19); 

(I) Statement AT—(h)(20); and 

(J) Statement AU—(h)(21). 

(iv) The utility shall provide all cost of 
capital amounts in the following 
statements. 

(A) Statement AV—(h)(22)(i)(A); and 

(B) Statement AW—(h)(23); 

(v) The utility shall provide all tax 
rate data in Statement AY, paragraph 
(h)(25)(i). 

(vi) The utility shall provide the 
information in the following statements 
as appropriate, for total electric 
department values and individual 
customer group values: 

(A) Statement BB—(h)(27)(i) through 
(vi); 

(B) Statement BD—(h)(29)(i) through 
(iv); 

(C) Statement BE—(h)(30)(iv) (A). (B). 
and (C); 

(D) Statement BG—(h)(32)(iii); and 

(E) Statement BH—(h)(33). 

(36) Statement BK—Electric utility 
department cost of service, total and as 
allocated. Statement BK is a statement 
of the claimed fully allocated cost of 
service of the utility developed and 
shown for Period 1 and Period II. The 
utility shall include analytical support 
for each rate proposed to be 
differentiated on a time-of-use basis. 

The utility shall also provide any 
marginal or incremental cost 
information that is required to support 
the changed rate developed on a 
marginal or incremental cost basis. The 
utility shall show allocations of fully 
distributed costs to the wholesale 
services subject to the changed rate 
accompanied by a comparison of 
allocated costs with revenues under the 
changed rate. Nothing in this 
subparagraph shall preclude use by any 
utility of any cost of service technique it 
believes reasonable and that is 
consistent with the requirements of 
paragraph (g) of this section. 

(i) The utility shall base the fully 
distributed cost of service and the 
allocations thereof upon data provided 
in the accompanying detailed 
statements required under this section 
and additional data which the utility 
may submit and support in connection 
with this statement. The cost of service 
data of the utility shall conform to the 
following requirements: 


(A) The total electric rate base and 
cost of service shall be itemized and 
summarized by major functions and in a 
format designed to facilitate review and 
analysis. 

(B) Based on the total electric rate 
base and cost of service, and on 
allocated or assigned component 
elements, the cost of service for each 
Statement BA wholesale customer rate 
group under paragraph (h)(26) shall be 
itemized and summarized by major 
functions in a format consistent with 
that shown for total electric. 

(C) The costs of service data for total 
electric and for each of the wholesale 
customer groups shall include data that 
show the return and the income taxes by 
components and in total, based upon the 
rate of return claimed by the utility in 
Statement AV under paragraph (h)(22). 
Individual components of income taxes 
shall include income taxes payable, 
provision for deferred income tax— 
debits and deferred income tax—credits, 
investment tax credits, or other 
adjustments. 

(D) The fully distributed cost of 
service study of the utility shall disclose 
the principal determinants for allocation 
of total electric costs among the 
wholesale customer groups, including 
but not limited to the following: 

(7) Computations showing the energy 
responsibilities of the wholesale 
services, with supporting detail; 

[2) Computations showing the demand 
responsibilities of the wholesale 
services, with supporting detail; and 

(3) Computations showing the specific 
assignment responsibilities of the 
wholesale services, with supporting 
detail. 

(il) For the total electric service and 
for each wholesale customer rate group, 
the utility shall compare the fully 
distributed cost of service with the 
revenues under the changed rate. Based 
on the comparison, the utility shall show 
the revenue excess or deficiency and the 
earned rate of return computed for the 
total electric service and for each 
wholesale customer rate group. 

(iii) For any filing that contains Period 
II data, the utility shall supply any work 
papers and additional explanatory 
material necessary to support Statement 
BK, indexed, referenced and paginated 
as provided in paragraph (d)(3)(iii) of 
this section. 

(iv) The utility shall provide a tabular 
comparison of Period II total electric 
fully distributed cost items with those of 
Period I. The comparisons shall show 
item amounts for each of the two 
periods, and also,shall show Period II 
item amounts as percentages of 
equivalent items for Period I. 
Comparisons shall include at least the 


following items, accompanied by 
explanatory notes with respect to 
significant variations among the 
comparative percentages: 

(A) Rate base; 

(B) Production expenses; 

(C) Transmission expenses; 

(D) Customer accounting, customer 
service and information, and sales 
expenses; 

(E) Depreciation expenses; 

(F) Taxes except income and revenue; 

(G) Income taxes; 

(H) Revenue taxes; and 

(I) Return claimed. 

(37) Statement BL—Rate design 
information. In support of the design of 
the changed rate, the utility shall submit 
the following material: 

(i) A narrative statement describing 
and justifying the objectives of the 
design of the changed rate. If the 
purpose of the rate design is to reflect 
costs, the utility shall state how that 
objective is achieved, and shall 
accompany it with a summary cost 
analysis that would justify the rate 
design, including any discounts or 
surcharges based on delivery voltage 
level or other specific considerations. 
Such summary cost analysis shall be 
consistent with, derived from, and cross- 
referenced to the data in cost of service 
Statement BK. If the rate design is not 
intended to reflect costs, whether fully 
distributed, marginal, incremental, or 
other, the utility shall provide a 
statement to justify the departure from 
cost-based rates. 

(ii) If the billing determinants, such as 
quantities of demand, energy, or 
delivery points, are on different bases 
than the cost allocation determinants 
supporting such charges, the utility shall 
submit an explanation setting forth the 
economic or other considerations that 
warrant such departure. The information 
shall include at least the following: 

(A) If the individual rate for the 
demand, energy and customer charges 
do not correspond to the comparable 
cost classifications supporting such 
charges, a detailed explanation stating 
the reasons for the differences. 

(B) If the changed rate contains more 
than one demand or energy block, a 
detailed explanation indicating the 
rationale for the blocking and the 
considerations upon which such 
blocking is based, including adequate 
cost support for the specified blocking. 

PART 36—ANNUAL CHARGES AND 
FEES UNDER PARTS II AND III OF THE 
FEDERAL POWER ACT 

3. Section 36.2 is amended by revising 
the introductory clause of paragraph (g) 
to read as follows 
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§ 36.2 Filing fees. 

* * * • • 

(g) Rate schedule filings involving rate 
increases (computed on an annual basis) 
in excess of charges for the twelve 
month period preceding the proposed 
effective date thereof, or if the utility 
makes an election under 
§ 35.13{c)(l)(ii)[A). for Period l as 
follows: 

• * * • • 

(FR Doc. 8Q-20645 filed 7-0-80. E45 aaj 
BILLING CODE 6450-8S-N 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Assistant Secretary for 
Housing—Federal Housing 
Commissioner 

24 CFR Parts 203, 221, 222 and 235 

(Docket No. R-60-625) 

Increased Loan-to-Value Ratios for 
Dwellings With Warranty Plans 

agency: Assistant Secretary for 
Housing—Federal Housing 
Commissioner; Department of Housing 
and Urban Development (HUD). 
action: Interim rule. 

summary: The Housing and Community 
Development Amendments of 1979 
amended Section 203(b)(2) of the 
National Housing Act to permit a loan 
with a high loan-to-value ratio if the 
property is covered by a consumer 
protection or warranty plan. The 
implementation of this program will 
provide maximum FHA-insured 
financing to builders carrying housing 
inventories with warranty plans. This 
program will serve as a stimulus to the 
building industry and provide an 
increase in housing opportunities to the 
public. 

EFFECTIVE DATE: August 25, 1980. 
comments DUE: Comments must be 
received on or before September 8,1980. 
address: Written comments should 
refer to the docket number and date and 
should be submitted to the Rules Docket 
Clerk, Office of General Counsel Room 
5218, Department of Housing and Urban 
Development, 451 Seventh Street, S.W., 
Washington. D.C. 20410. 

Each person submitting a comment 
should include his/her name and 
address and give reasons for any 
recommendation. Copies of all written 
comments received will be available for 
examination by interested persons in 
the Office of Rules Docket Clerk at the 
address listed above. The interim rule 
may be changed in the light of 
comments received. 


FOR FURTHER INFORMATION CONTACT: 

Mr. John J. Coonts, Director, Single 
Family Development Division, 
Department of Housing and Urban 
Development. Room 9270. 451 Seventh 
Street S.W., Washington, D.C. 20410. 
(202) 755-8720. (This is not a toll-free 
number.) 

SUPPLEMENTARY INFORMATION: HUD is 

amending Sections 203.18, 221.20. 222.4. 
235.15 of the regulations relating to 
maximum mortgage amounts in order to 
implement Section 203(b)(2) of the 
National Housing Act, as amended by 
Section 310 of the Housing and 
Community Development Amendments 
of 1979. Previously, in order to be 
eligible for a high ratio loan, a property 
less than one year old had to be 
approved by HUD/VA prior to the start 
of construction. Thereafter, designated 
inspection procedures were followed 
until completion of the property to make 
certain that applicable HUD minimum 
property standards were met and that 
the property was constructed in 
accordance with the plans and 
specifications on which approval was 
based. These changes will permit high 
ratio loans for all completed properties 
covered by approved consumer 
protection or warranty plans and 
eliminate the initial and intermediate 
inspections, regardless of when the 
property was approved. For properties 
that have not been completed, a fmal 
inspection will be required. Similar 
procedures are already followed by the 
Veterans Administration. The 
amendment does not waive existing 
subdivision requirements. 

The new authority is available for 
mortgages insured under Sections 
203(b), 221(d)(2) and 222 and pursuant to 
Sections 223(e). 244. and 245 of the 
National Housing Act Under the 
existing regulations for the Section 235 
program, a property, even though built 
under an insured warranty, would not 
qualify for Section 235 insured financing 
unless it was approved prior to the start 
of construction. To address this 
situation under the Section 235 program, 
the Secretary is amending the Section 
235 regulations in order that properties 
that have never been previously 
occupied and were constructed under an 
approved warranty plan acceptable to 
the Secretary will not be excluded from 
Section 235 financing simply because 
they are not approved by HUD prior to 
the start of construction. 

In order to be approved by the 
Secretary, plans must provide non- 
cancellable insurance coverage for a 10 
year period by an insurance company 
approved to offer that coverage by the 
proper regulatory agency of the State in 


which the property is located. The entire 
cost of the insurance coverage must be 
prepaid by the builder and coverage 
must be automatically transferred to 
subsequent owners without additional 
cost. The protection plan must provide 
the following: (1) for one year from the 
effective date, an insurance-backed 
warranty against defects caused by 
faulty workmanship or defective 
materials; (2) during the second year, an 
insurance-backed warranty of the 
wiring, piping and duct work on the 
electrical, plumbing, heating and cooling 
systems; (3) from the third through the 
tenth year, direct insurance coverage 
against structural defects which 
seriously affect livability; and (4) a 
system for complaint handling which 
includes conciliation and, if necessary to 
resolve matters in dispute, arbitration 
arranged by the American Arbitration 
Association or a similar body. 

The Secretary has determined that 
this program should be made available 
to the public as soon as possible, since 
the implementation of this program will 
provide maximum FHA-insured 
financing to buyers purchasing from 
builders carrying housing inventories 
with warranty plans. This program will 
serve as a stimulus to the building 
industry and provide an increase in 
housing opportunities to the public. 
Accordingly, the Secretary has found 
that prior notice and public procedure 
regarding this rule would be contrary to 
the public interest. However, an 
opportunity for public comment is being 
provided to be followed by issuance of a 
final rule. 

A Finding of Inapplicability respecting 
the National Environmental Policy Act 
of 1969 has been made in accordance 
with HUD procedures. A copy of the 
Finding of Inapplicability will be 
available for public inspection during 
regular business hours in the Office of 
Rules Docket Clerk at the address set 
forth above. This rule is not listed in the 
Department’s semiannual agenda of 
significant rules, published pursuant to 
Executive Order 12044. 

Accordingly, 24 CFR Chapter II is 
amended as follows: 

PART 203—MUTUAL MORTGAGE 
INSURANCE AND INSURED HOME 
IMPROVEMENT LOANS 

1. In § 203.18. paragraph (a)(2) is 
revised to read as follows: 

§203.18 Maximum mortgage amounts. 

(a) * * * 

(2) Loan-to-value limitation — 
approval prior to construction. A loan- 
to-value limitation of 97 percent of the 
first $25,000 of the appraised value of 
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the property as of the date the mortgage 
is accepted for insurance (100 percent of 
such value or the sum of such value not 
in excess of $25,000 and the items of pre¬ 
paid expense approved by the 
Commissioner minus $200, whichever 
appraisal amount or sum is the lesser, in 
the case of a mortgagor qualifying as a 
veteran) and 95 percent of such value in 
excess of $25,000, if the mortgage covers 
a dwelling which: 

(i) Was approved for mortgage 
insurance prior to the beginning of 
construction, or 

(ii) Was approved for guaranty, 
insurance, or a direct loan by the 
Administrator of Veterans Affairs prior 
to the beginning of construction, or 

(iii) Was completed more than one 
year prior to the date of the application 
for mortgage insurance, or 

(iv) Is covered by a consumer 
protection or warranty plan acceptable 
to the Secretary and satisfies all 
requirements which would have been 
applicable if such dwelling had been 
approved for mortgage insurance prior 
to the beginning of construction. 


PART 221—LOW COST AND 
MODERATE INCOME MORTGAGE 
INSURANCE 

2. In § 221.20, paragraph (a)(2) is 
revised to read as follows: 

§ 221.20 Maximum mortgage amount— 
loan-to-value limitation. 

• * '•* # • 

(a) * * * 

(2) The limitations in paragraph (a)(1) 
of this section are applicable only if the 
mortgage covers a dwelling which: 

(i) Was approved for mortgage 
insurance prior to the beginning of 
construction, or 

(ii) Was approved for guaranty, 
insurance, or a direct loan by the 
Administrator of Veterans Affairs prior 
to the beginning of construction, or 

(iii) Was completed more than one 
year prior to the date of the application 
for mortgage insurance, or 

(iv) Is covered by a consumer 
protection or warranty plan acceptable 
to the Secretary and satisfies all 
requirements which would have been 
applicable if such dwelling had been 
approved for mortgage insurance prior 
to the beginning of construction. 


PART 222—SERVICEMEN S 
MORTGAGE INSURANCE 

3. In § 222.4, paragraph (a) is revised 
to read as follows: 


§ 222.4 Maximum mortgage amount; ratio 
of loan-to-value limitation. 

• • « * • 

(a) 97 percent of the first $25,000 of the 
appraised value of the property, as of 
the date the mortgage is accepted for 
insurance, and 95 percent of such value 
in excess of $25,000 if the mortgage 
covers a dwelling which: 

(1) Was approved for mortgage 
insurance prior to the beginning of 
construction, or 

(2) Was approved for guaranty, 
insurance, or a direct loan by the 
Administrator of Veterans Affairs prior 
to the beginning of construction, or 

(3) Was completed more than one 
year prior to the date of the application 
for mortgage insurance, or 

(4) Is covered by a consumer 
protection or warranty plan acceptable 
to the Secretary and satisfies all 
requirements which would have been 
applicable if such dwelling had been 
approved for mortgage insurance prior 
to the beginning of construction. 

* * • • * 


PART 235— MORTGAGE INSURANCE 
AND ASSISTANCE PAYMENTS FOR 
HOME OWNERSHIP AND PROJECT 
REHABILITATION 

4. § 235.15 paragraph (a)(2) is revised 
and paragraphs (a)(4), (a)(5), (a)(6), 
(a)(7), and (b) are revoked and reserved 
as follows: 

§ 235.15 Eligible types of dwellings. 

C a ) 

(2) A single family dwelling which has 
never been previously occupied and is 
covered by a consumer protection or 
warranty plan acceptable to the 
Secretary and satisfies all requirements 
which would have been applicable if 
such dwelling had been approved for 
mortgage insurance prior to the 
beginning of construction. 

(3) * • • 

(4) [Reservedl 

(5) [Reserved] 

(6) [Reserved] 

(7) [Reserved] 

(b) [Reserved] 

* • • « • 

(Sec. 211 of the National Housing Act as 
amended; 12 U.S.C. 1715b) 

Issued at Washington, D.C., June 12,1980. 
Lawrence B. Simons, 

Assistant Secretary for Housing—Federal 
Housing Commissioner. 

|FR Doc 80-20516 Filed 7-0-80; 8:45 am| 

BILLING CODE 4210-01-M 


Office of the Assistant Secretary for 
Community Planning and 
Development 

24 CFR Part 570 

l Docket No. R-60-685] 

Community Development Block 
Grants; Housing Assistance Plan 

agency: Department of Housing and 
Urban Development (HUD). 
action: Final rule. 

summary: This rule amends paragraph 
(b)(2)(ii) of § 570.306 of Subpart D 
governing the rules to be followed by 
applicants for entitlement grants and 
small cities grants with respect to lower- 
income households who could 
reasonably be expected to reside in an 
applicant's jurisdiction. These changes 
are being made to conform to the 
Housing and Community Development 
Amendments of 1978. 

EFFECTIVE DATE: August 25.1980. 

FOR FURTHER INFORMATION CONTACT: 
James Broughman or Don Darling. 
Entitlement Cities Division, Office of 
Block Grant Assistance, Department of 
Housing and Urban Development, 451 
Seventh Street, S.W., Washington, D.C. 
20410, or telephone (202) 755-9267 (this 
is not a toll free number). 
SUPPLEMENTARY INFORMATION: On 
August 9,1979, an interim rule and 
request for comments were published in 
the Federal Register, interested parties 
were given until October 9.1979, to 
submit written comments. Five 
comments were received with respect to 
the interim rule and were given due 
consideration. 

One commentor suggested that 
paragraph (b)(2)(ii)(B)(l) on planned 
employment be revised to consider the 
amount of unemployment in a 
community which might take all or part 
of the additional jobs to be created. No 
change was made as provision is 
already made for such an adjustment 
Specifically, the last sentence of 
paragraph (b)(2)(ii)(B)(l) provides that 
the applicant should estimate the total 
number of lower-income jobs that will 
likely be filled by persons not currently 
residing in the community (i.e., the total 
jobs less those which will likely be filled 
by persons who are already residing in 
the community equals the number of 
jobs to be filled by persons not residing 
in the community). 

Two comments were received which 
indicated that meeting the requirements 
of the interim rule would be 
cumbersome, difficult, costly and 
beyond the technical capacity of many 
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of the communities which were not large 
enough for HUD to provide the data. 

The Department regrets that it cannot 
provide data for all communities, and 
recommends that cities in need of 
assistance in developing estimates 
contact the Area Office for specific 
guidance. 

Another commentor felt that the 
interim rule was arbitrary, provided for 
too much discretion in making estimates 
and strongly favored use of the 
proportion methodology previously in 
effect. However, the Housing and 
Community Development Amendments 
of 1978 require that the formula be 
based on employment. 

The fifth comment related to 
paragraph (b)(2)(ii) (B)(2) regarding 
workers already employed in'the 
community. The commentor felt that a 
community which has a higher 
proportion of its lower-income workers 
already living in the community than the 
corresponding percentage in the 
Standard Metropolitan Statistical Area 
(SMSA) as a whole would have its 
estimate inflated. However, under 
paragraph (b)(2)(ii)(C)(l), such a 
community could reduce its estimate to 
zero. 

One change has been made in the 
final rule. Paragraph (b)(2)(ii)(D) 
incorrectly referred to the requirements 
for alternative methodologies as 
statutory requirements. The word 
“statutory” has been deleted. 

A Finding of Inapplicability respecting 
the National Environmental Policy Act 
of 1969 has been made in accordance 
with HUD procedures. A copy of this 
Finding of inapplicability is available 
for public inspection in the Office of the 
Rules Docket Clerk at the above 
address. 

This rule is not listed in the 
Department’s semi-annual agenda of 
significant rules, published pursuant to 
Executive Order 12044. 

Accordingly, the Department amends 
Chapter V of Title 24 of the Code of 
Federal Regulations by revising 
paragraph (b)(2)(ii) of § 570.306, Housing 
Assistance Plan, to read as follows: 

§ 570.306 Housing Assistance Plan. 

* t • • % * 

(b) * • * 

( 2 ) • * • 

(ii) The applicant shall assess the 
housing assistance needs of lower- 
income households, by household type, 
who could reasonably be expected to 
reside in the community, based on 
existing or projected employment. The 
applicant shall also assess the housing 
assistance needs of elderly households 
who could reasonably be expected to 
reside in the community because they 


are seeking housing in the community or 
use services, such as health facilities, in 
the community. The following rules shall 
be followed in developing estimates of 
needs for households who could be 
expected to reside. 

(A) If the applicant is a participant in 
a State or Areawide Housing 
Opportunity Plan approved by the 
Secretary, the expected to reside 
estimates in the applicant’s Housing 
Assistance Plan and those in the 
approved Housing Opportunity Plan 
shall be consistent. 

(B) For all other applicants, the 
expected to reside estimates should be 
based on the following: 

(1) Expected to reside as a result of 
planned employment Estimate the total 
number of lower-income families with 
workers expected to be employed in the 
community in the next three years as a 
result of known commercial, industrial, 
governmental, or service employment to 
be generated by new or expanded 
development. Such estimates shall be 
derived from generally available data. 
Sources of information may include 
approved development plans, building 
permits, and awards of significant 
contracts. Of this total, estimate the 
number of these jobs which will likely 
be filled by persons not currently 
residing within the applicant’s 
jurisdiction, but who would move into 
the jurisdiction as a result of the 
planned employment 

(2) Expected to reside who are 
currently working, but not residing in 
the applicant's jurisdiction: An 
applicant community should utilize the 
following methodology to derive the 
minimum estimate of the number of 
lower-income families with workers 
employed in the community, but living 
elsewhere, who can be expected to 
reside in the applicant community: First, 
estimate the number of lower-income 
families with workers employed in the 
applicant community, but living 
elsewhere. Second, estimate the number 
of lower-income families with workers 
employed in the community who also 
live in the community. The sum of these 
two figures is the estimated total 
number of lower-income families with 
workers employed in the applicant 
community. Third, for applicants in a 
metropolitan area, determine an overall 
metropolitan area percentage of lower- 
income families with workers who live 
in the same community in which they 
work, based on those communities in 
the metropolitan area for which data are 
available. This percentage is calculated 
by dividing the total number of lower- 
income families with workers who work 
and live in all such communities, by the 
total number of lower-income families 


with workers employed in all such 
communities. Nonmetropolitan 
applicants located in a county which is 
contiguous to a metropolitan area 
should use the metropolitan area 
percentage described above. Other 
nonmetropolitan applicants should use 
the statewide nonmetropolitan are a 
average. (These figures will be made 
available by HUD.) Fourth, multiply the 
overall applicable percentage by the 
following percentage: the number of 
lower-income families with workers 
employed in the applicant community, 
but living elsewhere, divided by the 
total number of lower-income families, 
both resident and non-resident with 
workers employed in the applicant 
community. Fifth, multiply the resulting 
percentage by the number of lower- 
income families with workers employed 
in the applicant community, but living 
elsewhere, to produce the estimate of 
the number of such families which may 
be expected to reside in the applicant 
community. 

Example. As an example, an applicant who 
estimates that it has 1,000 lower-income 
families with workers employed in the 
applicant community but living elsewhere, 
estimates that it has £200 lower-income 
families, both resident and non-resident, with 
workers employed in the community, and 
estimates the overall metropolitan percentage 
to be forty percent, would compute the 
number of families expected to reside based 
on workers already employed as follows: 

40% X (1,000 divided by 2.200) X 1.000=182. 

Note.—For most applicants who had a 1970 
population in excess of 25,000, the HUD Area 
Office has data for this computation. For all 
other communities, estimates should be 
developed based on the most recent 
applicable data available from such other 
sources as State Employment Services, local 
planning departments, major employers in 
the area, or local surveys (documentation of 
any such data and the basis for estimate must 
be submitted to HUD). 

(3) Expected to reside elderly 
households: Where the community has 
assisted housing already available for 
the elderly, the estimate for the elderly 
expected to reside may be obtained 
from the number of qualified non¬ 
resident elderly households on the most 
current waiting lists for such assisted 
housing. Where there is either no elderly 
assisted housing in the community or if 
there is insufficient data on non-resident 
elderly households on waiting lists for 
assisted housing that is available, the 
estimate for this paragraph may be 
based on the following: Of the total 
number of non-resident, elderly, lower- 
income households known to currently 
use health facilities within the 
applicant’s jurisdiction, the number 
which the applicant believes would 
move into the community if adequate 
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housing were available at a reasonable 
cost. 

(C) Applicants shall not be required to 
include an estimated number of lower- 
income households who could be 
expected to reside in the community to 
the extent that such estimated number, 
together with lower-income households 
already residing in the community, 
would result in a ratio of lower-income 
households to total households in the 
community which is greater than the 
applicable area percentage of lower- 
income households to total households. 
In such case, applicants may reduce 
their estimated number of households 
expected to reside in the community, 
proportionately by household type, to 
the point where the resultant ratio of 
lower-income households to total 
households in the community is equal to, 
but not less than, the applicable area 
percentage. Applicants in a metropolitan 
area or in counties contiguous to a 
metropolitan area shall use data for that 
metropolitan area. Applicants in a 
county which is neither within nor 
contiguous to a metropolitan area shall 
use data for the statewide 
nonmetropolitan area (these figures will 
be supplied by HUD). 

(D) Applicants who wish to use an 
alternative methodology for developing 
estimates of the current employment 
portion of the expected to reside 
component (§ 570.306(b)(2Mii)(B)(2)) 
should contact the HUD Area Office in 
advance of preparing such estimates to 
discuss such methodologies and secure 
HUD approval of their usage for this 
purpose. Alternative methodologies 
must address the following 
requirements: 

(1) Estimate the number of lower- 
income households with workers 
currently employed but not residing in 
the jurisdiction; 

(2) Estimate the number of these who 
could reasonably be expected to reside; 
and 

(3) Adjust estimates to avoid 
impactions of lower-income households. 

(E) The requirements of paragraph 
(b)(2)(h) of this section are not intended 
to preempt a State or judicial 
requirement that a community 
undertake a greater share of the 
responsibility in meeting the housing 
needs of lower-income families. 
***** 

(Title 1. Housing and Community 
Development Act of 1974 (42 U.S.C. 5301, et 
seq.); Title I, Housing and Community 
Development Act of 1977 (Pub. L 95-128); 

Sec. 7(d), Department of Housing and Urban 


Development Act (42 U.S.C. 3535(d]); and 
Title I. Housing and Community Development 
Amendments of 1978 (Pub. L. 95-567; 42 
U.S.C 1452b)) 

The legislative review provisions of 
Section 7(o) of the Department of 
Housing and Urban Development Act 
have been complied with. 

Issued at Washington. D.C, July 3,1980. 
Robert C. Embry, Jr, 

Assistant Secretary for Community Planning 
and Development. 

|KR Doc 80-20637 Filed 7-a-SO; 8:45 am| 

BILUNG CODE 4210-01-U 


Office of the Assistant Secretary for 
Housing—Federal Housing 
Commissioner 

24 CFR Part 865 

[Docket No. R-80-812J 

PHA-Owned Projects—Project 
Management; Modernization of Off- 
Fired Heating Plants; Correction 

agency; Department of Housing and 
Urban Development (HUD). 

action: Interim rule; correction. 


SUMMARY; In docket No. R-80-812 
appearing at Page 41936 in the Federal 
Register of June 23,1980, Paragraph 
865.503(d) appearing on Page 41937, 
middle column. Line 6 is corrected by 
deleting the words ". . . within GO days 
of the effective date of this Interim 
Rule." and adding the words M . . . by 
August 29. 198a" 

EFFECTIVE DATE: July 31. 1980. 

COMMENT DUE DATE: August 22. 1980. 

adoress: Send comments to the Rules 
Docket Clerk. Office of General Counsel, 
Room 5218. Department of Housing and 
Urban Development, 451 Seventh Street, 
SW.. Washington, D.C. 20410. 

FOR FURTHER INFORMATION CONTACT: 

Charles R. Ashmore, Utilities Specialist, 
Office of Public Housing, 451 Seventh 
Street, SW., Washington, D.C 20410, 
(202) 755-6G4a (This is not a toll-free 
number). 

Issued at Washington. D.C.. July 2.198a 
Lawrence B. Simons, 

Assistant Secretary for Housing — Federal 
Housing Commissioner. 

|FR Doc 80-20635 HHrd 7-S-80; 8:45 amf 
BILUNG CODE 4210-01-41 


DEPARTMENT OF JUSTICE 
Attorney General 
28 CFR Part 55 
I Order No. 901-801 

Implementation of the Provisions of 
the Voting Rights Act Regarding 
Language Minority Groups; 
Interpretative Guidelines; Technical 
Amendments to Appendix 
Correction 

In FR Doc. 80-19756. appearing on 
page 44268, in the issue of Tuesday, July 
1,1980 make the following corrections 
on page 44269: 

1. In the second column, the footnote 
reference after "Texas: Spanish 
heritage" now reading *7" should have 
read "T*. 

2. In the second column, under "South 
Dakota", the entry next to "Todd 
County" now reading "American 
County", should have read "American 
Indian". 

3. In the second column, under 
"Texas", the entry next to "Andrews 
County" now reading "American 
Indian" should read "Spanish heritage". 


DEPARTMENT OF DEFENSE 
Department of the Navy 
32 CFR Part 706 

Certifications and Exemptions Under 
the International Regulations for 
Preventing Collisions at Sea, 1972 
agency: Department of the Navy, DOD. 
action: Final rule. 

summary: The Department of the Navy 
is amending its certifications and 
exemptions under the International 
Regulations for Preventing Collisions at 
Sea, 1972 (72 COLREGS) to reflect that 
the Secretary of the Navy has 
determined that the masthead light(s) 
required by 72 COLREGS. Rule 27(b) 
(iii), and the lights required by 72 
COLREGS, Rule 27(b)(i), for vessels 
restricted in their ability to maneuver 
shall be displayed simultaneously on 
aircraft carrier type ships (CV, CVN, 
AVT, LPH and LHA). The intended 
effect of this rule is to warn mariners in 
waters where 72 COLREGS apply. 
effective date: June 5,1980. 

FOR FURTHER INFORMATION CONTACT: 

Lieutenant Commander Charles Stanley 
Preatace. JAGC, USN Admiralty 
Division. Office of the Judge Advocate 
General Navy Department, 200 Stovall 
Street Alexandria, Virginia 22332 
Telephone number (202) 325-9744. 
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SUPPLEMENTARY INFORMATION: Pursuant 
to the authority granted in Executive 
Order 11964 and 33 U.S.C. 1605, the 
Department of the Navy amends 32 CFR 
Part 706. The Secretary of the Navy, on 
July 7,1977, as published in the Federal 
Register on July 14,1977, certified in 
table four of 32 CFR Part 706 that due to 
the special construction and function of 
U.S. Navy ships, the masthead light(s) 
required by 72 COLREGS, Rule 27(b)(iii), 
and the lights required by 72 COLREGS, 
Rule 27(b)(i), for vessels restricted in 
their ability to maneuver will not be 
displayed simultaneously. This 
certification was based on the 
determination that the bright white 
masthead and stem lights would be 
hazardous and detrimental to the 
military function of the ship. The 
Secretary of the Navy has subsequently 
determined that on aircraft-carrier-type 
ships these lights, when considered in 
aggregate of other lights required for 
safety of flight operations, can be 
displayed simultaneously without 
interfering with their special function. 
Moreover, it has been determined that 
the securing of iriasthead lights on an 
aircraft-carrier-type ship denies 
approaching mariners an important clue 
as to the aspect of that Navy ship. 
Accordingly, and because of the 
unsymmetrical arrangement of the 
navigational lights and the proliferation 
of additional lights required for night 
flight operations on aircraft-carrier-type 
ships, it has been determined that the 
masthead lights should be displayed in 
conjunction with the task lights in the 
interest of safety at sea. This 
amendment to Part 706 provides notice 
that the Secretary of the Navy has 
determined that aircraft-carrier-type 
ships (CV. CVN, AVT. LPH and LHA) 
will display simultaneously the 
masthead light(s) required by 72 * 
COLREGS. Rule 27(b){iii), and the lights 
required by 72 COLREGS, Rule 27(b)(i), 
for vessels restricted in their ability to 
maneuver. The Secretary of the Navy 
has certified that the aforementioned 
lights when displayed simultaneously on 
aircraft-carrier-type ships (CV, CVN, 
AVT, LPH and LHA) are located in 
closest possible compliance with the 
• applicable 72 COLREGS requirement. 

Moreover, it has been determined, in 
accordance with 32 C.F.R. Parts 296 and 
701, that publication of this amendment 
for public comment prior to adoption is 
impracticable, unnecessary, and 
contrary to public interest since it is 
based on technical findings that the 
masthead light(s) required by 72 
' COLREGS Rule 27(b)(iii) and the lights 
required by 72 COLREGS (b)(i) can be 
displayed simultaneously on aircraft- 


carrier-type ships without interference 
with their military function and that the 
simultaneous display of those lights on 
aircraft-carrier-type ships in a manner 
different from that prescribed herein 
will adversely affect the ships’ ability to 
perform their military function. 
Accordingly, 32 CFR Part 706 is 
amended as follows: 

§706.2 lAmended] 

1. Table Four of § 706.2 is amended by 
deleting NOTE 1 and substituting the 
following new NOTE 1 which reflects 
the certification issued by the Secretary 
of the Navy. 

• * * • * 

1. The masthead light(s) required by Rule 
27(b)(iii) and the lights required by Rule 
27(b)(i) for vessels restricted in their ability to 
maneuver will not be displayed 
simultaneously except for aircraft carrier 
types (CV, CVN. AVT. LPH and LHA). The 
lights required by Rule 27(b)(i) when 
exhibited will be so placed as to be above 
and clear of all other lights and obstructions. 
Ships conducting flight operations also may 
not display the stem light required by Rule 
27(b)(iii). 

* • * * • 

(Executive Order 11964 of 19 January 1977, 33 
U.S.C. 1601-1608) 

Effective Date: The effective date of this 
amendment will be June 5,1900. 

Dated: June 5,1980. 

Edward Hidalgo. 

Secretary of the Navy. 

(FR Doc. 80-20577 Piled 7-9-S& 8*5 am| 

BILUNG CODE 3810-71-M 


DEPARTMENT OF TRANSPORTATION 
Coast Guard 
33 CFR Part 117 
ICGD 80-83J 

Drawbridge Operation Regulations; 
Machias River, Maine 

agency: Coast Guard, DOT. 
action: Final rule—Revocation. 

summary: This amendment revokes the 
regulations for the swing bridge across 
the Machias River, mile 4.5, because the 
bridge has been removed. Notice and 
public procedure have been omitted 
from this action due to the removal of 
the bridge concerned. 
effective date: This amendment is 
effective on July 7,1980. 

FOR FURTHER INFORMATION CONTACT: 
Frank L Teuton, Jr., Chief, Drawbridge 
Regulations Branch (G-NBR/TP14), 
Room 1414. Transpoint Building, 2100 
Second Street. S.W., Washington, D.C. 
20593 (202-426-0942). 


DRAFTING information: The principal 
persons involved in drafting this 
revocation of regulations are: Frank L 
Teuton, Jr., Project Manager, Office of 
Navigation, and Coleman Sachs, Project 
Attorney. Office of the Chief Counsel. 

§117.2 (Revoked 1 

In consideration of the above facts, 
Part 117 of Title 33 of the Code of 
Federal Regulations in amended by 
revoking § 117.2. 

(Sec. 5, 28 StaL 362. as amended, sec. 6(g)(2). 
80 Stat. 937; 33 U.S.C. 499. 49 U.S.C. 

1655(g)(2); 49 CFR 1.46(c)(5)). 

Dated: June 30.1980. 

R. A. Bauman. 

Rear Admiral, U.S. Coast Guard. Chief. Office 
of Navigation. 

(FR Doc. 80-20340 Piled 7-9-00: 8:45 ura| 

BILUNG CODE 4910-14-41 


33 CFR Part 117 
[CGD 80-84] 

Drawbridge Operation Regulations; 
Schuylkill River, Pa. 

agency: Coast Guard, DOT. 

action: Final rule._ 

summary: This amendment revises the 
regulations governing drawbridges 
across the Schuylkill River, to reflect the 
removal of the Grays Ferry Avenue 
swing bridge, mile 5.6. Notice and public 
procedure have been omitted from this 
action due to the removal of the bridge 
concerned. 

effective date: This amendment is 
effective on July 7,1980. 

FOR FURTHER INFORMATION CONTACT: 

Frank L. Teuton. Jr., Chief, Drawbridge 
Regulations Branch (G-NBR/TP14). 
Room 1414, Transpoint Building, 2100 
Second Street, S.W., Washington. D.C. 
20593 (202-426-0942). 

DRAFTING INFORMATION: The principal 
persons involved in drafting this 
revision of regulations are: Frank L 
Teuton, Jr., Project Manager. Office of 
Navigation, and Coleman Sachs, Project 
Attorney. Office of the Chief Counsel. 

In consideration of the foregoing, Part 
117 of Title 33 of the Code of Federal 
Regulations is amended by revising 
§ 117.227(h)(3) to read as follows: 

§ 117.227 Schuylkill and Delaware Rivers. 


(3) The draws of the railroad bridge at 
Grays Ferry Avenue, mile 5.5. and the 
highway bridge at University Avenue, 
mile 6.2, shall open on signal from 8 a.m. 
to 4 p.m., and from 8 p.m. to 4 a.m., 
Monday through Friday. At all other 
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times the draws shall open on signal if 
at least two hours notice is given. 
***** 

(Sec. 5. 28 Stat. 362, as amended, sec. 6(g)(2), 
80 Stat. 937; 33 U.S.C. 499. 49 U.S.C. 

1655(g)(2); 49 CFR 1.46(c)(5)). 

Dated: July 1 , 1980. 

R. A. Bauman, 

Rear Admiral, U.S. Coast Guard, Chief, Office 
of Navigation. 

|FR Doc. 80-20345 Filtid 7-9-00; 8:45 am| 

BILLING CODE 4910*14-44 


33 CFR Part 165 
ICCGD 13-86-05) 

Columbia River, Mile 67-70, Longview, 
Wash. 

AGENCY: Coast Guard, DOT. 

ACTION: Final rule. 

summary: This amendment to the Coast 
Guard's Safety Zone Regulations which 
established a safety zone on the 
Columbia River between mile 67 and 
mile 70 for all water-borne traffic 
provides that descending (downbound) 
deep draft vessels have the right of way 
in the zone. 

EFFECTIVE DATE: This amendment is 
effective beginning at 2400 PDT June 19, 
1980 and will terminate when cancelled 
by the Captain of the Port, Portland, 
Oregon. 

addresses: Comments should be 
mailed to: USCG Marine Safety Office, 
6767 N. Basin Avenue, Portland, OR 
97217. 

FOR FURTHER INFORMATION CONTACT: 

LCDR Harry Dudley. Chief, Port 
Operations Department, Telephone 
Number (503) 221-6328, FTS 423-6328, 
•Marine Safety Office, 6767 N. Basin 
Avenue, Portland, OR 97217. 
SUPPLEMENTARY INFORMATION: Due to 
the high currents and narrow channel in 
the safety zone on the Columbia River 
near Longview, WA. descending 
(downbound), deep draft vessels are 
confronted with hazardous conditions 
affecting their maneuverability. In order 
to insure that they are given adequate 
maneuvering room, the safety zone 
regulations are amended to provide that 
ascending (upbound) vessels which 
intend to use the channel shall check for 
descending vessels prior to entering the 
safety zone and shall not enter the zone 
unless they can clear the zone without 
hampering the passage of a descending 
vessel that is approaching the zone. 

This amendment is issued without 
publication of a notice of proposed rule 
making, and this amendment is effective 
less than 30 days from the date of 


publication because public procedures 
on this amendment are impractical due 
to the emergency nature of the situation 
and there is not sufficient time to allow 
for public comment. Although this 
amendment is published as a final rule, 
public comment is nevertheless 
desirable to ensure that the 
requirements concerning this 
amendment are workable and 
reasonable. Accordingly, persons 
wishing to comment may do so by 
submitting written comments to the 
address stated above. Commenters 
should include their namerfand 
addresses, identify the docket number 
for this amendment (CCGD 13-80-05), 
and give their reasons for the comments. 
Based upon comments received, this 
regulation may be revised. 

DRAFTING information: The principal 
person involved in the drafting of this 
document is LCDR Harry H. Dudley, 
Chief, Port Operations Department, 
Marine Safety Office. Portland, Oregon. 

In consideration of the above. 

§ 165.1303 of Part 165 of Title 33. Code of 
Federal Regulations, is amended by 
adding § 165.1303(b)(6) to read as 
follows: 

§ 165.1303 [Amended) 
***** 

(b) * * * 

(6) When an ascending (upbound) 
vessel is approaching the safety zone it 
shall determine both visually and by 
radio what descending (downbound) 
vessels are approaching the safety zone. 
The ascending vessel shall not enter the 
safety zone unless it can complete the 
transit and clear the zone without 
hindering the passage of the descending 
vessel, the descending vessel being 
entitled to the right-of-way. 

(92 Stat. 1475 (33 U.S.C. 1225); 49 CFR 
1.46(n)(4)) 

Dated: June 19,1980. 

G. K. Greiner, Jr., 

Captain, U.S. Coast Guard, Captain of the 
Port. USCG Marine Safety Office. 

|FR Doc 80-20641 Filed 7-9-80; 8 45 um| 

BILLING CODE 4910-14-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

40 CFR Part 52 

[FRL 1532-81 

Missouri: Air Conservation 
Commission; Disapproval of Variance 

agency: Environmental Protection 
Agency. 


action: Final rulemaking. 


summary: The Environmental Protection 
Agency (EPA) is disapproving a 
variance adopted by the Missouri Air 
Conservation Commission (MACC) for 
the University of Missouri at Columbia. 
The variance would allow the six 
boilers of the University’s power plant 
to operate at emission rates in excess of 
that allowed by existing Missouri 
regulation limiting total suspended 
particulate matter (TSP) emissions from 
indirect heating sources. 

Columbia. Missouri is a 
nonattainment area for the secondary 
TSP standard. No plan for attainment of 
this standard has been submitted for 
Columbia. 

date: This disapproval is effective as of 
August 11,1980. 

addresses: Copies of the state 
submission and the EPA prepared 
evaluation document are available at 
the following locations: 

Environmental Protection Agency, 324 
East 11th Street, Kansas City, MO 
64106. 

Public Information Reference Unit, 
Environmental Protection Agency, 401 
M Street, S.W., Washington. D. C. 
20460. 

Missouri Department of Natural 
Resources, 2010 Missouri Boulevard. 
Jefferson City, MO 65102. 

FOR FURTHER INFORMATION: Contact 
Mary C. Carter at 816-374-3791 (FTS 
758-3791). 

SUPPLEMENTARY INFORMATION: On July 
2,1979, the state of Missouri submitted a 
revised SIP to satisfy Part D of the 1977 
Clean Air Act Amendments. At that 
time the state requested an extension 
until July 1.1980 to submit a plan to 
attain the secondary TSP standard in 
Columbia, Missouri as well as other 
secondary nonattainment areas. This 
extension request was approved in the 
Federal Register on April 9, 1980 at 45 
FR 24140. 

On February 21.1979. the MACC 
approved a variance for boilers 5 
through 10 of the University of Missouri 
power plant in Columbia. Missouri. This 
was submitted as a SIP revision at the 
same time as the Part D SIP revision. 

The variance granted by the MACC 
would allow the University of Missouri 
power plant to operate at emission rates 
greater than that allowed by Missouri 
Rule 10 CSR 10-3.060 which is 
applicable to this facility. 

Section 172(b)(3) requires that an 
approvable plan demonstrate 
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reasonable further progress (RFP). For 
secondary nonattainment areas RFP 
must at a minimum require RACT on 
existing sources and a commitment to 
conduct studies to further define the 
problem. 

Since the variance granted the MACC 
would allow emissions of TSP in a 
nonattainment area to exceed that 
required by the regulation applicable to 
existing sources, the variance would 
prevent a demonstration of RFP in 
Columbia. Further, such excess 
emissions would be greater than that 
which could be considered RACT. 

EPA is reluctant to approve any SIP 
relaxations in a designated 
nonattainment area where no approved 
plan for attainment exists. On January 7. 
I960, the SIP revision was proposed for 
disapproval at 45 FR 1429. It is the EPA's 
policy that exceptions to the rationale 
for disapproval, discussed in the Notice 
of Proposed Rulemaking, may exist if 
certain criteria are met. These criteria 
follow: 

1. The State must demonstrate that the 
source is actually located in a portion of 
the designated nonattainment area 
where there are no recorded or 
predicted violations. The demonstration 
is on a case-by-case basis and may be 
made through the use of air quality 
dispersion modeling, ambient air quality 
data, or any other information that is 
available. 

2. The State mu 9 t also demonstrate 
that the source currently is not 
significantly impacting the portion of the 
nonattainment area where violations are 
recorded or predicted. 

3. Finally, the State must demonstrate 
that the relaxed emission limits will not 
cause a violation of the applicable PSD 
increments in adjoining attainment 
areas nor cause a violation of any 
applicable National Ambient Air 
Quality Standard. The University of 
Missouri power plant SIP revision does 
not address either the first or third 
criterion and thus cannot be considered 
for approval on the basis of this 
exception. 

In summary, EPA cannot approve a 
relaxation of existing emission 
limitations in an area where the air 
quality standards are not being attained 
and where no nonattainment plan has 
been approved for the area, unless the 
previously stated criteria are met. 
Therefore, a SIP revision which would 
allow emissions to exceed Missouri 
Regulation 10 CSR 10-3.060 in the 
Columbia secondary nonattainment 
area is not approvable. 

The SIP revision was proposed for 
disapproval in the Federal Register on 
January 7.1980 at 45 FR 1429. No 


comments were received in response to 
the proposal. 

ADDITIONAL INFORMATION: The EPA 

issued a Notice of Violation to the 
University of Missouri on November 26. 
1979. Since that time the University of 
Missouri, the State of Missouri, and the 
EPA have been discussing how the 
University power plant can continue 
operating without violating the state 
regulations. The University has. as an 
interim measure, voluntarily limited the 
operating load of the power plant to 
levels which provide for compliance 
with the existing SIP limitations. The 
Missouri Air Conservation Commission 
will issue an operating order which will 
limit the operation of the boilers to 
specified loads while the University 
installs air pollution control equipment 
Once installed the control equipment 
will allow the power plant to operate at 
higher levels while in compliance with 
state regulations. 

Action: The EPA disapproves the 
variance granted by the MACC for the 
University of Missouri power plant in 
Columbia, Missouri. 

Dated: July 2.1980. 

Douglas M. Costle. 

Administrator. 

Part 52 of Chapter I, Title 40 of the 
Code of Federal Regulations is amended 
as follows: 

Subpart AA—Missouri 

1. Section 52.1320 is amended by 
adding paragraph (c)(19) as follows: 

$52.1320 Identification of Plan. 

(c) The plan revisions listed below 
were submitted on the dates specified: 

(19) On July 2.1979, the Missouri 
Department of Natural Resources 
submitted the variance for the 
University of Missouri power plant. 

2. Section 52.1335 is amended by 
adding the following to the end of the 
existing list in $ 52.1335(b): 

$ 52.1335 Compliance Schedules. 


(b) * * ‘ 


Source 

Location 

Regulation 

Involved 

Dale 

adopted 

University ol 

Columbia 

10CSR 

2/21/70 

Mrssoun 


10-3060 


power plant 





|FR Due. 80-30001 Fill'd 7-9-40C 8:45 fliu) 

DILUNG COOE 6560-61-41 


40 CFR Part 52 
(FRL 1521-3] 

Approval and Promulgation of 
Implementation Plans; Mississippi: 
Approval of Revised Regulations; Sour 
Gas Flares 

agency: Environmental Protection 
Agency. 

action: Final rule. 

summary: EPA today announces its 
approval of a revision to Mississippi's 
Air Quality Regulation APC-S-1, 

Section 4.2(b), concerning the 
incineration of hydrogen sulfide in gas 
streams emitted to the atmosphere, 
together with permits for individual 
flares. Approval of this revision will 
have no adverse effects on the 
attainment and maintenance of the 
National Ambient Air Quality Standards 
for sulfur oxides in the State of 
Mississippi. 

The intent of this revision was to 
establish a regulation which does not 
place unnecessary economic burdens on 
small sources which may exceed the 
existing limitation of 2000 ppm sulfur 
dioxide in the gas stream, but will have 
very little impact on the environment 
EFFECTIVE date: August 11. I960. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Melvin Russell. Air Programs 
Branch, EPA, Region IV, 345 Courtland 
Street. N.E., Atlanta, Georgia 30308, 404/ 
881-3288. 

SUPPLEMENTARY INFORMATION: 

Following notice and public hearing in 
conformity with the requirements of 40 
CFR 51.4, the Mississippi Air and Water 
Pollution Control Commission on April 
25.1978. adopted a revision to its Air 
Quality Regulations. APC-S-1, Section 
4.2(b), concerning the incineration of 
hydrogen sulfide in gas streams emitted 
to the atmosphere. 

The provisions of revised { 4.2(b) 
were described in a notice of proposed 
rulemaking in the Federal Register of 
December 21.1979 (44 FR 75671). No 
comments were received. 

The revisions also require a case-by- 
case determination for each emission 
point to ensure that maximum ground 
level concentrations of sulfur dioxide 
will be in compliance with the National 
Ambient Air Quality Standards. This 
regulatory approach establishes an 
emission limitation without specifying 
the type of control required, thereby 
allowing industry flexibility and 
incentive to achieve the ambient 
standard by the most expeditious means 
while conserving energy and economic 
resources. The revised regulations were 
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submitted to EPA as proposed plan 
revisions on July 3,1978. 

EPA reviewed the proposed plan 
revisions to assess how much, if any, 
PSD increment would be consumed. 
This evaluation showed that the new 
emission limits would cause a violation 
of the PSD increments around some 
sources. EPA requested the Mississippi 
agency to revise the submitted emission 
limits for those specific areas where 
violations of the PSD increment were 
predicted. Mississippi adopted the 
necessary changes and submitted them 
to EPA on September 13.1979. The 
affected sources and their emission 
limits are as follows: 


so. 


Source/PeoTKl No. Emission Limit 

(Lbs./Hr) 


Mobil Oil Corp 2840-00006.... 282.0 

Amerada Hess Cofp/2840-00001_ 78.4 

Amerada Hess Corp/0440-00001: 

Flare No. 1__..__ 20.8 

Flare No. 2—__ 15.5 

Hess Pipeline/2840-00021_ 242.4 

American Quasar Petroleum/2840-00024 _ 282 

Shell Oil Company/2500-00027_ 27.6 

Getty Oil Company/1300-00012...._ 0.8 

Shell Oil Company/1300-00014. 4.1 

Pierremont Petroleum Co/2420-0007 ... 89 1 

Shell Oil Co/0860-00005-002..... ' 125.8 

Pruett & Hughes/0400-00018___ 62.4 

Getty Oil Co/0440-00011_ 12.1 

Getty Oil Co/0440-00012... 1.8 

Getty CW Co/0440-00014. 17.4 

Crystal Oil Co/1720-00043..... 65 0 

Continental 04 Co/0440-0009. 58.6 

Shell Oil Co/0860-00005-001... 169 0 


EPA has determined that these 
emission limitations are adequate to 
protect both the PSD increments and the 
National Ambient Air Quality Standards 
for sulfur oxides. Therefore, the 
revisions are approved. 

Under Executive Order 12044, EPA is 
required to judge whether a regulation is 
“significant" and, therefore, subject to 
the procedural requirements of the 
Order or whether it may follow other 
specialized development procedures. 
EPA labels these other regulations 
"specialized". I have reviewed this 
regulation and determined that it is a 
specialized regulation not subject to the 
requirements of Executive Order 12044. 

(Section 110 of the Clean Air Act (42 U.S.C. 
7410)). 

Dated: June 30,1980. 

Douglas M. Costle, 

Administrator . 

Part 52 of Chapter I, Title 40, Code of 
Federal Regulations, is amended as 
follows: 

Subpart Z—Mississippi 

In § 52.1270, paragraph (c) is amended 
by adding subparagraph (12) as follows: 

§ 52.1270 Identification of plan. 

• * • * * 


(c) The plan revisions listed below 
were submitted on the dates specified. 

• • * * « 

(12) Revised regulation APC S-l, 
Section 4.2(b), for emissions of sulfur 
oxides from the incineration of gas 
streams containing hydrogen sulfide, 
submitted on July 3,1978; and permits 
containing limits on sulfur oxide 
emissions from individual flares, 
submitted on September 13.1979, by the 
Mississippi Bureau of Pollution Control 
(see Federal Register of July 10,1980). 

|FR Doc. 80-20625 Filed 7-9-80:8:45 am) 

BILLING CODE 6560-01-41 


40 CFR Part 52 
[FRL 1533-4] 

Nevada State Implementation Plan 
Revision: Nevada Revised Statutes 
and the Emergency Episode Plan 

agency: Environmental Protection 
Agency. 

action: Final rulemaking. 

summary: The Environmental Protection 
Agency (EPA) takes final action to 
approve and, where appropriate, 
disapprove or take no action on changes 
to the Nevada Revised Statutes and the 
Nevada Emergency Episode Plan. These 
changes were submitted by the 
Governor of Nevada for incorporation 
into the Nevada State Implementation 
Plan (SIP). The intended effect of this 
action is to correct deficiencies in the 
SIP. 

effective date: August 11,1980. 

FOR FURTHER INFORMATION CONTACT: 

Louise P. Giersch, Director, Air and 
Hazardous Materials Division, 
Environmental Protection Agency. 215 
Fremont Street, San Francisco, 

California 94105. Attn: Douglas Grano, 
(415) 550-2938. 

SUPPLEMENTARY INFORMATION: 

On February 28.1980 (45 FR 13132), EPA 
published a Notice of Proposed 
Rulemaking for revisions to the Nevada 
Revised Statutes and the Nevada 
Emergency Episode Plan submitted on 
December 29.1978, by the Governor of 
Nevada for inclusion in the Nevada SIP. 

As discussed in the February 28 
Notice, the revisions have been 
reviewed and found to be in accordance 
with 40 CFR Part 51 and EPA policy with 
certain exceptions. The Notice of 
Proposed Rulemaking provided a 60-day 
public comment period. No comments 
were received. Therefore, this notice 
takes final action to approve the 
revisions contained in the December 29, 
1978 submittal, and incorporate them 


into the Nevada SIP. except as 
discussed below. 

EPA is disapproving Section 6.1.5 of 
the Emergency Episode Plan since it 
does not meet the requirements of 40 
CFR 51.16 and Appendix L. The new rule 
provides that the termination of an 
episode is left to the discretion of the 
control officer and not to specified 
criteria. Therefore, the rule is 
disapproved. 

No action is being taken on Section 
6.5.2.1 of the Emergency Episode Plan. 
Action will be taken in a separate 
Federal Register notice. 

No action is being taken on 445.477, 
445.481, 445.526, and 445.576 of the 
Nevada Revised Statutes (NRS). 

Identical rules were submitted on 
September 10,1975 and final action to 
approve them was taken on January 24, 
1978. The December 29,1978 submittal is 
identical to the previously approved 
rules and therefore, no action is 
necessary. 

No action is being taken on NRS 
445.493, and 445.610-445.710. Action will 
be taken in separate Federal Register 
notices. 

EPA is approving NRS 445.506, 

445.511, 445.516, and 445.521, concerning 
variance procedures. However, it should 
be noted that each variance must satisfy 
the requirements of Section 110 of the 
Clean Air Act and Part 51 in order to be 
approved as a revision to the SIP. 

EPA is approving NRS 445.451, State 
Environmental Commission. However, it 
should be noted that the requirements of 
Section 128, State Boards, of the Clean 
Air Act are not completely satisfied. 

EPA is approving the deletion of 
Section 8.5,17(1-4, 6, 7). 27, and 38 of 
Senate Bill 275 submitted on January 28. 
1972 since these rules are now obsolete. 

(Section 110 and 301(a) of the Clean Air Act 
as amended (42 U.S.C. §§ 7410 and 7001(a))) 

Dated: June 30.1980. 

Douglas M. Costle. 

Administrator. 

Subpart DD of Part 52 of Chapter I, 
Title 40, of the Code of Federal 
Regulations is amended as follows: 

Subpart DD—Nevada 

1. Section 52.1470 is amended by 
adding paragraph (c)(14) as follows: 

§ 52.1470 Identification of plan. 


(14) Amendments to the Nevada 
Revised Statutes and the Nevada State 
Emergency Episode Plan submitted on 
December 29,1978, by the Governor. 

(i) Nevada State Emergency Episode 
Plan Sections: 6.1.4. 6.1.5, 6.5.2.2; Tables: 
6.1, 6.2 (Stages 1. 2, and 3), 6.3; Air 
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Pollution Episode Notice; Episode 
Communication Checklist. 

(ii) Nevada Revised Statutes Policy 
Declarations; Definitions: 445.401, 
445.406, 445.411, 445.416. 445.421, 445.424, 
445.427. 445.431, 445.441. 445.446; State 
Environmental Commission: 445.451, 
445.456. 445.461, 445.466, 445.471, 445.472, 
445.473, 445.474, 445.476; Local Hearing 
Boards; 445.486; Enforcement Provisions: 
445.491, 445.496, 445.497, 445.498, 445.499, 
445.501; Variances: 445.506, 445.511, 
445.516, 445.521; Hearings. Orders 
Respecting Violations: 445.529; Local Air 
Pollution Control Programs: 445.546, 
445.551, 445.556, 445.561, 445.566; 
Miscellaneous Provisions: 445.571, 
445.581. 445.586, 445.596, 445.598; 
Penalties: 445.601; Deletions: Senate Bill 
275, Sections 8.5,17(1-4, 6, 7). 27, 3a 
* • • * • 

2. Section 52.1477 is added to read as 
follows: 

§ 52.1477 Nevada air pollution emergency 

plan. 

Section 6.1.5 of the Emergency 
Episode Plan submitted on December 29, 
1978 is disapproved since termination of 
the episode is left to the discretion of the 
Control Officer and not specified criteria 
and it does not meet the requirements of 
40 CFR 51.16 and Appendix L. The old 
rule 6.1.5 submitted on January 28,1972 
is retained. 

|FR Doc. 80-20351 Filed 7-0-80; a45 am) 

31 LUNG CO DC 6560-01-41 


40 CFR Part 65 
IFRL 1508-3] 

State and Federal Administrative 
Enforcement of Implementation Plan 
Requirements After Statutory 
Deadlines; Delayed Compliance Order 
for N.L. Industries, Inc., Sayreville, N.J. 

agency: Environmental Protection 
Agency. 

action: Final rule. 

summary: EPA hereby issues an order 
under Section 113(d)(4) of the Clean Air 
Act, as amended, 42 U.S.C. 7401 et seq . 
(“the Act") requiring N.L Industries, Inc. 
(“NL") to bring the emissions from its 
Sayreville. New Jersey facility into 
compliance with the New Jersey State 
Implementation Plan regulations for the 
control of particulate matter. 

This regulation is a part ofrthe 
federally-approved New Jersey 
Implementation Plan. The date for final 
compliance established by the Order is 
May 31,1980. Compliance by N.L 
Industries with the Order will insulate it 
from further federal enforcement action 
under Section 113 of the Act and from 


citizen enforcement action under 
Section 304 of the Act for violations of 
the regulations covered by the Order 
during the period the order is in effect. 
dates: This rule takes effect on July 10, 
1980. 

addresses: The administrative Order 
and supporting material are available 
for public inspection and copying during 
normal business hours at: U.S. 
Environmental Protection Agency, 
Region II, General Enforcement Branch, 
Room 437, 26 Federal Plaza, New York, 
New York 10007. 

FOR FURTHER INFORMATION CONTACT*. 

Samuel P. Moulthrop. Attorney, General 
Enforcement Branch, Enforcement 
Division, 28 Federal Plaza, New York, 
New York 10007 (212) 264-1196. 
SUPPLEMENTARY INFORMATION: On 
Monday, April 21,1980. the Regional 
Administrator of EPA’s Region II 
published in the Federal Register, 45 FR 
26902, a notice setting forth the 
provisions of a proposed administrative 
Order to N.L Industries, Inc. (“NL") 
pursuant to Section 113(d) of the Act. 
The notice solicited public comment and 
offered the opportunity to request a 
public hearing on the proposed Order. 

NL Industries operates a titanium 
dioxide manufacturing plant at 
Sayreville. New Jersey. The Order 
addresses particulate emissions from 
digestion tanks 19 and 20 which are 
subject to N.J.A.C. 7:27-6.2. This 
regulation limits the emission of 
particulate matter and is part of the 
federally-approved State 
Implementation Plan. The Order 
requires final compliance with the 
regulation by May 31,1980, and the 
source has consented to its terms. 

This DCO is issued in order for NL to 
implement a new digestion process 
which would eliminate excess 
particulate emissions at digestion tanks 
19 and 20. EPA has determined that the 
company’s proposed hand phase 
digestion ("LPD”) process constitutes a 
"new means of emission limitation" 
within the meaning of Section 113(d)(4) 
of the Act and that all other 
requirements of Section 113(d)(4) have 
been met 

One comment was received on May 
21,1980 from the Department of the 
Public Advocate of the State of New 
Jersey written by Mr. Michael Bryce, 
Assistant Deputy Public Advocate. Mr. 
Bryce made three comments, each of 
which are addressed below. 

Mr. Bryce noted that it would have 
been more appropriate for the Delayed 
Compliance Order to reflect the final 
compliance date for the NL plant as set 
out in the separate Consent Decree 
negotiated between the company and 


the U.S. government in resolution of 
additional violations. 

Mr. Bryce is correct that there is a 
relationship between the DCO and the 
Consent Decree, indeed, the Consent 
Decree was noticed for public comment 
on the Federal Register page 
immediately following the notice for this 
DCO (45 FR 26904). The DCO, however, 
covers only the period of non- 
compliance extending up until the 
completion and evaluation of NL's 
prototype Liquid Phase Digestion 
system. As noted, above, EPA considers 
this a new means of emission control 
eligible for issuance of a DCO under 
113(d)(4) of the Clean Air Act The 
Consent Decree, by contrast, addresses 
the period of non-compliance after May 
31.1980 when the prototype will have 
been completed and tested. After 
completion of the prototype, expanded 
use of the LPD system would no longer 
constitute a new means of emission 
control. Consequently, it would be 
inappropriate for a DCO issued pursuant 
to 113(d)(4) to reflect a compliance date 
beyond the earliest time at which the 
prototype LPD system could be 
completed and evaluated. 

Mr. Bryce, in paragraph 2 of his letter, 
posed a number of specific questions: (a) 
What is the size of the prototype LPD 
process covered by the DCO?; (b) why 
will the extension of the LPD process to 
the balance of NL's plant (addressed in 
the Consent Decree) not take place until 
September, 1981?; and (c) is there a 
technical basis for this delay? Mr. Bryce 
also observed that the history of this 
case argues against excessively lengthy 
time schedules, and he further asserts 
that the public has not been advised of 
the compliance dates in the related 
Consent Decree. 

As indicated above, the Consent 
Decree was the subject of a separate 
Federal Register notice appearing on the 
page following the notice for this DCO. 
The Consent Decree sets forth the 
capacity of the prototype LPD system as 
35-40% of NL’s total digestor load. Since 
the new system is technically complex 
and extremely costly, it was 
impracticable to build a prototype 
facility large enough to handle the 
plant’s entire load, before the system 
could be evaluated on a smaller scale. 
This DCO represents the most 
expeditious schedule for completion of 
the prototype facility; the Consent 
Decree similarly represents the most 
expeditious schedule for the balance of 
the plant's digestors. 

Finally. Mr. Bryce expresses his 
opinion that violations of either the 
DCO or the Consent Decree should be 
dealt with expeditiously and without 
further time concessions. EPA will, of 
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course, closely monitor the company’s 
compliance with both of these 
instruments and take all necessary steps 
within its legal authority to ensure that 
the schedules are adhered to. 

Mr. Bryce did not recommend that the 
DCO not be issued and we believe that 
we have responded to the concerns he 
raised. As a result, the administrative 
Order is issued to N.L. Industries, Inc., 
effective this date. 

Compliance by NL Industries with this 
Order will preclude further EPA 
enforcement action under Section 113 of 


[FRL 1449-31 

N.L. INDUSTRIES, INC. (Sayreville. N.J.; 
Delayed Compliance Order 

(Index No. 90113) 

Findings 

1. N.L Industries. Inc. (“NL*’) owns and 
operates a titanium dioxide manufacturing 
facility at Chevalier Avenue. Sayreville, New 
Jersey. 

2. On December 28.1978 the United States 
Environmental Protection Agency ("EPA") 
issued Notice of Violation Index No. 90113 
pursuant to Section 113(a)(1) of the Clean Air 
Act. as amended, 42 U.S.C. 7401 et seq. ("the 
Act”), to NL The Notice of Violation was 
issued upon a finding that emissions from the 
digesters at NL’s Sayreville. New Jersey 
facility were in violation of N.J.A.C. 7:27- 
6.2(a), a regulation limiting the emission of 
particulate matter. Said regulation is a part of 
the New Jersey State Implementation Plan 
("NJS1P") for die area in which NL’s facility is 
located. 

3. NL currently manufactures titanium 
dioxide in batches by the sulfate process. In 
this process a violent exothermic reaction 
occurs. During the reaction entrained 
particulate matter is expelled with the 
exhaust gases. 

4. To reduce particulate emissions from the 
digesters, NL has proposed a new process for 
manufacturing titanium dioxide. The new 
process, liquid phase digestion ("LPD"), 
eliminates the violent reaction which has 
caused excessive particulate emissions. 

5. NL has requested that LPD be considered 
a new means of emission limitation and that 
a delayed compliance order ("DCO") 
pursuant to Section 113(d)(4) of the Act, 42 
U.S.C. 7413(d)(4). be issued. 

6. A thorough investigation and analysis of 
all relevant facts indicates that NL is unable 


the Act for violations of the regulations 
covered by the Order during the period 
the Order is in effecL Enforcement 
against the source under the citizen suit 
provisions of the Act (Section 304) 
would be similarly precluded. 

In consideration of the foregoing, 40 
CFR Chapter I, is amended as follows: 

1. By revising § 65.350 to read as 
follows: 

§ 65.350 Federal delayed compliance 
orders issued under Section 113(d) (1), (3) 
and (4) of the Act 


to comply immediately and that use of this 
new means of emission limitation will enable 
NL to comply with N.J.A.C. 7:27-6.2. 

7. After investigation, EPA has determined 
that: 

(a) The use of LPD is a new means of 
emission limitation within the meaning of 42 
U.S.C. 7413(d)(4)(A) and that LPD is likely to 
be adequately demonstrated upon expiration 
of this Order, and 

(b) NL is not likely to use this new means 
of emission limitation unless this Order is 
issued: and 

(c) The use of LPD has a substantial 
likelihood of achieving greater continuous 
emission reduction than the means of 
emission limitation which, but for this Order, 
would be required: and 

(d) The use of LPD will achieve emission 
reductions at a lower economic cost, will 
have other beneficial non-air quality 
environmental impacts, and will have smaller 
energy requirements than the means of 
emission limitation which would otherwise 
be required: and 

(e) Compliance by NL with the NJSIP is 
impracticable prior to or during installation of 
LPD: and 

(f) Interim emission reduction requirements 
are not practicable and monitoring 
requirements are not appropriate prior to or 
during installation of LPD. 

8. The EPA has determined that NL can, by 
meeting the terms of this Order, be in final 
compliance by May 31,1980. The EPA has 
determined that the schedule embodied 
herein will provide for compliance as 
expeditiously as is practicable. 

9. Public notice, opportunity for a public 
hearing, and thirty days notice to the State of 
New Jersey have been provided. 

Order 

Based upon the foregoing, after 


consideration of public comment, and 
pursuant to Section 113(d)(4) of the Act: It is 
hereby ordered: 

I. That NL shall implement its program for 
the reduction of particulate emissions from 
the digesters at its Sayreville, New Jersey 
facility by converting and replacing existing 
digestion tanks Nos. 19 and 20 and installing 
new equipment to form the expanded liquid 
phase digestion prototype ("expanded LPD 
prototype”), which will comply with N.J.A.C. 
7:27-6.2, N.J.A.C 7:27-7.2, and N.J.A.C. 7:27- 
8.3. in accordance with the following 
schedule: 

A. NL shall complete design work for the 
conversion of existing digestion tanks Nos. 19 
and 20 no later than March 15,1980. 

B. NL shall submit to the New Jersey 
Department of Environmental Protection 
("DEP”) applications sufficient to obtain 
Permits to Construct, Install, or Alter Control 
Apparatus, or Equipment and Certificates to 
Operate Pollution Control Apparatus or 
Equipment pursuant to N.J.S.A. 26:2C-9.2 and 
regulations promulgated thereunder with 
respect to said expanded LPD prototype no 
later than March 15,1980. 

C. NL shall order major equipment and 
materials necessary to make the conversion 
no later than April 1.1980. 

D. NL shall commence construction work 
and fabrication of equipment and necessary 
structures no later than December 15.1979. 

E. NL shall complete construction and 
installation of the expanded LPD prototype 
no later than May 31,1980. 

F. NL shall achieve full compliance with 
N.J.A.C. 7:27-6.2, N.J.A.C. 7:27-7.2 and 
N.J.A.C. 7:27-8.3 at the expanded LPD 
prototype and perform stack tests of 
particulate and sulfur dioxide emissions and 
sulfuric acid mist no later than May 31,1980. 

G. NL shall submit to the EPA and the DEP 
a test report setting out the stack testing 
results no later than June 30.1980. 

II. A. Stack tests required by the terms of 
this Order, with respect to any part of the 
expanded LPD prototype which emits 
particulate matter, sulfur dioxide, or sulfuric 
acid mist into the outdoor atmosphere 
through one or more stacks, shall be 
performed with the expanded LPD prototype 
operating at maximum rated capacity for 
compliance determinations. 

B. Stack tests called for by the terms of this 
Order shall be performed in accordance with 
the following testing procedures: 

1. Testing of sulfur dioxide emissions and 
sulfuric acid mist shall be performed in 
accordance with the applicable testing 
protocol set forth in Appendix A to 40 CFR 
Part 60 or any modification thereof which is 
acceptable to EPA, DEP. and NL 

2. Testing of particulate emissions shall be 
performed in accordance with the DEP testing 
method set forth at N.J.A.C. 7:27B-1.1 et seq. 
(Air Test Method 1) or any modification 
thereof which is acceptable to EPA. DEP. and 
NL. 

3. For tests required by the terms of this 
Order NL shall notify EPA and DEP of the 
scheduled testing dates at least 15 days prior 
to such tests in order to provide EPA and 
DEP the opportunity to observe them. 


Source 

Location 

Order No. 

Date of 
Feoerai 
Register 
proposal 

SIP 

regulation 

involved 

Final 

compliance 

date 

N.L Industries, Inc. 

. SayreviHe, NJ.. 

— 90113 

Apr 31, 1980 

NJ.A.C. 

7:27-6-2. 

May 31, 1980. 




Dated: June 9, 1980. 

Douglas M. Costle, 

Administrator, Environmental Protection Agency . 
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III. NL shall report in writing to the EPA 
and DEP as to its compliance with any 
interim or final action required herein, within 
ten (10) days after compliance with any such 
action as required by the terms of this Order. 
Said reports shall be submitted to: 

Chief. Environmental Applications Section. 

Permits Administration Branch. United 

States Environmental Protection Agency, 

Region II. 26 Federal Plaza. New York, New 

York 10007. 

Supervisor of Compliance Review, Bureau of 

Air Pollution Control. New Jersey 

Department of Environmental Protection 

CN 027, Trenton. New Jersey 08625. 

This.provision shall not have the effect of 
extending the time within which compliance 
with any interim or final action, including the 
submission of reports of stack test results, is 
required. 

IV. Compliance with the terms of this 
Order shall not affect the obligation of NL to 
comply with any provision or requirement of 
the Clean Air Act, as amended. 42 U.S.C. 7401 
et seq. (“the Act”), N.J.S.A. 26:201 et seq .. or 
regulations promulgated thereunder, or of any 
other applicable federal, state, or local law or 
regulation, except as otherwise provided 
herein. This Order shall be terminated in 
accordance with Section 113(d)(8) of the Act 
if the Administrator (or his delegate) 
determines on the record, after notice and 
hearing, that an inability to comply with 
N.j.A.C. 7:27-6.2 no longer exists. 

V. Violation of any requirement of this 
Order may result in one or more of the 
following actions: 

A. Enforcement of such requirement 
pursuant to Section 113 (a), (b), or (c) of the 
Act, including possible judicial action lor an 
injunction or criminal prosecution. 

B. Revocation of this Order, after notice 
and opportunity for a public hearing, and 
subsequent enforcement of N.J.A.C. 7:27- 
6.2(d) in accordance with the preceding 
paragraph. 

C. If such violation continues beyond July 
1.1980, notice of noncompliance and 
subsequent action pursuant to Section 120 of 
the Act. 

D. Enforcement of such requirement under 
the terms of the Consent Decree between NL. 
EPA, and DEP to be proposed relating to 
emissions from the calciners and digesters at 
the Sayreville plant. 

Dated: June 9.1980. 

Douglas M. Cos tie, 

Administrator. Environmental Protection 
Agency. 

Consent 

The undersigned, having full authority to 
represent N.L Industries. Inc., has read the 
foregoing Order, believes it to be reasonable, 
and therefore consents to both its issuance 
and its terms. 

Dated: February 20.1980. 

Fred W. Montanari. 

Vice President for N.L Industries. Inc. 

|FR Doc. 80-187V9 Filed 7-#-«k &45 «m| 
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VETERANS ADMINISTRATION 
41 CFR Part 8-3 

Procurement by Negotiation 

agency: Veterans Administration. 
action: Final regulation. 

summary: The Veterans Administration 
is proposing to amend its procurement 
regulations to restrict the use of letters 
of availability to those approved by the 
Assistant Administrator for Supply 
Services. 

EFFECTIVE date: This rule is effective 
July 9,1980. 

FOR FURTHER INFORMATION CONTACT. 

A. G. Vetter, Office of Supply Services, 
Veterans Administration, 810 Vermont 
Avenue. NW.. Washington, DC 20420, 
(202-389-2334). 

SUPPLEMENTARY INFORMATION: It is the 

general policy of the Veterans 
Administration to allow time for 
interested parties to participate in the 
regulatory process (5 1.12, Title 38, CFR). 
The amendment herein, however, is 
primarily a matter of agency practice 
and procedures, and the public 
regulatory process is deemed 
unnecessary in this instance. 

Approved: July 2,198a 
By direction of the Administrator. 

Rufus H. Wilson, 

Deputy Administrator. 

PART 8-3—PROCUREMENT BY 
NEGOTIATION 

1. In § 8-3.403 subparagraph (c)(2) is 
revised to read as follows: 

§ 8-3.403 Selection of contract type. 

* * • 4 # 

(c) Any contract involving direct 
obligation of appropriations and which 
extends beyond the appropriation of the 
year in which the contract period begins 
or which is for more than 1 fiscal year, 
shall contain provisions to the effect 
that: 

• • • • • 

(2) No service will be performed by 
the contractor after September 30 of 
each fiscal year unless and until 
specifically authorized by the 
contracting officer or representative. 

« « • « * 

2. New §§ 8-3.450 and 8-3.450-1 are 
added to read as follows: 

§ 8-3.450 Unauthorized types of 
agreements. 

§ 8-3.450-1 Letters of availability. 

(a) Description. A letter of availability 
(sometimes inappropriately called a 
letter of intent) is a letter to a supplier 


primarily for the purpose of obtaining a 
place on the supplier’s production or 
delivery schedule for long lead time 
items. Such a letter typically indicates 
that products or services are being 
considered for procurement, but that the 
statement of intent is not to be 
construed as a commitment. Such letters 
of availability are sometimes solicited 
by prospective contractors, or they may 
be originated by Government personnel. 
A letter of availability is distinguished 
from a letter contract which is 
specifically authorized by FPR 1-3.408. 

(b) Policy. (1) Unless specifically 
authorized by the Assistant 
Administrator for Supply Services, 
letters of availability will not be utilized 
for the following reasons: 

(1) While such letters of availability 
may disclaim Government liability, they 
may induce potential contractors to 
initiate costly preparations in 
anticipation of contract award. 

(ii) Procurements announced in such 
letters do not always materialize. The 
result may be costly to the Government, 
the prospective contractor, or both. If 
the author of the letter of availability is 
an authorized contracting officer of the 
agency, the Government may be bound 
by the action, even though the action is 
contrary to sound procurement practices 
and/or fiscal regulations. If the author of 
the letter of availability lacks 
procurement authority, the prospective 
contractor may incur substantial 
expenditures which may not be 
recovered from the Government, but for 
which the prospective contractor may 
seek to hold the unauthorized author 
personally liable. 

(iii) The issuance of a letter of 
availability may violate the “Anti- 
Deficiency Act” (31 U.S.C. 665). 

(2) It is recognized that potential 
contractors have a need to obtain 
procurement information at the earliest 
possible moment in order to make 
timely preparations. To this end, 
procurement personnel are expected to 
move as efficiently and expeditiously as 
possible on all procurement actions. 

(38 U.S.C. 210(c): 40 U.S.C. 486(c)) 

[FR Doc 80-20582 FUcd 7HM0; * 45 am l 

BILUNG CODE 8320-01-M 


ENVIRONMENTAL PROTECTION 
AGENCY 

41 CFR Part 15-2 

(FRL 1535-81 

Transmittal of Protest Files to the 
General Accounting Office 

agency: Environmental Protection 
Agency. 
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action: Final rule. 

summary: This final rule amends 41 
CFR, Section 15-2.407-8 entitled 
“Protests against award" to authorize 
the Director, Procurement and Contracts 
Management Division, to transmit 
protest files to the General Accounting 
Office. Prior to this amended rule, the 
Assistant Administrator for Planning 
and Management transmitted protest 
files to the General Accounting Office. 
EFFECTIVE DATE: July 10, 1980. 

FOR FURTHER INFORMATION CONTACT. 
Pamela Jones, Procurement and 
Contracts Management Division, (PM- 
214), Environmental Protection Agency, 
401 M Street SW., Washington, D.C. 
20460 (202-755-0900). 

SUPPLEMENTARY INFORMATION: The 
Agency has not invited public comment 
on this rule because its subject is limited 
to a matter of internal Agency 
procedure. The Agency has further 
determined that this rule is not 
significant for purposes of Executive 
Order 12044. 

Accordingly. 41 CFR 15-2.407-8 is 
amended by revising subparagraph (3) 
of paragraph (c) to read as follows: 

8 15-2.407-8 Protests against award. 
***** 

(C) ### 

(3) The protest Hie, supplemented as 
necessary by the Procurement and 
Contracts Management Division, shall 
be furnished as the administrative 
report required by GAO in bid protest 
cases. The report to GAO shall be 
routed to the Director, Procurement and 
Contracts Management Division, who 
will effect coordination with the Office 
of General Counsel. The letter 
transmitting the protest file to GAO will 
be signed by the Director, Procurement 
and Contracts Management Division. 
Supplemental submission? will be made 
by the Director. Procurement and 
Contracts Management Division. 

C. William Carter, 

Acting Assistant Administrator for Planning 
and Management 

|FR Doc. 80-20602 Filed 7-0-80:8 45 am) 

BILLING CODE 6560-01-M 


GENERAL SERVICES 
ADMINISTRATION 

41 CFR Part 101-25 

IFPMR Temp. Reg. E-70| 

GSA Form 1473, Supply Activity 
Report 

agency: General Services 
Administration. 


action: Temporary regulation. 

summary: This regulation suspends the 
reporting requirement for the Supply 
Activity Report (GSA Form 1473) 
assigned interagency report control 
number 1220-GSA-AN. The reporting 
requirement is being suspended as a 
result of input from program offices in 
GSA and several civilian agencies 
questioning the validity of the report. 
DATES: Effective date: June 1,1980. 
Expiration date: May 31,1981. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert A. Renner, Director, 
Regulations Management Division (703- 
557-5026). 

SUPPLEMENTARY INFORMATION: The 

General Services Administration has 
determined that this regulation will not 
impose unnecessary burdens on the 
economy or on individuals and, 
therefore, is not significant for the 
purposes of Executive Order 12044. 

(Sec. 205(c), 63 Stat. 390; 40 U.S.C. 486(c)) 

In 41 CFR Chapter 101, the following 
temporary regulation is added to the 
appendix at the end of subchapter E to 
read as set forth below. This temporary 
regulation suspends §§ 101-25.4801,101- 
25.4902-1473 and 101-25.4902-1473.1. 

[Federal Property Management Regs.; Tempo¬ 
rary Reg. E-701) 

July 2,1980. 

To: Heads of Federal agencies. 

Subject: GSA Form 1473, Supply 
Activity Report. 

1. Purpose. This regulation suspends 
the reporting requirement for the Supply 
Activity Report. 

2. Effective date. This regulation is 
effective June 1,1980. 

3. Expiration date. This regulation 
expires on May 31,1981, unless sooner 
revised or superseded. 

4. Background. A review by the 
cognizant program offices of the Federal 
Supply Service, GSA, of the Supply 
Activity Report (GSA Form 1473) 
furnished by selected agencies, has 
raised questions concerning the validity 
of the need for data being requested, 
particularly in the maimer and form of 
the present report. Further, several 
agencies have raised questions 
concerning the usefulness of the report, 
particularly since there is little evidence 
of logistics management decisions 
resulting from a review and analysis of 
these reports. Therefore, the reporting 
requirement for the Supply Activity 
Report is suspended pending the 
development of a refined reporting 
system using more significant data 


elements. Interagency report control 
number 1220-GSA-AN had been 
assigned to this report in accordance 
with Subpart 101-11.11. 

5. Effect on other directives. This 
temporary regulation supersedes the 
information in §§ 101-25.4801,101- 
25.4902-1473, and 101-25.4902-1473-1. 
R. G. Freeman til, 

Administrator of General Services. 

|FR Doc. 60-20573 Filed 7-O-afc &45 am) 

BILUNG CODE 6820-24-M 


DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
43 CFR Public Land Order 5733 
[C-24996] 

Colorado; Withdrawal of Public Lands 
for Dallas Creek Project 

agency: Bureau of Land Management, 
Interior. 

action: Public land order. 

summary: This public land order 
withdraws 1,024.51 acres of public lands 
near Ridgway, Colorado, for the Water 
and Power Resources Service’s Dallas 
Creek Project Colorado, which was 
authorized by the Colorado River Basin 
Act of September 30,1968. 

EFFECTIVE DATE: July 10, 1980. 

FOR FURTHER INFORMATION CONTACT: 
Alvah Q. Whitledge, Colorado State 
Office 303-837-2825. 

By virtue of the authority contained in 
Section 204 of the Federal Land Policy, 
and Management Act of 1976, 90 Stat. 
2751; 43 U.S.C. 1714, it is ordered as 
follows: 

1. Subject to valid existing rights, the 
following described lands which are 
under the jurisdiction of the Secretary of 
the Interior, are hereby withdrawn from 
settlement, sale, location, or entry, under 
all of the general land laws, including 
the mining laws. 30 U.S.C., Ch. 2., but 
not the mineral leasing laws. The lands 
will be reserved for use by the Water 
and Power Resources Service in 
connection with its Ridgway Dam and 
Reservior, Dallas Creek Project, 
Colorado. 

New Mexico Principal Meridian 
T. 45 N.. R. 8 W. 

Sec. 4: Lot 1. 

T. 46 N.. R. 8 W. 

Sec. 21; SWV^SWY*. EVzSEV*. 
SEV^SW^SE * 1 /*. exclusive of Charles 
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Doels Placer. Mineral Survey 4045. 

Sec. 22: WViSW*/4. exclusive of Charles 
Doels Placer, Mineral Survey 4545, 
WVfeSEViSEtt. 

Sec. 27: W^EVfeEVfe, NWV 4 NWV 4 . 
SEViSWy*. exclusive of Keystone Placer. 
Mineral Survey 1959, SWVfcSEVfc, 

Sea 28 : NEV4NEV4. W*/iNWy 4 . EV^SWtt. 
W'/sSEV*, 

Sec. 33: NEVfcNEVfc, exclusive of Keystone 
Placer, Mineral Survey 1959. NWyiNEyi. 
EVfeNWYa, NEy4SWy4. 

Sec. 34: NWYaNEV^, NEVfcNWVfc, SViKWVi. 
exclusive of Mineral Survey 1959, 

Nwyiswy^ 

The areas described aggregate 
1,024.51 acres in Ouray County. 

2. The withdrawal made by this order 
docs not alter the applicability of those 
public land laws governing the use of 
the lands under lease, license, or permit, 
or governing the disposal of their 
mineral or vegetative resources other 
than under the mining laws. 

3. This withdrawal shall remain in 
effect for a period of 100 years from the 
date of this order. 

Guy R. Martin, 

Assistant Secretary of the Interior. 

July 1,1980. 

|FR Dor. 0O-2O57S Filed 7-9-80: 8:45 am| 

8IIUMG COO€ 4310-84-44 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 67 

National Flood Insurance Program; 
Final Flood Elevation Determinations 

agency: Federal Insurance 
Administration, FEMA 
action: Final rule 

summary: Final base (100-year) flood 
elevations are listed below for selected 
locations in the nation. 

These base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required either to adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 

EFFECTIVE date: The date of issuance of 
the Flood Insurance Rate Map (FIRM), 
showing base (100-year) flood elevations 
for the community. 
addresses: See table below. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert G. Chappell, National Flood 
Insurance Program, (202) 426-1460 or 
toll-free line (800) 424-8872 (In Alaska 


and Hawaii call toll-free line (800) 424- 
9080) Federal Emergency Management 
Agency. Washington. D.C. 20472. 
SUPPLEMENTARY INFORMATION: The 
Federal Insurance Administrator gives 
notice of the final determination of flood 
elevation for each community listed. 

This final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448). 42 U.S.C. 4001-' 
4128, and 44 CFR Part 67 (presently also 
appearing at its former Title 24. Chapter 
10, Part 1917 of the Code of Federal 
Regulations)). An opportunity for the 
community or individuals to appeal this 
determination to or through the 
community for a period of ninety (90) 
days has been provided. No appeals of 
the proposed base flood elevations were 
received from the community or from 
individuals within the community. 

The Administrator has developed 
criteria for flood plain management in 
flood-prone areas in accordance with 44 
CFR Part 60 (formerly 24 CFR. Part 
1910). 

Program number flood insurance 83.100 

The final base (100-year) flood 
elevations for selection locations are: 


Final Base (100-Year) Rood Elevations 

Slate 

Oty/town/county 

Source of flooding 

Location 

f Depth in 

feet above 
ground. 
•Elevation 
m feet 
(NGVD) 

Arkansas.. 

. City of Wabbaseka. Jefferson 

Wabbaseka Bayou.—~~~~~ 

Approximately 100 feet upstream of Paw Paw Street.. 

M98 

•xn 


County (FEMA-5785). 


Just upstream of U.S. Highway 79 -—---. 

„H4MIMMt 4W 

Maps available at City HaB. Wabbaseka. Arkansas 72125. 

California. Anboch (City), Contra Costa 

Los Mendanos--- 

. State Highway 4—80 feet upstream from centedme-— 

..._ *55 


County (FEMA-54701) 


West Antioch Creek- 


Easi Bay Municipal Utility District Aqueduct—90 feet downstream 
from centerline. 

East Bay Municipal Utility District Aqueduct—100 feel upstream from 
centerline 

200 feet northwest of the intersection of Gatter Onve and Contra 
Loma Boulevard. 

Sixth Street—30 feet upstream from centerline .-...—- 

Southern Pacific Railroad—60 feet downstream from cemodme - 

Southern Pacific Railroad—80 feet upstream from centerline ... 

L Street—30 feet upstream from centerline .-.-.. 

Fitzuren Road—120 feet upstream from centerline —.... 

Putnam Street—45 feet upstream from centerline 


Middle Branch West Anboch 
Creek. 

Markley Creek... 


East Antioch Creek. 


West Branch East Antioch Creek 


Paso Corto Road—35 feet downstream from centerline 

Paso Corto Road—30 feet upstream from centedme - 

Corporate limits—30 feet downstream from centerftn© .„ 
Longview Road—120 feet downstream from centedme 
Longview Road—30 feet upstream from centerline . 


Meadow Brook Road—90 feet upstream from centedme 
Corporate limits (first crossing) at centerline. 


Southern Pacific Railroad—20 feet downstream from centedme ... 

Southern Pacific Railroad-30 feet upstream from centedme- 

Buchanan Road—90 feet downstream from centerline--- 

Buchanan Road—30 feet upstream fcjm centerline 


Gentrytown Drive—35 feet upstream from centedme .. 

Contra Costa Canal—30 feel upstream from centerline . 

Corporate limits—30 feet downstream from centedme —. 

Wilburn Avenue—60 feet upstream from centedme - 

H*Mcrest Avenue—30 feet upstream from centedme —. 

East 18th Street—90 feet downstream from centedme 
East 18th Street—120 feet upstream from centedme 
South Lake Drive—30 feet upstream from centedme 
18th Street—30 feet upstream from centedme 


Southern Pacific Railroad—60 feet upstream from centedme - 

East Tregatlas Road—85 feet upstream from centedme - 

Corporate limits at centerline .....—-— - 

Southern Pacific Railroad—60 feet downstream from centedme - 

_ Southern Pacific Railroad—60 feet upstream from centedme . 

San Joaqum River ... 1.200 feet northwest of the intersection of Fulton Shipyard Road with 

Atchison. Topeka and Santa Fe Railway 

Maps available at Department of Development Services. City Half. Antioch, California. ___ 


Hrflcresi Branch East Antioch 
Creek 


*73 

•100 


•14 

•22 

•28 

*33 

•37 

•46 

•102 

•107 

•192 

*58 

•68 

•71 

•24 

•33 

•42 

•65 

*71 

•82 

•114 

•152 

•8 

*11 

•11 

*13 

•11 

•17 

•33 

•38 

•111 

*28 

•31 

•7 
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State 


Gty/town/county Source of Hooding 


0 Depth m 
feet above 

Location ground. 

'Elevation 
in feet 
(NGVD) 


CaWorma ----~- Brea (City). Orange County Cartoon Canyon Channel - Soquof Canyon Roed—50 feet upstream of centerline _ *600 

(Docket No. F1-4831. Stale Highway 142 (Cartoon Canyon Road) (downstream crossing)— '672 

20 feet upstream of centerline. 

State Highway 142 (Cartoon Canyon Road) (upstream crossing)—100 *786 

feet downstream of centerline 

State Highway 142 (Cartoon Canyon Road) (upstream crossing)—80 *802 

feet upstream of centerline. 

Brea Canyon Channel --- Arcvista Park Single Lane Bridge—50 feet downstream of centerline... *314 

Arovista Park Smgfe Lane Bridge—50 feet upstream of centerline .. *319 

Pacific Electric Railway—60 loot downstream of centerline ... *336 

Pacific Electric Railway—50 feet upstream of centerline ___... *348 

Central Avenue—70 feet downstream ol centerfme .. *386 

Central Avenue— 50 feel upstream of centerline ._... *378 

Loftus Diversion Channel — Greenbrier Lane—at centerline ........ . .. *313 

Associated Road—at centerline. _ .. *328 

Memory Garden Storm Channel ... Stone Bridge Drive—20 feet upstream of centerline . '483 

Northwood Avenue—at centerbne... ..........___ *635 

Maps available at City HaN. 40 1 South Brea BfvdBrea California 


Cakforma. 


Ontario (City). San Bernardino 
County. FEMA-5785. 


Cucamonga Creek_ 

West Cucamonga Creek-.. 

Deer Creek... 

Day Creek—--....___ 

San Antonio Dram........ 

Ontario Motor Speedway Dram..... 

East Etiwanda Creek__ 

Old Deer Creek__,_ 

Magnolia Avenue Drain_ 


Intersection of Hettman Avenue and Franas Street. ...... 

Intersection of Vineyard Avenue and Airport Slreol ... 

Intersection of State Street and Imperial Avenue ........ 

Intersection of Center Avenue and G Street .. 

Intersection of Rochester Avenue and G Streef .... 

Intersection ol San Antonio Avenue and Fourth Streef ...... 

Area horn 50 feet east and 50 feet west of dram, south of Airport 
Drive. 


Intersection of creek and center of Santa Ana Street ... 

Intersection of Arcadian Shores Drive and Hazettme Street . 

Area northwest of the intersection ol Pomona Freeway and Palmetto 
Avenue. 


Maps available at the City Engineer's Office. City Hall, 303 East B Street. Ontario. California. 


#1 

02 

#1 

#1 

#1 

01 

#1 

#1 

01 

*824 


Connecticut - Bethany. Town. New Haven Bladens River _ Corporate Limits .... a ..... 

County (Docket No. FEMA- Downstream Bear Hill Road .. 

& 7 ®°). Upstream Bear H* Road ..... 

Private Road 1,900 leet downstream of Bethmour Road. 

Downstream Bethmour Road ...... 

Upstream Bethmour ....... 

Hopp Brook --——- Confluence with Bladens River _...___ 

Private Road 2,000 feel downstream of MiHer Road .. 

1.500 feet downstream of Milter Road . 

Downstream Miller Rood.... ...... 

Upstreem Miier Road_ ______ 

1.200 feet upstream of MKler Road... . . . 

Downstream Hopp Brook Lane ...._... 

Upstream Hopp Brook Lane .... 

1.150 feet upstream of Hopp Brook Lane ... 

2.200 feel upstream of Hopp Brook Lane ..... 

Maps available at the Town Clerk s Office and Iho Town Selectmen's Office. 40 Peck Road. Bethany, Connecticut. 


*232 

*241 

•246 

•250 

•260 

•266 

*239 

•247 

•253 

*269 

*278 

•287 

•343 

*350 

•370 

*390 


Florida_ 


.. Davenport (Town), Polk County, 

Lake Play 



FEMA-5785 

Lake Davenport. 




Palm Lake. 


Southeast Depression _ 

Shallow Flooding (Ponding) 

Maps aie available at Town Had. 1 AWapaha Street, Davenport. Florida. 


trrtersockoo of Escambia Avenue and Bay Street ... 

On West Boulevard 200 feet south of intersection with North Boule¬ 
vard. 

On east side of West Boulevard 200 feet east of intersection with 
Holly Hill Drive. 

Intersection of East Boulevard and Lemon Street . 

Intersection of East Boulevard and Magnolia Street. ..... 


•129 

•121 

•125 

•123 

•118 


Georgia 


Ware County (Unincorporated County Creek B_ 

Areas) FEMA-5786. 

Way cross Drainage Canal 

Tributary A... 

Tributary A1___ 


Maps available at Ware County Courthouse. Church Street. Waycross. Georgia 


50 toel upstream from Central Avenue ..... 

At center of Vicker Road where rt crosses the stream 

At center of Mornmgsido Drive where it crosses the stream . 

At center of Mt Pleasant Road where it crosses the stream .. 

At intersection of Dasher Street and Palmetto Dove 


•120 

•30 

*89 

*118 

•137 


—-- Orofmo (City). Clearwater County Clearwater R«ver ..— - - State Highway 7 —100 feet upstream from canterime 

(Docket No FI-5093). Orofmo Creek ...~.... Johnson Avenue—20 feet upstream from centerline 

Forest Street —100 feel upstream from centerline 
At upstream corporate limits ___ 

Maps available at City Halt, Orofcno. Idaho. 


•1.013 

*1,017 

•1,084 

•1.174 


Illinois 


WmUvop Harbor (Village). Lake North Branch Kellogg Ravine.. 

County FEMA-5785. 

Kellogg Ravine_____ 

Lake Michigan Tributary....._ 


LAke Michigan.... 

Maps are available at City Had. 830 Shohdan Road. Wmthrop Harbor. Illinois. 


50 leet upstream from center ol Adams Avenue . 

25 feet upstream from center of Morvoe Avenue 
100 tee! upstream from center of Shendan Road 

75 feel upstream from center of Ravine Drive . 

25 feet upstream from center of Hotdndgo Avenue 
Eastern end of Mom Street ...*...... 


*632 

•650 

*615 

*600 

*629 

*564 














































































































Federal Register / Vol. 45, No. 134 / Thursday. July 10,1980 / Rules and Regulations 


46391 


jV Depth in 
feet above 


State City/town/county Source of flooding Location ground. 

•Elevation 
in feet 
(NGVD) 


Iowa... . . .....—.— (C). Mason City, Cerro Gordo Winnebago River __ _ 900 feet downstream of downstream corporate Omits.. __ *1.067 

County (Docket No FEMA- 500 feet upstream of confluence of Ideal Creek __ *1.070 

5702). Just upstream U.S. Highway 18 .... *1.076 

Just upstream North Illinois Avenue ..... . *1.079 

300 feet upstream of confluence of Willow Creek __-__ • 1.084 

600 feet upstream of 13th Street _ „__ *1,089 

200 feet downstream of upstream corporate limits......^..... . *1,093 

Mason Creak _ Mouth at Wmnebago River .......... • t ,068 

2,100 feet upstream of Chicago. Milwaukee. St. Paul and Pacific Rail- *1.070 
road. 

3.600 feet upstream of Chicago. Milwaukee. St Paul and Pacific Rail- *1.075 
road. 

3.200 feet downstream of confluence of Tributary Ml __ • 1.080 

1.600 feet downstream of confluence of Tributary Ml . *1.085 

1 00 feel downstream of confluence of Trfcutary M1 _ * 1.090 

3.400 feet downstream of South Kentucky Avenue.. .. *1.095 

2.000 feet downstream of South Kentucky Avenue .. *1,100 

1.200 feet downstream of South Kentucky Avenue .—. *1.105 

380 feet downstream of South Kentucky Avenue..- __„ *1,110 

Approximately 100 feet upstream of South Kentucky Avenue .. *1,116 

Just upstream South Virginia Avenue .-.-..... *1.122 

About 200 feet upstream of 19th Street S.E __ *1,129 

Just upstream Chicago and North Western railroad __ * 1.132 

3,300 feet downstream of corporate limits ______,_ *1,140 

2,100 feet downstream of corporate limits .. r __ *1,150 

About 100 feet upstream of Chicago and North Western railroad _— *1,162 

Upstream corporate limits ___ *1.165 

Tributary Ml.—— _ Mouth at Mason Creek —.......... *1.090 

1,550 feet upstream of mouth ___..__ *1.095 

Just downstream of prrvate road - -.- -.-.-. * 1.099 

Upstream corporate HmiL ___ * 1,109 

Tributary MI-1 -- About 200 feet upstream of the mouth at Tributary Ml _ *1.091 

Upstream corporate Until ___ * 1.103 

Ideal Creek .... Mouth at Winnebago River—. __ *1.070 

Just upstream U.S Highway 18 .—__-_ *1,070 

About 5.700 fee! upstream of U.S Highway 18 - *1.075 

About 190 leaf upstream of 12th Street N.E. -- *1,060 

Upstream corporate SmMs ..-___ * 1.087 

Willow Creek __ Mouth at Winnebago River _ *1,084 

1,900 feet upstream of 4th Street N E .. — *1.090 

About 250 feet upstream of East State Street .. — *1.097 

About 900 feet upstream of Old Flour Mill Dam ___-_ *1,104 

_ About 70 feet downstream of South Pennsytvania Avenue _ *1,105 

About 80 feet upstream of Interstate Power Company Dam_. *1.113 

Just upstream South Federal Avenue __—.—....___ *1,114 

Just upstream 1 st Street S W _...___—_- *1.115 

• Just upstream North Pierce Avenue ___—_ *1.11® 

Just downstream abandoned railroad abutments - * 1121 

Just upstream abandoned railroad abutments .. — *1.127 

Just upstream 12th Street N.W. _ * 1 . 129 

Downstream of Eisenhower Avenue —..—...- * 1 , 138 

Upstream Eisenhower Avenue ....... *1,143 

Just upstream of 12th Street N.W. west of Eisenhower Avenue .. *1.145 

Upstream Corporate limits _ *1,159 

Cbeslea Creek —--- Mouth at Willow Creek _____ *1.119 

Just downstream of Willowbrook Drive ..... *1,123 

Just upstream U.S. Highway 18 - — * 1 . 126 

Approximately 500 feet upstream 6th Street S.W .... * 1 , 130 

Just upstream ol Chicago. Milwaukee. St. Paul and Pacific Railroad _ *1.132 

Just upstream Iowa Terminal Railway.—.—_—___ *1.140 

Just upstream of Beniamin Avenue ._ M ....... *1,147 

Upstream corporate limits ..„.—.... * 1 . 150 

Calmus Creek _-___ Mouth at Winnebago River ...—.. * i .090 

Just upstream Chicago and North Western Railroad .- * 1.095 

100 feet upstream Federal Avenue .—-..—__ *1,102 

250 downstream of Chicago. Rock Island and Pacific Railway ___ *1,112 

Just downstream Lehigh Portland Cement Company Darn..- __ *1.118 

75 feet upstream of Lehigh Portland Cement Company Dam _— *1.123 

Just upstream Private Road _ __———_—.... *1 , 124 

Upstream Corporate Bmits ___ *1,127 


Maps available at City Halt. 19 South Delaware. Mason City. Iowa 50401. 


Kentucky.—.—..— Boyd County. Uwcorporated 

Areas. FEMA-5785. 


Ohio River _ ——_. Intersection of river and U.S. Highway 60 ___- 

Big Sandy River .. Intersection of river and Interstate Highway 64 . . 

East Fork Little Sandy River - Intersection of Daniels Branch Road and Naples Road ..-.— 

Intersection of Cannonsborg Big Run Road and State Highway 180 _ 

Intersection of McGlothen Road and Left Fork Trace Creek Road .- 

Williams Creek ___ — Intersection of Buena Fork Road and Stale Highway 5 _—_ 

50 feet upstream from center Interstate Highway 64 (west bound) _ 

Rush Creek ... Intersection of State Road 854 and County Road 1654 ....... 


*547 

*551 

*581 

*608 

*624 

*589 

*620 

*641 
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Stare Cily/town/county Source of flooding Location 

> Depth in 
feet above 
ground 
'Elevation 
in feel 
(NGVD) 

Shope Creek . .. 26 feel upstream from center of Booth Carlisle Road 

Intersection of creek and Greenfield Road. 

Marsh Run Creek 25 feet upstream from center of Old Cannonsburg-Ashiand Road 

• Laurel Creek -- 130 feet upstream from center ol State highway 3 (upstream cross- 

•ng) 

Hood Creek ..... Intersection of creek and Zanesville Road ..... 

Intersection of State Highway 5 and Daniels Fork Road .. 

Rocknouse Fork Creek . 30 feel upstream from center of Indian Run Road 

Durbin Creek (backwater trom Big Intersection of creek and State Highway 752. 

Sandy River) 

Keys Creek (backwater from Ohio Areas adjacent to City of Ashland corporate limits downstream ol 
River). Valley View Road. 

Maps available at Boyd County Courthouse, Catiettsburg. Kentucky 

•604 

•63! 

*602 

*625 

•553 

•594 

*612 

*557 

•550 

Kentucky —~ .—. Elizabethtown (City), Hardin Valley Creek . Intersection ol Severns Street and Tahh Street...., . 

County, FEMA-5785 At Center of Illinois Central Gulf Railroad where tt crosses the stream 

Freeman Creek 50 feet downstream from the center ol College Street 

Shaw Creek ..*. 50 feet upstjeam from the center ol St. John Road (State Highway 

1357). 

50 feet upstream from the center of State Highway 1600 . 

Billy Creek . .. ...„ 150 feet upstream from center of Illinois Gulf Central Railroad Bridge. 

150 feet upstream from the center of St John Road (State Highway 
1357). 

Pear Orchard Tributary . Intersection ol stream and center of Village Drive . 

25 feet upstream from the center of Broadway Avenue ..u..i. 

Park Lane Tributary 20 feet downstream from the center of Helm Street .....____ 

Intersection ol Stream and center of West Poplar Drive ..... 

Maps available at City Han, 111 West Dixie Avenue. Elizabethtown. Kentucky 

*679 

*690 

*694 

*709 

•733 

•687 

*697 

•730 

•760 

*714 

*731 

Louisiana ----- Village of Albany. Livingston Little Nataibany River . Just downstream of U.S. Highway 190 . 

Parish (FEMA-5785). Juha Street Extended 

Maps available at City Hall. P O Drawer D . Albany. Louisiana 70711. 

•34 

*36 

Louisiana . Town of MatfcsonviJte, St Lake Pontcbartram ..... At the Intersection of State Highway 1077 and the drainage canal _ 

Tammany Parish (FEMA-5785) Tchefuncta River ...... At intersection of St Joseph Street and Mam Street 

At Intersection of Johnson Street and 6th Street ... 

Maps available at City Hall. St. Francis Street, Madisonville. Louisiana 70447 

*11 

•11 

*11 

County. FEMA-5785. At confluence with Kearsley Reservoir ..... 

At center of Genesee Road Bridge. 

Crampton Dram 100 feet upstream from center of Genesee Road . .. 

100 feet upstream from center of Bel say Road.. 

Maps available at Township Hall. 7244 North Genesee Road. Genesee. Michigan 

*736 

•737 

•741 

*745 

*750 

Missoun ...—...— (C). Trenton. Grundy County New Muddy Creek Channel «... About 3,000 feet downstream State Highway 6 

(Docket No. FEMA-5778). Approximately 950 feet upstream State Highway 6 

Upstream corporate limit . . 

Maps available at City Hall, Box 188. Trenton. Missoun 64683 

*752 

•759 

•761 

Nebraska ......►.. (C). Wayne. Wayne County South Logan Creek Approximately 475 feet downstream confluence of Dog Creek _ 

(Docket No FEMA 5778) Just downstream of Chicago and North Western Railroad .. 

Approximately 100 feet downstream of State Highway 35 . 

Approximately 150 feet downstream of State Highway 15.... 

Just upstream of State Highway 15 ._ . 

Approximately 68 mile upstream confluence ol Deer Creek 

Dog Creek .. Mouth al South Logan Creek ...... 

Approximately 100 feet downstream of State Highway 15 .... 

Approximately 220 feet uostream of Slate Highway 15. 

Approximately 2.200 feet upstream of State Highway 15 ___ 

Deer Creek . Approximately 400 feet upstream of the mouth 

Approximately 64 mile upstream of mouth . 

Maps available at City Hall, 306 Pearl. Wayne. Nebraska 68787 

*1,421 

*1,432 

•1.435 

•1.446 

•1.451 

*1.457 

•1.421 

•1,432 

•1.435 

•1.440 

*1,453 

*1,457 

------- 

North Carolina.... City of High Shoals, Gaston South Fork Catauba River . Just upstream of U.S. Highway 321 . 

County (FEMA 5785). Lutz Branch... Just upstream of Southern Railway ........i. 

Maps available at. City Han. P.O. Box 6. High Shoal 9 . North Carolina 28077 

•707 

•685 

Oklahoma -—...- City of Cherokee, Alfalfa County. Cottonwood Creek (Stream Just downstream of Washington 

(FEMA-5785) Channel) 

Cottonwood Creek (Flow through Just downstream of Intersection of Adams and Grand Avenues 

Town) 

Shallow Flooding Area 1 Intersection of Grand Avenue with northern corporate limits 

Shallow Flooding Area II Just west ol the intersection of Washington Street extended and east 

em corporate limits. 

Shallow Flooding .... At the intersection ol 8th and Massachusetts Avenue .. 

Maps available at City HaM, 121 N Grand. Cherokee. Oklahoma 73728 

•1.180 

•1,183 

02 

- #1 

•1,178 
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moepmm 
feet above 

Slate Crty/town/county Source of flooding Location ground 

‘Elevation 
in feel 
(NGVO) 


Oklahoma .... City of Guthrie. Logan County Cottonwood Creek _ 

(FEMA-5785). 

Bird Creek - 

Snake Creek __ 


Maps available at City Half. 300 W Oklahoma Avenue. Guthrie, Oklahoma 73044 


Jus! upstream of Noble Avenue . 

Just upstream of Perkins Avenue _— 

Just downstream of Walnut Street _ 

Just downstream of Pine Street . 

Just upstream of Oak Street ... 

Just upstream of Drexel Blvd .. 

Just upstream of Pine Street . 


*933 

‘937 

‘932 

*946 

*940 

*965 

*982 


Oklahoma 


Town of Lexington, Cleveland Canadian River __, Downstream corporate limits .. 

County (FEMA-5785). Just upstream of U S. Highway 77 _ 

Choteau Creek .....» Just downstream of Catalpa Street. — 

Just downstream of Broadway __ 

Just upstream of Center Street .. 


Maps available at C4y Haw. 121 E Broadway. Lexington. Oklahoma 73051. 


*1.032 
M.034 
* t .033 
*1.034 
•1,035 


Oklahoma ... 


City of Moore. Cleveland County North Fork River ....-. 

(FEMA-5785). 

Stream "A** __........_ 

Stream “B" _ 

Stream "C n __....__ 

Stream "D** _ 

Little River_ ........._ 


Stream "E” _ 

Maps available at City HaH 125 East Main, Moore. Oklahoma 73153. 


Just upstream of Highway 77 ___....... 

Just upstream of SE 34th Street ......._....__ 

Just upstream of East Hdl Drive.... —-----... 

Just downstream of SE 34th Street ...**.-... 

Just upstream of Sooner Drive ....... 

Just downstream of SE 19th Street .. 

Jus! downstream of SE 4th Street .... 

Just downstream of NE 12th Street ___ 

Just upstream of Bryant Avenue ........ 

Just upstream of SE 19th Street ___....__ 

Approximately 100 feet upstream of SE 34th Street . 

Just upstream of SW 19th Street ...... . . 

Just upstream of SW 1st Street ...... 

Just upstream of NE 12 th Street...-. __—_ 

Just downstream of SW 34th Street ____ 


*1.134 

*1.136 

•1.228 

•1.140 

*1.144 

*1.158 

* 1.180 

*1.209 

*1.158 

*1.170 

*1,177 

• 1.220 

• 1,220 

•1,245 

•1,178 


Pennsylvania 


Woff. Township, Lycoming County Muncy Creek 
(Docket No. FEMA-5785). 


Sugar Run 


Grogs Run. 


Laurel Run..... 
Wolf Run__ 


Downstream Corporate Limits ..... 

Confluence of Sugar Run -....... 

T. R. 501 (Extended) ..... . 

State Route 118 (Upstream) _—____ 

U. S. Route 220 (Upstream) ____ 

L R. 41068 (Upstream) .. ... .. 

Upstream Corporate Limits ..-...... 

Confluence with Muncy Creek. ..... 

Private Road (Upstream Side)... ...... 

Slate Route 118 (Upstream Side) ... 

Private Road (Upstream Side)..... ..... 

Upstream Corporate Limits ...-. 

Confluence with Sugar Run ......,... 

State Route it 8 (Upstream Side) ..,..... 

T R. 648 (Upstream Side).....- ........„ 

Corporate Units Upstream .... . ... 

Corporate Limits Downstream ...... 

Corporate Units Upstream .-... 

Corporate Units Downstream..-. ....... 

U S Route 220 (Upstream Side) ............ 

Heidi Gray Road (Upstream Side) ...... 

C. O D. S. approximately 4.100 feet upstream of Heidi Gray Road _ 


Maps available al the Wolf Township Building. Route 405. by appointment, call Mr H Donald Peterman, Secretary of the Township of Woll at (717) 584-3283 


•524 

•546 

•551 

•574 

*597 

•620 

*639 

*546 

*563 

•581 

*613 

*627 

*559 

•574 

*601 

•612 

•655 

*664 

*569 

*604 

*649 

*706 


South Carolina 


Unincorporated areas of Reedy River ... 

Greenville County (FEMA 5785). 


Brush Creek (Tnbutary to Reddy 
River) 

Gilder Creek __. 

Gilder Creek Tributary No. 3 _ 

Gilder Creek Tributary No. 3A . 

Horsepen Creek ____ 

Horsepen Creek Tnbutary _......... 

Big Durbin Creek... ...... 

Big Durbin Creek (Tributary No. 1) 

Maple Creek .... 

Brushy Creek (Tributary to 
Enoree River) 


Just upstream of Conestee Road _,____...__ 

Just downstream of Conestee Dam. ..... 

Just upstream of Conestee Dam .,...... 

Just upstream of Mauidm Road-. ______ 

Just downstream of U S. Highway 29 By-Pass (Criy of Greenville Cor¬ 
porate Units). 

Just upstream of South Carofma Highway 183 ..-. 

Just upstream of South Carolina Highway 250 By-Pass .-... 

Just downstream of Highway 1-85 ..._. 

Just upstream of Chapman Road ...... 

Just upstream of West Fams Road .-........ 

Just upstream of Butler Road.. ........ 

Confluence of Gilder Creek Tnbutary 3A ...... 

Just upstream of Com Road ___ 

Just upstream of Jonesvtile Road ______ . 

Approximately 100 feet downstream of Stokes Road .. 

Just upstream of Corporate Limits (Ponderosa Drive extended) 

Sampit Lane Extended ________ 

Just upstream of South Main Street .-.... 

Approximately 100 feet upstream of Dry Pocket Road ... 

Just upstream of Ridge Road .-....... 

Just upstream of Boiling Spring Road . . ... _—..-.. 

Just upstream of Terramont Road ..... 

Just upstream o! Richbourg Road ... 


*770 

•772 

•810 

*820 

•828 

•941 

•963 

*826 

*838 

•868 

*821 

*830 

*834 

*781 

*820 

•?88 

•804 

•895 

•798 

*818 

•842 

*855 

*891 
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#Oepth in 

, teat above 

Stale Oy /town /county Source of flooding Location ground 

« ^ ‘Elevation 

in feet 
(NGVD) 


Cane Creek ....... Approximately 100 feet upstream of 8ofl*ng Road - *844 

Approximately 100 feet upstream of Brook G»en Road *892 

Cane Creek Tributary . Just upstream of Berry Road .......—..—. *838 

Just downstream of Strange Road ..... *884 

Eixxee River .... Just upstream of Dry Pocket Road —j—- *799 

Just upstream of Dillard Road ....._...—.. *819 

Just upstream of East Main Street .— *845 

Laurel Creek East —...- Just upstream of Rocky Slope Road .... *902 

Woodruff Road Culvert Outlet .._.„.... ‘952 

Laurel Creek Tributary . Just upstream of Ridge Road . *783 

Rocky Creek . ........ Just upstream of Muddy Fork Road .. *866 

Just upstream of Riley Smith Road. ...—...—. *901 


Maps available aL Greenville County Planning Commission Office. Greenville County Courthouse. Greenville. South Carolina 29601 


Vermont 


Montgomery. Town. Franklin 
County (Docket No FEMA- 
5757) 


Trout River ........ Confluence with West Hill 8 rook .....— —- --- . 

Downstream Stale Route 118 .... 

Approximately 150 feet upstream of State Route tie Bridge . 

Downstream of covered bridge (Town Highway No. 42) .~. 

Upstream of covered bridge .—........— - 

Approximately 2,400 feet downstream of Vincent Bridge ......... 

Vincent Bridge. ...-—..—£-- 

Approximately 2.250 feet upstream of Vincent Bodge .—.. 

Approximately 4.850 feet upstream of Vincent Bodge ...... 

Approximately 3,400 feet downstream of confluence with South 
Branch Trout River. 

Approximately 2,600 feet downstream of confluence with South 
Branch Trout River 

Approximately 400 feet downstream of confluence with South Branch 
Trout RiVfjr 

Approximately 550 feet downstream of State Route 1 18 Bndge - 

Oownstream of Slate Rbute 118, Bridge ..... 

Upstream of State Route 118 Bridge .-... 

Approximately 280 feet upstream of State Route 1 18 Bodge .. 

Black Falls Brook. . .. Approximately 160 feet upstream of confluence with Trout River . 

Approximately 820 feet upstream of confluence with Trout River 

Downstream Covered Bridge. ..— . .—... 

Approximately 50 feet upstream of Covered Bridge .—-. 

Approximately 1.400 feet upstream of Covered Bndge -- 


Maps available at the Town Office. Route 118. Montgomery Center. Vermont 


*404 

*465 

*470 

*470 

*475 

*480 

•482 

*484 

*488 

•497 

*500 

•516 

*524 

*526 

•528 

*532 

*466 

*473 

•497 

•500 

*526 


Vermont . . .. Town of Troy. Orleans County 

(FEMA 5723) 


Maps available at the Town Clerk s Office. Troy, Vermont 


Mrssisquoi River 


Jay Branch ... 
Beetle 8 rook 


Downstream Corporate Limits .......... 

1.200 feet upstream of North Troy Oam -- 

Town Highway 12 (Upstream side 600 feet) -_- 

800 feet downstream of Bakers Falls Dam ..... 

Bakers Falls Dam (Upstream side 20 feet) .—.— 

Elm Street (State Route 100) .....—. 

Upstream Corporate Limits .... 

Confluence with Missisquo* River ..... 

2.000 feel upstream of confluence with Mtsstsquoi River.. . 

3.800 feet upstream of confluence with Missi&quoi River - 

100 feet downstream of Town Highway 28 .......... 

80 feet upstream of Town Highway 28 --—....~ 

60 feet upstream of 1st crossing of Town Highway 29 .. 

Upstream of 2nd crossing of Town Highway 29 .-.. 


*517 
*549 
*621 
*693 
*746 
*752 
*754 
'622 
'629 
•641 
•766 
*773 
•781 
*810 


Washington .... Pacific (City) King County. White River ... Intersection of southern corporate limits and centerline of river .. *72 

(FEMA-5785). Approximately 1.500 feet west along East Hussy Road from its inter- *77 

section with Skinner Road 

East Valley Highway crossing over White River —......-.. . *86 

Maps available at City Hall. 100 3rd Avenue S E . Pacific. Washington 


West Virginia 


Unincorporated Areas of Mingo Tug Fork 
County (FEMA-5785) 


Confluence of Lower Burning Creek and Tug Fork ... 

Confluence of Upper Burning Creek and Tug Fork ... .. 

Confluence of Miller Creek and Tug Fork 

Confluence of Turkey Creek and Tug Fork . .. 

Confluence of Lower SpnngTown Branch 


Maps available at County Court Clerk s Office. Mingo County Courthouse. Second Avenue. Williamson. West Virginia 25661. 


*626 

*627 

•646 

•662 

•680 


(National Flood Insurance Act of 1968 (Title XIII of Housing and Urban Development Act of 1968). effective January 28. 1969 (33 FR 17804 . 
November 28. 1968). as amended; (42 U.S.C. 4001-4128); Executive Order 12127. 44 FR 19367; and delegation of authority to Federal Insurance 
Administrator) 

Issued: June 16. 1980. 

Gloria M. Jimenez, 

Federal Insurance Administrator. 

|FR Due 80-20463 Filed 7-9-60. 8 45 nm| • 
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44 CFR Part 64 
(Docket No. FEMA 5648) 

List of Communities Eligible for the 
Sale of Insurance under the National 
Flood Insurance Program 

agency: Federal Insurance 
Administration, FEMA. 
action: Final rule. 

summary: This rule lists communities 
participating in the National Flood 
Insurance Program (NFIP). These 
communities have applied to the 
program and have agreed to enact 
certain flood plain management 
measures. The communities’ 
participation in the program authorizes 
the sale of flood insurance to owners of 
property located in the communities 
listed. 

EFFECTIVE DATES: The date listed in the 
Fifth column of the table. 

ADDRESSES: Flood insurance policies for 
property located in the communities 
listed can be obtained from any licensed 
property insurance agent or broker 
serving the eligible community, or from 

§ 64.6 List of eligible communities. 


the National Flood Insurance Program 
(NFIP) at: P.O. Box 34294, Bethesda, 
Maryland 20034, Phone: (800) 638-6620. 
FOR FURTHER INFORMATION CONTACT: 

Mr. Richard Krimm, National Flood 
Insurance Program, (202) 755-5581 or 
toll-free line 800-424-8872, Room 5270, 
451 Seventh Street. SW.. Washington, 
D.C. 20410. 

SUPPLEMENTARY INFORMATION: The 

National Flood Insurance Program 
(NFIP), enables property owners to 
purchase flood insurance at rates made 
reasonable through a Federal subsidy. In 
return, communities agree to adopt and 
administer local flood plain 
management measures aimed at 
protecting lives and new construction 
from future flooding. Since the 
communities on the attached list have 
recently entered the NFIP, subsidized 
flood insurance in now available for 
property in the community. 

In addition, the Federal Insurance 
Administrator has identified the special 
flood hazard areas in some of these 
communities by publishing a Flood 


Hazard Boundry Map. The date of the 
flood map, if one has been published, is 
indicated in the sixth column of the 
table. In the communities listed where a 
flood map has been published, Section 
102 of the Flood Disaster Protection Act 
of 1973, as amended, requires the 
purchase of flood insurance as a 
condition of Federal or federally related 
financial assistance for acquisition of 
construction of buildings in the special 
flood hazard area shown on the map. 

The Federal Insurance Administrator 
Finds that delayed effective dates would 
be contrary to the public interest. The 
Administrator also finds that notice and 
public procedure under 5 U.S.C. 553(b) 
are impracticable and unnecessary. 

The program Number is 83.100 “Flood 
Insurance”. OMB Circular A-95 
regarding Stats and local clearinghouse 
review is applicable. 

In each entry, a complete chronology 
of effective dates appears for each listed 
community. The entry reads as follows: 

Section 64.6 is amended by adding in 
alphabetical sequence new entries to the 
table. 


State 


County 


Location Community No 


Effective dates of 

authorization/ Special flood 

cancellation of sale hazard area 

of flood insurance identified 

m community 


Arkansas. 

. Craighead. .. 

... Caraway gtly rd n 

050311 A... 

June 18. 1980, 
suspension withdrawn, 
do 

California. 

. Santa Clara. .. 

.—....... Morgan Hill, city of ,.. _ _ 

0603468 

Oo. 

. Sonoma 


_ 0603828 . .. 

do 

Kansas.. 

. Kingman. . 

.. Kingman, city of. 

200183B 

do 

Massachusetts. 

. Essex .. . . . 

.-— _„. Amesbury. town of.. _ 

_ 250075B_ 

_(jp iiiir .. firT[rin 

Do_ 

..— Worcester__ 

. Berlin, town of. 

_ 2502946 


Do. 

.. Bristol 

.. 1111 t 1111 _ Dighton, town of. 

23O052B 

.. 

rfn 

Do- 

do 

----—_Freetown, town of. 

. 2500568 

do 

Do.. 

. Hampshire.. 

. Hatfield, town of...... 

_ 2501648........... 

cjo 4 

Do. 

. Norfolk. 


2502438 

rV, 

Do. 

. Barnstable . 

. Sandwich, town of. 

.. 250012C 

do 

Do_ 

-„-— Middlesex . 

. Sherborn. town ot ... 

2502129 

do 

Do. 


. Sunderland, town of ... .. 

250129B 


Do. 

.... Bristol . 

.. Taunton, city ol 


do* 

Do_ 

- Middlesex. 

. Winchester, town of. 

4JvUvUiJ . ... 

2502288 

do 

Michigan.. 

—-- Washenaw . 


... 260535A.. 

.00 

Do..... 

.... Clinton. 




Minnesota. 



... CUlAMID.„i,H.«m«u 


Do - 

—-- Washington. 

-. St Paul Park, city of. _ 

/ UAoJL/ —-■» -—- 

270514B 

_ 

•• * do . Miim 

New Mexico . 

.. . Quay. . . 

. . San Jon. village of .. 

... 350047A _ 

. do .. . 

New York. 

. Monroe . 

-—— Republic, ctty of . 

-—..— Brighton, town of. .. — 

... 290148B _ 

36041OB 

. do . 

do 

Do~ .. 

— Niagara. 

. Lewiston, town of . 

3805028 


Do . 

. Westchester . 

. New Rochelle city of 

360922R 

do 

Do . 

.. do. . 

..—. Scarsdaie. village of . 

3609328. . 



Jan. 10. 1973 

May 31. 1974 and Doc - 

12. 1975. 

Mar 8. 1974 and Sept. 
26. 1975. 

Feb 15. 1974 and Nov. 
21. 1975. 

June 14, 1974 and Fob. 
11. 1977 

Oct 18.1974 and Jan 
21. 1977. 

Aug 2, 1974 and Sept. 3, 
1976. 

Aug. 2, 1974 and Oct. 8. 
1976. 

Sept 20, 1974 and Aug 
20. 1978. 

Aug 9. 1974 and Sept 

10. 1976. 

Jan 14, 1977 and Mar 
28. 1978. 

May 27. 1977. 

Mar 8. 1974 and Juty 2. 
1976. 

Dec 6, 1974 and Fob. 

11. 1977 

July 19. 1974 and Nov 
19. 1976 
Aug 15. 1975. 

June 17. 1977 

Mar. 29. 1974. June 11, 

1976. and June 10. 

1977. 

Mar 29. 1974 and Mai 
19. 1976 
Nov 22. 1974 
Apr 5. 1974 and May 14. 
1976. 

May 31. 1974 and Aug. 

13. 1976. 

Apr. 12. 1974 and Aug 6. 
1976. 

Dec 28. 1973 and Apr 9. 
197a 

Dec 28. 1973 and Juty 2, 
1976. 
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State 

Cotafty 

Location 

Community No 

Effective dates of 
authorization/ 
cancellation of safe 
of flood insurance 
in community 

Special flood 
hazard area 
identified 



Unincorporated areas_ 

. 370351B 

.do . 

Jan 10,1975 and Oct 






20. 1978. 

Ohio 


WoodvtRe. village of.. 

._ .... 390495B .. 

.do.-. 

Mar 15. 1974 and Nov 






21 . 1975 



LUwauktc. crty of . 

. 4100198 

do. .—. 

.. Apr. 5. 1974 and June 






25. 1976 



MoCamtless township of _ 

_ 421081B... 

mini,—Mill ■mini mi 

SepL 20.1974 8nd June 






4. 1976. 



South Wavorty. borough of 

. 4201768_ 

do. 

. Jan. 9. 1974 and June 






11. 1976 

O? 

Blair 

. Tyrone, township of —. 

. 4213958 

....do- - .... 

Dec 13. 1974 and June 


. .—. .-. 




»f, 1976 


YorV 

Fort Mrfl (own of . 

_... 4501950.... 

...do.- - 

. May 31. 1674 and Apr 




\ 


23. 1976 


Yankton 

. Mission Hill, town of.. 

.. 46G091A.-. 

. .do. 

.. Dec. 13. 1974. 


Coffin 

. Fnsco, city of. 

. 480134A . 

...do. 

_ Jan 24. 1975. 

rv» 


McKinney! city of.-. 

. 4801358. 


.. May 24. 1974 and May 






28. 1976 



Lyndon, town of... 

. 500028A...... 

.do..-.- 


Wlfoahkinlnn 


.. . Castle Rock oty of... 

_ 530277A_ 

m .. do. .. . 

July 16. 1976 

Mir+iinan 



. 260045A . 


... July 301 1976. 


.. Los Angeles . 

_ La Habra Heights. c>ty of ... * . 

. 060701 New _ . 

June 18. 1980. 






emergency 



Crawford 

.. Arma, cdy of.. 

.. .. 200465 . 

do.. 

Mar 26. 1976 

Do ,, 

^ ^ .dO.uj.Ljt.mil. .t.. 

Frontensc dty of . . 

. . 200496.... 

. do .- 

... July 30. 1076 

Mtrrcvv^r i 

SI 1 outs 


. 270709 .. 

- .-..do . 

... Oct. 13, 1978. 


RnllmgM 

. Lutesvitie, cify of .. . . 

... 290031A.. - 

. do .. 

. May 10. 1974 and Oec 






19. 1975. 

ftow York 

Monroe 

. East Rochester, village of _ 

_ 260414A _ 

„ _ do _ 

... Jan 14. 1977 



Manon township of .-.. 

.. . . 420219A.. . - 

. . do . . 

- June 2. 1974 and July 2. 

yty i't! | 





1976 

Mu n 

Kanabec .. 

Grassioo. city of. __....... 

...._ 2702150 . 

June 18. I960, 

Dec 10. 1976 





emergency. June 18. 






1980. regular 


Honda . . .. 

Bakor . .. 

. Macotenny. city of . 

. 120590_ ... 

. June 20. 1980. 

Nov 24. 1978 





emergency. 


Wnchinnian 

Pierce . 

. South Prairie, town of .. 

. 530145. 

June 30. 1980 _ 

... Nov 19. 1978 

TTCI5 i 'Mr^lUM ... 

New York 


Otx town of .. . 

_ 360746 ___ 

.. _....do ___ 

Sept 3. 1976 

Tthnote . . 

CuPyXjO 

.Brussels, village of . , ..—. 

.. 170747 .... 

. do. -- 



Delaware 

. Eaton town of . .... 

. 180052 .. 

. Nov 11.1975. 

Nov. 22. 1974. July 21. 





emergency. June 15. 

1978. Nov 23. 1973. 





1979. regular. June 

and Apr 9. 1976 





15, 1979. suspended. 





June 26, 1960, 




i 


reinstated. 


(National Flood Insurance Act of 1908 (title XUI of the Housing and Urban Development Act of 1968); effective Jan. 28. 1969 (33 FR 17804. 

Nov. 2a 1968). as 

amended (42 U.S.C. 4001-4128): Executive Order 12127. 44 

FR 19367; and delegation of authority to Federal Insurance 

Administrator) 






Issued: June 27, 1980. 





Francis V. Reilly, 






Acting Federal Insurance Administrator. 

• 




(FR Doc. 80-20470 Filed 7-9-80; 6:45 um| 





BILLING CODE 6718-03-M 






44 CFR Part 64 

(Docket No. FEMA S847] 

Suspension of Community Eligibility 
Under the National Flood Insurance 
Program 

AGENCY: Federal Insurance 
Administration, FEMA. 
action: Final rule. 

SUMMARY: This rule lists communities 
where the sale of flood insurance, as 
authorized under the National Flood 
Insurance Program (NF1P), will be 
suspended because of noncompliance 


with the flood plain management 
requirements of the program. 

EFFECTIVE DATES: The third date 
("Susp.") listed in the fifth column. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Richard Krimm, National Flood 
Insurance Program, (202) 755-5581 or 
toll-free line 800-424-8872, Room 5270, 
451 Seventh Street, SW„ Washington. 

DC 20410. 

SUPPLEMENTARY INFORMATION: The 

National Flood Insurance Program 
(NFIP), enables property owners to 
purchase flood insurance at rates made 
reasonable through a Federal subsidy. In 
return, communities agree to adopt and 


administer local flood plain 
management measures aimed at 
protecting lives and new construction 
from future flooding. Section 1315 of the 
National Flood Insurance Act of 1968, as 
amended (42 U.S.C. 4022) prohibits flood 
insurance coverage as authorized under 
the National Flood Insurance Program 
(42 U.S.C. 4001-4128) unless an 
appropriate public body shall have 
adopted adequate flood plain 
management measures with effective 
enforcement measures. The communities 
listed in this notice no longer meet that 
statutory requirement for compliance 
with program regulations (44 CFR Part 
59 et seq.). Accordingly, the 
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communities are suspended on the 
effective date in the fifth column, so that 
as of that date subsidized flood 
insurance is no longer available in the 
community. 

In addition, the Federal Insurance 
Administrator has identified the special 
flood hazard areas in these communities 
by publishing a Flood Hazard Boundary 
Map. The date of the flood map, if one 
has been published, is indicated in the 
sixth column of the table. Section 202(a) 
of the Flood Disaster Protection Act of 
1973 (Pub. L. 93-234), as amended, 
provides that no direct Federal financial 
assistance (except assistance pursuant 
to the Disaster Relief Act of 1974 not in 

§ 64.6 Ust off suspended communities. 


connection with a flood) may legally be 
provided for construction or acquisition 
of buildings in the identified special 
flood hazard area of communities not 
participating in the NFIP, with respect to 
which a year has elasped since 
identification of the community as 
having flood prone areas, as shown on 
the Office of Federal Insurance and 
Hazard Mitigation’s initial flood 
insurance map of the community. This 
prohibition against certain types of 
Federal assistance becomes effective for 
the communities listed on the date 
shown in the last column. 

The Federal Insurance Administrator 
finds that delayed effective dates would 


be contrary to the public interest. The 
Administrator also finds that notice and 
public procedure under 5 U.S.C. 553(b) 
are impracticable and unnecessary. 

In each entry, a complete chronology 
of effective dates appears for each listed 
community. 

Program number flood insurance 83.100 

OMB circular A-95 regarding 
State and local clearinghouse review is 
applicable. 

Section 64.6 is amended by adding in 
alphabetical sequence new entries to the 
table. 


State 


County 


Location 


Effective dates of authorization/ Special flood 
Community No. cancellation of sale of flood insurance hazard area 
In community identified 


Arizona.. 


Arkansas 

Do... 


Maricopa 
Benton __ 


Do.. 

Do.. 


Monroe. . 

Washington . 

Scott .. 


California_ 

Connecticut... 


Do. 


Flonda . 


Santa Clara 

Hartford. 

Middlesex .. 

. .do .. 

Bay — 


Georgia.. 


- Gwmett. 

.- Cook 


Do. 

Do.. 

Do 


do « 


Henry - 

Lake 

Madison 



Los Aitos. city ol.... 06034 IB__ 

Berfm. town of ........ 0900229.. 

Chester, town of.... 090060B_ 

Essex, town of _.._ 090065B.. 


Callaway, city of.. 


120005B . 


—. SnettvrUe, city of., ...—... 130102A... . 

Country Club Hills, city of . 170078C ...._ 

Dolton, village of -...-;_ 170083C _ 

— Green Rock, city of .... 170285C _...... 

j 

~~ Lincolnshire, village of ... 1703788 __ 


Madison, city Of—.... 1704468.. 


Do_ 

... do.... 

. .. Palos Park village of 

170144B 


Do.:. 

.do .. , 

...... ... Park Forest, village of 

1701450 


Do _.... 

. Cook and Will .... 

—... Park Forest South, village of . 

_ 170708A . 




. Pontoon Beach, village of 

170447A 


Do. 

. Cook. 

. Slone Park, village of.‘. . 

- 170165B. 



May 16. 1975, emergency. July 16. 
1980. regular, July 16. 1980, sus¬ 
pended. 

Jan. 3. 1975. emergency. July 16. 
1980. regular. Jufy 16. I960, sus¬ 
pended. 

June 25. 1973. emergency. Juty 16. 
1980. regular. Juty 16. 1980, sus¬ 
pended. 

Apr 28, 1976, emergency, Jufy 16. 
1980. regular. Jufy 16. 1980. sus¬ 
pended 

May 28, 1975, emergency. Juty 16. 
1980. regular. July 16. i960, sus¬ 
pended 

Sept 6. 1974. emergency. Juty l£ 
1980. regular. July 16. 1980. sus¬ 
pended 

Jan. 14. 1975. emergency, July 16, 
1980. regular. July 16, i960, sus¬ 
pended. 

Jan. 12, 1973. emergency, July 16. 
1980, regular. Juty 16, 1980. sus¬ 
pended. 

Feb 9. 1973. emergency. Juty 16. 
1980. regular, Jufy 16. 1980. sus¬ 
pended. 

Jan. 13, 1975, emergency. Juty 16. 
1980. regular. July 16. 1980. sus¬ 
pended. 

June 17, 1975. emergency. July 16. 
1980. regular. July 16. 1980. sus¬ 
pended 

Dec 10, 1974, emergency. July 18, 
1980. regular. Juty 16. 1980. sus¬ 
pended. 

Dec 18, 1974. emergency. July 18. 
1980, regular, July 16. I960, sus¬ 
pended 

July 22. 1975, emergency. July 16. 
1980. regular. Jufy 16. 1980. sus¬ 
pended. 

Jan. 26, 1973. emergency. Juty 16, 
1960, regular. July 16. 1980. sus¬ 
pended. 

May 28. 1974. emergency. July 18. 
1980. regular. July 16, 1980, sus¬ 
pended 

Jufy 27. 1973. emergency. July 16. 
1980. regular. July 16. 1980. sus- 


emergency. July 16, 
July 16. 1980, sus- 


Jufy 16. 
980. sus- 

Juty 16, 
960. sus- 

Jufy 16, 
980. 8U8* 

Jufy 16, 
980. sus- 


. Jan. 14. 1975. 
1980, regular, 
pended. 

Jan. 12, 1973. 
1980. regular, 
pended. 

Sept 24. 1974, 
1980. regular, 
pended. 

Sept. 5. 1075, 
1980. regular, 
pended 
Apr 28. 1975. 
1980. regular. 


July 16. 

emergency 
Jufy 16. 

emergency 
July 16. 

emergency 
July 16. 


May 24. 1977 
Jan. 17.1978 

May 10. 1974 
Feb. 27. 1976 

Dec 28. 1973 


Apr 25, 1975 


Apr 5. 1974 
Dec. 10. 1976 

June 7. 1974 
Sept 24. 1976 

Aug 16. 1974 
Apr. 8. 1977 

Sept 7. 1973 
Nov. 5. 1976 

Oct. 26. 1973 
Aug. 20. 1976 

Aug 9. 1974 
Oct. 15. 1976 

Mar. 19, 1976 


Apr 5. 1974 
Feb 14. 1975 
Apr 9. 1976 
Mar 22. 1974 
Apr 2. 1976 
May 12. 1978 
Jan. 18. 1974 
May 28. 1976 
Mar. 11. 1977 
Nov 9. 1973 
Nov 19. 1976 

Nov. 23. 1973 
Aug 27. 1976 

Mar 22. 1974 
Mar 19. 1976 
July 7, 1978 
Mar 15. 1974 
June 4, 1976 

Apr 12. 1974 
Nov 28. 1975 
Mar 31. 1978 
Sepl 19. 1975 


Nov 22. 1974 


Mar 22. 1974 
Sept. 12, 1975 


Date ' 


Juty 16. 1980 

Do. 

Do 

Do. 

Da 

Do. 

Do 

Do 

Do. 

Do. 

Do. 

Do. 


Do. 


Do. 

Da 

Da 

Do. 

Do 

Da 

Oo 

Do. 

Do. 
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State 

County 

Location 

Effective dales of authortza«on7 
Community No. cancellation of sale of flood insurance 

In community 

Special flood 
hazard area 
identified 

Date' 


Louisiana. 

Do- 

Do- 


Caddo___ Oil City, town of- 

Si Martin... Partis, village ol.—- 


2202628. 

2201900 


^ June 20. 1974, emergency 
I960, regular, July 16. 


Macfcson.. 


Oxford. 


Richmond, village of - 
Fryoburg. town of_ 


220I25A. 


_ May 8. t973, emergency 
1980, regular. July 16. 
pended 

_ Sept 3. 1974. emergency 
1980. regular. July 16. 

pended 

2300930 __ Apr. 7, 1975. emergency 

1960. regular. July 16. 


ht*g&n . 

.Oakland.... . 


-- 2601710_ 

Oo 

. . Macomb. . 

... Mount Ciomens. city of. 

.. 2601240_ ._ 

Oo ___ 

, ,, r . . d0—~~.. 

Shelby, townshf> of. __ 

_ 2601268 ..«... 

Do... 

.. Berrien ........... 

.... St Joseph, township of. 

. 26C045A. 


... Washtenaw.. 

.... Ypstfanft. city of_ 

_ 2602168.. 



Ham Lake, city of. 

2706748. 

Oo. 

.. Dakota and Washington 

Hastings, city of. 

270105T 

Do. 

.. Jackson.... . .. 

Jackson, city of.- 

. 270? 13D 

Od_ 

...... Todd.. .. 

Long Prame. aty of 

. 2704798.. 


Dec IS. 1972. emergency 
1960. regular. July 16. 


Apr. 5. 1973. emergency 
1900. regular. July Id 


Mar. 9. 1973. emergency 
1980. regular. July Id 
pended. 

Feb 24, 1975. emergent 
1980. regular. Jufy 16. 
pended. 

May 8. 1975. emergency, 
1980. regular. July 16. 


1980. regular. July 16. 
pended 

Mar. 9. 1973. emergency 
1980. regular. July 16. 


Do 


Do 


Do 


Dakota... 


..do.. 


Randolph, city of ..... 

Rosemounl city Of - 

Sobieski, city of - 


2701129. 

2701138 . 

2703048.. 


Mar. 17. 1972. emergency 
1980. reguiar. Jdty 16. 
pended 


1980. reguiar. July 18, 
pended. 

June 5. 1975, emergency 
1980. regular. July 16. 
pended 

Aug 14. 1975, emergency 
1980. regular. July 16. 
pended 

July 2. 1974. emergency 
1980, regular. July 16. 


Missouri. 

. Greene... 

. Ash Grove, city of ... 

. 290751A. 

Do 

. Shannon. .. 

. Birch Tree, city of... 

. 2904178..™ 

Do 

. Stone. 

Crane, 6ty of ..................... 

.. 2904300. 

Now York ___ 

. Steuben.- 

_. Homeflsvifle. town of ......... 

_ 3607778 __ 

North Carolina. 

Buncombe .- .. 

AshevtAe. city of . 

. 370032A... 

North Dakota_ 

... Cass... 

. Noble, township of.. 

__ 380268A. 

Do. .. 

.. rtn .. 

_ . Wiser, township of __ 

„ 380267A __ 

Oklahoma.. 

.. Osage. .- 

__AvanL town of_ 

.. 4001478.. 

Oo. 

.. .do. 

Bam sd ail. city of. 

. 4001488.. 

Do . 

_ .. McCurtain 

. tdabei. city of. 

__anoiQRn __ 

Do 

... .. Osage . .. 

Pawhuska. city of.. 

, , , ,,, 4001528__ 

Oo. 

Tulsa and Osaoe 

. - Skiatook. town of. 

400212C . 


May 20. 1976. emergency 
1980, regular. July 16. 
pended 

May 29. 1975. emergency 
1980, regular. July 18. 
pended. 

Nov 9. 1978. emergency 
1980, regular. July 16, 
pended 


1980. regular. July 16, 
pended. 

.... June 30. 1976, emergency. July 16. 
1980, regular. July 16. 


1980, regular. July 16. 
pended 

July 17, 1978. emergency 
1960. regular, July 16. 
pended. 

July 7. 1975. emergency 
1980, regular, July Id 


Jufy 3. 1975, emergency 
1980. regular, July 16. 
pended. 

Aug. 15. 1975. emergency 
1980. regular. July 16, 
pended. 

May 6. 1975. emergency 
1980. regular. July 16. 
pended 

Jufy 2, 1974, emergency 
1980. regular. July 16, 
pended 


July 16. 
980. sus- 

Dec 27. 1974 
Oct 3. 1975 

Do 

Jufy 18. 
900. StiS- 

Jan. 23, 1974 
Dec 5. 1975 

Oa 

July id 
980. sus- 

Oct 1.1976 

Oo 

July 16. 
980. sus 

Aug. 2.1975 
Oct 29. 1978 

Oo 

JW id 
980. sus- 

Oct 12.1973 
June 4. 1976 

Da 

Jufy 16. 
980. aus- 

Oct 5. 1973 
Mar 5. 1976 

• Oo 

JtAy 10. 
980, sus- 

May 31. 1974 
Mar 18. 1977 

Do 

Jufy 16. 
980. sus- 

July 30. 1976 

Do 

July 16. 
980. sus 

June 14. 1974 
June 11, 1978 

Oo 

July id 
980. sus- 

Aug 15. 1975 
May 28. 1978 

Do 

Jufy 16. 
980, Sus 

Nov 18. 1973 
June 11. 1970 
Apr. 15. 1977 

Do 

July id 
980. sus 

Oct 26. 1973 
May 28. 1976 
Dec 31. 1970 
Mar 18. 1977 

Oo. 

July 16. 
980. sus 

Apr 12. 1974 
Aug 6. 1978 

Do 

July 16. 
980. sus- 

July 19. 1974 
Oct 31. 1975 

Do 

Juty 16. 
980. sus- 

June 7. 1974 
Nov 14. 1975 

Do 

July 16. 
980. sus 

Aug 16. 1974 
June 11. 1976 

Do. 

July 18. 
980. sus 

Apr 25. 1975 

• Do 

July 16. 
960 sus 

Mar 15. 1974 
Nov 21. 1975 

Do 

July Id 

June 7. 1974 

Do 

980. sus- 

Od 3. 1975 


Jufy id 
980. sus- 

June 28. 1974 
Apr 15, 1977 

Do 

July Id 
980. 8us- 

Apr 2. 1976 

Do 

July 16. 
980. sus- 

-- - 

Do 

July 16, 
980. sus- 

- . - 

Do 

Juty 16. 
980. sus- 

Sept 13.1974 
Jan 9. 1978 

Do. 

Jufy 16. 
980. sus- 

Oec. 17. 1973 
Mar 9. 1976 

Do. 

July Id 
980. sus- 

Jan 23. 1974 
Jan 17. 1978 

Do 

Jufy Id 
980. sus- 

Mar 15. 1974 
Nov. 26. 1976 

Do 

July Id 
900. sus- 

June 7. 1974 
Aug. 9. 1977 

Do 
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State 

County 

Location 

Effective dates of authorization/ 
Community No. cancellation of sale of flood insurance 

Special Hood 
hazard area 

Date • 




In community 

identified 



0O_ 

Do 


Pottawatomie.. 

Oklahoma- 


Do. 


Seminole.. 


PennsYuh/artfa.. _ Luzerne 


Tecumseh. city ot..._ 
The village, city of. 


400179B_ 

400420A.. 


Feb. 10. 1975. emergency. July 16. 
1980, regular. July 16. 1980, sus- 


Juty 16, 
980. sus- 


Wewoka. city of_ 400193B.. 

Conyngham. borough ot 420992B.. 


Do....... 

. Northampton 

. Forks, township of 

4219308 

Do. 

. Erie. 

. McKean, township of 

• JJVW MWMMMMMIt 

422623B, .. , 


.. Bradford.. 


420170A. 

Do. 

. Allegheny.. 

.. Springdale, borough of.— . 

4212828 


do 

. .. Springdale township ot 

4200748 

South Carolina... 

.— Orangeburg-. 

.. .. Bowman town of 

450161B...._........ 

Do-. . 

.. do 

. Orangeburg city of 

4601648 

Texas- -- 

. Tarrant. 

. Blue Mound city of 

480567B.. 


do. 

.. Pantego. town of 

481116A 

Do.. 

Rockwaii 

Roy so City city of 

4805483 — 

Vermont.. 

. Orleans . 

___ North Troy, village of -. 

500087B 

Washington. 

.. Thurston. 

. Lacey. Dty of. 

5301906 

Wisconsin-.... 


- Theresa, vitlaoe of.. _. 

5501068 . 


Mar 11, 1975, emergency 
1980. regular. July 16. 
pended. 

Mar 6, 1975. emergency 
I960, regular. July 16. 
pended. 

Aug 24. 1973, emergency 
1980. regular. July 16. 
pended. 

Sept. 19. 1975. emergency 
1980. regular. July 16. 
pended 

Apr. 2, 1975. emergency 
1980. regular. July 16. 
pended. 

Apr 5, 1973, emergency 
1980. regular. July 16 
pended 

Oct. 30. 1974. emergenc 
1980. regular. July 16. 
pended. 

Dec 5, 1974. emergency 
1980. regular. July 16. 
pended. 

June 27. 1975. emergent 
1980, regular. July 16. 
pended 

Feb. 28. 1975, emergency 
1980. regular. July 16. 
pended 

July 3. 1975, emergency 
1980. regular. July 16. 
pended. 

Apr 15. 1975. emergency 
1980. regular. July 16. 
pended. 

July 3. 1975, emergency 
1980. regular. July 16. 
pended. 

Jan. 29. 1976, emergency 
1980, regular, July 16. 
pended. 

May 7, 1975, emergency 
1975. regular. July 16. 
pended 

Aug 21, 1975, emergency 
1980, regular. July 16. 1980. sus¬ 
pended. 


July 16. 
980. sus- 

Juty 16. 


July 16. 
980. bus- 

July 16. 
980. sus- 

Juiy 16. 
380 sus- 

July 16. 
980. sus- 

July 16. 
980. sus- 

Jufy 16. 
980. sus* 

July 16. 
980, sus- 

July 16. 
980. sus- 

July 16. 
980. sus- 

July 16. 
980 sus- 

July 16. 
980. sus- 

July 16. 
980. SuS- 

July 16. 


July 19. 1974 

Nov. 12. 1976 

Do. 

Oci 29. 1976 

Do 

June 14, 1974 

May 14. 1978 

Do 

May 10. 1974 

Oct 22. 1976 

Do 

Nov 8. 1974 

Jan 23. 1976 

Do 

Mar 9. 1979 

Do. 

May 3. 1974 

Do 

Feb 8. 1974 

July 16. 1978 

Do 

May 24. 1974 

May 14. 1976 

Do 

May 31. 1974 

Apr 23. 1976 

Do. 

June 28. 1974 

Sept. 26. 1975 

Do 

Dec 17,1973 

Apr 23. 1976 

Do 

Aug 13. 1976 

Do 

June 28. 1974 

June 25. 1976 

Do 

Aug 2. 1974 

Nov. 5. 1976 

Do 

June 28. 1974 

Oct 3, 1975 

Do 

Dec 7. 1973 

Jan 2, 1976 

Do 


’Date certain Federal assistance no longer available in special Hood hazard area. 

(National Flood Insurance Act of 1968 (title XIII of the Housing and Urban Development Act of 1968): effective Jan. 28. 1969 ( 33 FR 17804. 
Nov. 28, 1968). as amended (42 U.S.C. 4001-4128); Executive Order 12127. 44 FR 19367; and delegation of authority to Federal Insurance 
Administrator) 

Issued: June 27, 1980. 

Francis V. Reilly. 

Acting Federal Insuraitce Administrator. 

|FR Doc. 80-jmra Filed 7-9-80; 8:45 dm| 

BILLING COOE 6718-03-M 


44 CFR Part 64 

(Docket No. FEMA 5846J 

List of Communities Eligible for the 
Sale of Insurance Under the National 
Flood Insurance Program 

agency: Federal Insurance 
Administration, FEMA. 
action: Final rule. 

summary: This rule lists communities 
participating in the National Flood 
Insurance Program (NFIP). These 


communities have applied to the 
program and have agreed to enact 
certain flood plain management 
measures. The communities’ 
participation in the program authorizes 
the sale of flood insurance to owners of 
property located in the communities 
listed. 

EFFECTIVE dates: The date listed in the 
fifth column of the table. 
addresses: Flood insurance policies for 
property located in the communities 
listed can be obtained from any licensed 


property insurance agent or broker 
serving the eligible community, or from 
the National Flood Insurance Program 
(NFIP) at: P.O. Box 34294, Bethesda, 
Maryland 20034, Phone: (800) 638-6620. 
FOR FURTHER INFORMATION CONTACT: 
Mr. Richard Krimm, National Flood 
Insurance Program, (202) 755-5581 or 
toll-free line 800-424-8872. Room 5270. 
451 Seventh Street, SW., Washington, 
DC 20410. 

SUPPLEMENTARY INFORMATION: The 

National Flood Insurance Program 







































































46400 


Federal Register / Vol. 45. No. 134 / Thursday. July 10, 1980 / Rules and Regulations 


(NFIP), enables property owners to 
purchase flood insurance at rates made 
reasonable through a Federal subsidy. In 
return, communities agree to adopt and 
administer local flood plain 
management measures aimed at 
protecting lives and new construction 
from future flooding. Since the 
communities on the attached list have 
recently entered the NFIP, subsidized 
flood insurance is now available for 
property in the community. 

In addition, the Federal Insurance 
Administrator has identified the special 
flood hazard areas in some of these 

§ 64.6 List of eligible communities. 


communities by publishing a Flood 
Hazard Boundary Map. The date of the 
flood map. if one has been published, is 
indicated in the sixth column of the 
table. In the communities listed where a 
flood map has been published. Section 
102 of the Flood Disaster Protection Act 
of 1973, as amended, requires the 
purchase of flood insurance as a 
condition of Federal or federally related 
financial assistance for acquisition or 
construction of buildings in the special 
flood hazard area shown on the map. 

The Federal Insurance Administrator 
finds that delayed effective dates would 


be contrary to the public interest. The 
Administrator also finds that notice and 
public procedure under 5 U.S.C. 553(b) 
are impracticable and unnecessary. 

OMB circular A-95 regarding state 
and local clearinghouse review is 
applicable. 

In each entry, a complete chronology 
of effective dates appears for each listed 
community. The entry reads as follows: 

Section 64.6 is amended by adding in 
alphabetical sequence new entries to the 
table. 


County Stale 


Location 


EHective dates ol 

Commonrty No authorization/ Special flood 

cancellation ol sale hazard area 

of Hood insurance identified 

hi community 


Arkansas_ __—_ Union .~... 


California . 


Orange . 


Do _~ 

Colorado _—,— 

Oo - 

Connecticut —- 

Florida _.... 

Illinois .... 

DO: - 


Glenn .-..-.. 

Summit ..~. 

Weld ...—.... 

Tolland ....... 

Putnam ..— 

St Clair 

Cook . 


Do _ Lake .. 

Do ........ Tazewell ~.. 

Do ___u.. Cook .... 

Indiana .... Lake,. .. 


Huttig. town of .~.-....... 0502088 -. 

Anaheim, city of .-.. 0602138 

Willows. c»ty ol —...- 0600598 ...- 

Breckenndge. town of .....— —.- 080172B. 

Eaton, town of .....—.. 080180S ... 

Coventry, town of ____,_ 090110C . 

Palaika. City of . 120273B 

Atorton. village ol .... 170617B .-. 

Dtxmoor. village of — ... 1700820 . 


June 4. 1980 suspension 
withdrawn 

.do--—- 

. do _-- 

do —- 

do __—- 

do .. 

_ do —.—— 

do ---- 


Grayaiake. village of 

. 170363C—. 

do —--- 

North Pekin, village of. 

___ 170653B 

do .- 

Westchester village ol 

_ 170170B 

...do.- 

East Chicago, city of ... 

... 180130C 

.do.-—-- 


May 24. 1974 and Oct 

17. 1975. 

July 26. 1974 and Apr 
16. 1976. 

July 26. 1974 and Oct 3. 

1975. 

May 24. 1974 and June 
4. 1976. 

May 10. 1974 and Feb 
27. 1976 

Aug. 9. 1974 and Feb 
27. 1976 

July 19. 1974 and Apr 9. 
1976 

Apr. 5, 1974 and June 

18. 1976. 

Apr 5. 1974. Jan 16. 
1976 and Mar 17. 

1978. 

Apr. 5. 1974 and Feb 27 
1976 

Mar 8 . 1974 and Oct 24. 

1975 

Sept 7. 1973 and Apr 2. 

1976. 

Apr 12. 1974. Apr 9. 

1976 and April 15. 

1977. 


Oo , Porter Porter, town Of 1802088 do Dec. 28. 1973 and Mar 

19. 1976 

Oo .— J, Vigo _ __ Unincorporated areas .. 180263A — do ... . Jan. 3. 1975 and June 

23. 1978 


towa . .. 

. Sac . 


Lake View, oty of - _... 

_ ; 190503A 

— do . 

. July 23. 1976 

Kentucky 

... He) son 


Bioomfietd. ©tv of. 

. 210179A. . 

do. 

. May 10. 1974 

Louisiana . 

. Fa* 1 Feliciana 


Jackson, town of . .. 

. 220333A 

.....do . 

Jan 10. 1975 

Maine . 

Kennebec . 


Chelsea town of . 

230234A 

do...—, 

... Feb 21. 1975 

Massachusetts .. ... 

Middlesex 


Chelmsford, town ol . 

250188B 

do 

Oct. 25. 1974 and Oct 8 . 







1976 

Do _ 

.—_ Franklin .-. 


Conway, town of . 


do 

Aug 2. 1974 and Dec 







24. 1976 

Oo- - 

... Essex .. 


Georgetown, town of— . 

.. 25008IB 

do 

July 26. 1974 and Dec J. 







1976 

Oo 4_u™. 

. Plymouth 


Lakeville, town o» —.. 

.—_ 25027IB . 

do 

.—_ Sept 6 . 1974 and Aug 


20. 1976 


Oo 


Worcester -.—.. . Shrewsbury, town of 


Do 


Essex 


Topstieid. town of 


Michigan 


Oakland 


Bnmmgham, city of. 


Minnesota . . Lac Out Parle 

Mississippi .-....—_— Panola .—.—-- 

Missoun .... Platte ...—— 

Montana .... Lewis and Clark ........ 

New Hampshire .. Grafton...'.- .. 

New Jersey ___ Union .—.— 

Oo ....- Middlesex ..-. 


Casco, township ol -- 

Unincorporated areas. 

Do--- 

Edgerton. city of... 

Kennett. city of_—_ 

East Helena, city of—. 

Lebanon, city of ...._ 

Roselle Park, borough of. 
South River, borough of. .. 


2503328 do Sept. 6. 1974 and Nov 5. 

1976. 

250106B do Sept 13. 1974 and July 

23. 1976. 

260168B do Apr 6. 1973 and Ju 18. 

1976. 

260004A do Nov 29. 1974 

270239B do Feb 10. 1978 

2801258 . do Nov 25. 1977 

290291A .. do Oec. 20. 1974. 

290129B do .. -. Mar 29. 1974 and Nov 

14. 1975 

300039A . do _ Apr 5. 1974 

330061A .. .. do- __ Sept 20. 1974. 

340473B . —. do .—. Apr. 22. 1977. 

340280B _ do __ Apr. 5. 1974 and Mar 5. 

1976 
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State 


Effective dates ol 
authorization/ 

Special Hood 


County 

Location 

Community No. 

cancellation of sale 
of Hood insurance 
in commuruty 

hazard area 
identified 

. Bergen. 


.... Wellington borough ol 

. 340079B.__ 

.do- , ,,, . 

Ju 14. 1974 and Ju 4. 
1976 

Feb 1 . 1974 

May 3. 1974 andOci 17. 

....... .......... Albany. 


.. Green Island, village of.—.. 

.. 36009B.^... 

.do . 


.. 

__ .... Mount Pleasant town of. 

May 3. 1974 and 

.do.. 


Do. 


New York .. 
Do — 


Do 

Do.. 


Broome. 

Niagara... 


... Sanford, town of 
... Youngstown, village 


Oct 17, 

1975360919B 
360054B —.. 

360515B _ 


-do.- 


...cto..., 


1975 

- July 26. 1974 and Jan. 2. 

1976. 

.- Mar 1, 1974 and July 23. 

1976 


North Carolina. 

Guillord . 

. Unincorporated areas.. .. 

37011 IB.. 

.. ..do. 

Ohio. 

Lucas. 

.. Ottawa Hills, village of .. 

390362B__.... 

.do. .. 


do . 

. Toledo, city ol. 

395373A. 

»fcv 

Pennsylvania . 

Northampton. 

. Bethlehem, township of .... 

420980B. 

.do..... 


Lancaster.„. 

... Conoy. township of. 

490545R 11 „ 

_do..... 

South Carolina. . 

Abbeville. 

. Abbeville, city of ..... 

4500018_ 

.do 

Soul Dakota. 

Moody. 

. Trent, town of ... ITn „ 

460063B.. 

......do. . 

Texas... 

Wharton. 


480653B . 

. do 


Tarrant . . 

... „ ... Fori Worth, city of .. 

480596A... 

....do 

Qq . 

Harris.. 


480313B. 

rtfl . ... 

Do . 

Collin. 

. Wylie, city of. 

480759A.... 

..do 

Utah. 

Grand . 


490072C. 

do 

Vermont.. 

Caledonia. 


500025B.. 

do... ........... 

Washington .. . . 

Kme._ 


530282A... 

do 

Do. 

Thurston. 

... Tentno, town ot .. 

530302A. 

.do... 

Wisconsin .. 

Jefferson and Dane .. .. 

. Cambridge village of ... 

550080B..... 

„ do 

Pennsylvania. 

Lycoming r,,.. 

.... Limestone, township of 

422588 . 

June 5. 1980. 
emergency. 

, w .,do.. 

South Dakota . 

Edmunds. 

... Ipswich, city of ..„.. 

4601848.. 

Oklahoma 

Texas...«... 

...... Goodweit town of 

400363A_ 

June 6 . 1960. 

Texas.. 




emergency. 

Hill. ... 


480350.. 

June 11. 1960, 
emergency 

Jan 7. 1975. 
emergency. May 1. 
1980. regular. May 1 . 
1980,suspended. 

June 11. 1980. 
remsiated 

June 9. 1980. 

emergency 

June 12 . 1980. 
emergency 
do 

Anzone.—... 

GHa. 

.. Globe, oly ol 

040029B. .. 

Missouri.. 

Lincoln. 

. Unincororated areas 

290869 . 

421610A.... 

Pennsylvania . 

Elk 

.. Horton, township of 

Do. 

Butler. 


422357 

Illinois —.-...... . 

McHenry.— 

... Fox River, village of 

170477B 

Apr 17. 1973. 
emergency. June 4 . 

- ' 




Do. « _ 

Lake . 

... Round Lake Park, village ol ___ 

1703918_ __ 

1980. regular. June 4. 
1980. suspended. 

June 12. 1980. 
reinstated. 

July 21. 1975. 


emergency. June 4. 
1980. regular, June 4. 
1980.suspended. 
June 12, 1980. 
reinstated 


Jan 17. 1975 and June 

23. 1978 

Nov 9 1973 and June 4. 
1976. 

Oct 8 . 1976 

June 14. 1974 and Sopl 

24. 1976 

Oct 12. 1973 and Aug 

13. 1976 

May 31, 1974 and June 
18. 1976 
Dec 6 , 1974 
June 7. 1974 and May 

14, 1976 

June 28. 1974 and Dec 
3. 1976 
Nov 12, 1976 
June 21. 1974 and Dec 
26. 1975 

June 7, 1974 and Dec 3. 
1976 

Aug 20. 1976 
June 27. 1975. 

Dec 17. 1973 and May 
14, 1976 
Jan 24. 1975 

Nov 5. 1976 and Sopl 6 . 
1978 

Mar 25. 1977 

Nov 1. 1974 

May 24. 1974 and Nov 
21. 1975 


Sept 13.1974 and Aug 
6 . 1976 
Dec 27. 1974 
Apr 5. 1974 and Jan 30, 
1976 


Mar 29, 1974 and Oct 
24 1975 


(National Flood Insurance Act of 1968 (title XIII of the Housing and Urban Development Act of 1968); effective Jan. 28. 1969 (33 F.R. 17804, 
Nov. 28,. 1968), as amended (42 US.C. 4001—4128); Executive Order 12127, 44 FR 19367; and delegation of authority to Federal Insurance 
Administrator, 44 FR 20983) (Domestic Assistance Catalog Number “Flood Insurance 83100) 

Issued: (une 23.1980. 

Gloria M. Jimenez 

Federal Insurance Administrator. 

IKK Doc 80-20408 Filed 7-9-81* 8:45 um| 

BILLING CODE 6718-03-M 


44 CFR Part 67 

National Flood Insurance Program; 
Final Flood Elevation Determinations 

agency: Federal Insurance 


Administration, FEMA. 
action: Final rule. 

summary: Final base (100-year) flood 
elevations are listed below for selected 
locations in the nation. 


These base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required either to adopt or 
show evidence of being already in effect 
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in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 
effective date: The date of issuance 
of the Flood Insurance Rate Map 
(FIRM), showing base (100-year) flood 
elevations, for the community. 
addresses: See table below. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert G. Chappell, National Flood 
Insurance Program, (202) 426-1460 or 
Toll Free Line (800) 424-8872 (In Alaska 
and Hawaii, call Toil Free Line (800) 


424-9080), Room 5150. 451 Seventh 
Street, SW. Washington, D.C. 20410. 
SUPPLEMENTARY INFORMATION: The 
Federal Insurance Administrator gives 
notice of the Final determination of flood 
elevation for each community listed. 

This Final rule is issued in accordance 
with section 110 of the Flood Disaster 
Protection Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448). 42 U.S.C. 4001- 
4128, and 44 CFR Part 67). An 
opportunity for the community or 


individuals to appeal this determination 
to or through the community for a period 
of ninety (90) days has been provided, 
and the Administrator has resolved the 
appeals presented by the community. 

The Administrator has developed 
criteria for flood plain management in 
flood-prone areas in accordance with 44 
CFR Part 60. 

Program number flood insurance 83.100 

The final base (100-year) flood 
elevations for selected locations are: 


Final Base ( 100-Year) Flood Elevations 


# Depth in 
feel above 

State City (town i county Source of Hooding Location ground 

•Elevation 

% In feet 

(NGVD) 


Manors 


(C). McHenry McHenry County Fo* River 
(Docket No FEMA-5702) 

Boone Creek- 


Lakeland-Park Drainage Ditch 


At the downstream corporate limit . 

At the upstream corporate limit..——— ~—.— . 

Approximately 400 feet downstream of Elm Avenue 

Approximately 80 feet upstream of Mill Stream Drive , r --- ... 

About 65 feet upstream of North Drive...~.. 

About 100 feet downstream of Chicago and North Westoro Railroad 

Just downstream of State Route 120 —.—. 

Approximately 100 leet upstream of State Route 120.. 

Approximately 1.700 fee! upstream of State Route 120.-. 

Approximately 225 feet downstream of Oakwood Drive 

Approximately 350 feet downstream of Dam ....—. 

About 100 feet upstream of Dam ...- 

About 2,000 feet upstream of Dam .... 

Mouth at Boone Creek .. ...~—. 

At private Farm Road ... 

Approximately 1.300 feel upstream of Chicago and North Western 
Railroad 


•740 

•740 

•740 

•743 

•745 

•749 

*751 

*753 

•755 

•760 

•762 

•767 

•770 

•744 

*744 

•747 


Maps available at the City Clerk s Office. City Hall, till North Green Street. McHenry. Illinois 60050 


North Dakota... Linton (City). Emmons County. 

FI-4768 


Maps available at Oty Hall. P O. Box 57. Linton. North Dakota 


8eaver Creek .. Gravel Road— 100 feet upstream from centerline -- 

Country Club Crossing—100 feet upstream from centerline 

Field Road—50 feet upstream from centerline —. 

U S. Highway 83—100 feet upstream from centerline.—. 

Chicago. Milwaukee. St Paul and Pacific Railroad—80 feet upstream 
from centerline. 

Spring Creek ... Sampson Avenue—50 feet upstream from centerline 

Pnvate Bridge—40 leet upstream from centerline .—. 

Schley Avenue—70 (eet upstream from centerline .~~. 

Gravel Road—100 feet upstream from centerline.—. 

U S. Highway 83—100 feet upstream from centerline... 

Burlington Northern Railroad-100 fee! upstream frqm centerline- 

Spnng Creek Overflow .. U S Highway 83—30 feet upstream from centerline .- 

Burlington Northern Railroad—70 feet upstream from centerline 
Easl Wesl Highway—40 leet upstream from centerline 


•1.701 

•1703 

*1,707 

•1.709 

•1.713 

•1.704 

•1.706 

•1,707 

•1.719 

•1.727 

•1.732 

*1,719 

•1.720 

•1.724 


Pennsylvania 


South Centre. Township. 
Columbia County (Docket No 
FI-5580) 


Susquehanna River 


Tributary ft 11 to Susquehanna 
River 


Tributary #12 to Susquehanna 
River 


Downstream Corporate Limits .«... 

Interstate Route 80... 

Legislative Route 19103. 

Upstream Corporate Limits 
OkJ Berwick Road (Upstream) 

Conrail (Upstream) .. 

U S. Route 11 (Upstream) 

Private Bndge (Downstream).. 

Township Route 459 (Downstream) 
Abandoned Bridge (Upstream) 

Confluence with Susquehanna River 
Private Bridge (Upstream).... 

Foot Bridge... 

U S. Interstate Route 80 (Upstream) 

Conrail (Upstream).. 

U S Route 11 Northbound Lane (Upstream) 
Shaffers Hollow Road (Upstream) 

U S Route 11 Southbound Lane (Upstream) 


•403 

*488 

489 

•490 

•485 

*494 

*495 

*503 

*528 

•532 

•486 

*494 

•508 

•522 

•523 

•525 

•636 

•525 
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Final Base (100-Year) Flood Elevations— Continued 


State 

Crty/fown/county 

Source of Hooding 

Location 

§ Depth m 
feet above 
ground 



V 


•Elevation 
tn feet 
(NGVD) 


Maps available at ihe Township Building. Old Berwick Road, Bloomsburg, Pennsylvania 


(National Flood Insurance Act of 1968 (Title XIII of Housing and Urban Development Act of 1968), effective January 28, 1969 (33 FR 17804. 
November 28, 1968), as amended; (42 U.S.C. 4001-4128); Executive Order 12127. 44 FR 19367; and delegation of authority to Federtft Insurance 
Administrator 44 FR 20963) 

Issued: June 5, 1980. 

Gloria M. Jimenez, 

Federal Insurance Administrator. 

|FR Doc. 80-20467 Filed 7-4WW. 8:45 nm| 

BILLING CODE 6718-03-M 








44 CFR Part 67 

National Flood Insurance Program; 
Final Flood Elevation Determinations 

agency: Federal Insurance 
Administration, FEMA. 
action: Final rule. 

summary: Final base (100-year) flood 
elevations are listed below for selected 
locations in the nation. 

These base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 

EFFECTIVE date: The date of issuance of 


the Flood Insurance Rate Map (FIRM), 
showing base (100-year) flood 
elevations, for the community. 
ADDRESSES: See table below. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Robert G. Chappell, National Flood 
Insurance Program, (202) 426-1460 or 
Toll Free Line (800) 424-8872 (In Alaska 
and Hawaii call Toll Free (800) 424- 
9080) Federal Emergency Management 
Agency, Washington, D.C. 20472. 
SUPPLEMENTARY INFORMATION: The 
Federal Insurance Administrator gives 
notice of the final determinations of 
flood elevations for each community 
listed. 

This final rule is issued in accordance 
with Section 110 of the Flood Disaster 
Protection Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 

Final Base (100-Year) Flood Elevations 


1968 (Pub. L. 90-448)), 42 U.S.C. 4001- 
4128, and 44 CFR Part 67 (presently 
appearing at its former Title 24, Chapter 
10, Part 1917 of ihe Code of Federal 
Regulations). An opportunity for the 
community or individuals to appeal this 
determination to or through the 
community for a period of ninety (90) 
days has been provided, and the 
Administrator has resolved the appeals 
presented by the community. This notice 
reflects any changes made as a result of 
these appeals and hence supersedes any 
previously published rules. 

The Administrator has developed 
criteria for flood plain management in 
flood-prone areas in accordance with 44 
CFR Part 60 (formerly 24 CFR Part 1910). 
Program number flood insurance 83.100.) 

Tne final base (100-year) flood 
elevations for selected locations are: 


State 


City/town/county Source of flooding 


n Depth m 
feet above 

Location ground 

•Elevation 
In feet 
(NGVD) 


lllioors—,- .... Hazel Crest Village. Cook County Calumet Union Drainage Canal. Upstream 167th Street__...____ _ _ *620 

(Docket No FI-2472). 170th Street_..__..._ „ , , *$26 

Holmes Avenue (Upstream)...... *634 

Kedzie Avenue (Upstream)......... *638 

175th Street........:..... *644 

• Cherry Creek... Rockwell Avenue (Upstream)........ . *530 

Confluence of East and Wesl Branches ol Cherry Creek. *634 

East Branch Cherry Creek__ 175th Street (Upstream).. *636 

Governors H*ghway (Upstream)... *636 

Upstream Corporate Limits--_...___ *639 

West Branch Cherry Creek ......_Larkspur Lane (extended).. *639 

• Oakwood Drive (Upstream). *646 

Kedzie Avenue (Upstream)_____ *651 

Buffalo Bayou..... Fountainbleau Avenue (Upstream)__ *557 

Chateau Campagne Dam (Upstream) ...„. *662 

183rd Street (Upstream) _............. *665 

Maps available at the Villas Hall. 1818 West 170th Street Hazel Crest. Illinois. 


.-———----—•• F»ney Point Village, City, Harris Buffalo Bayou... Downstream Corporate Limits.—.......*62 

County (Docket No. FI-5678). San Felipe Road Upstream...... *&3 

South Piney Point Road Upstream.______ *65 

Upstream Corporate Limits.......... *66 

Maps available at the City Eng*>eer's Office. 975 Corbindate, Houston. Texas 
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Final Base (100-Year) Flood Elevations -Continued 


(National Flood Insurance Act of 1968 (Title XIII of Housing and Urban Development Act of 1968), effective January 28. 1969 (33 FR 17804, 
November 28. 1968), as amended: (42 U.S.C 4001-4128); Executive Order 12127, 44 FR 19367; and delegation of authority to Federal Insurance 
Administrator) 

Issued: June 16, 1980. 

Gloria M. Jimenez. 

Federal Insurance Administrator 

|FR Doc. 80-20405 Filed 7-9-80. 845 um| 

B/LUNG COOE 6718-03-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 22 

ICC Docket No. 80-56; RM-3499; FCC 80- 
362] 

Including Tallahassee, Fla. in the Table 
of Assignments for Air-Ground 
Stations in the Domestic Public Land 
Mobile Radio Service 

agency: Federal Communications 
Commission. 

action: Report and order. 

summary: FCC assigns air-ground 
Channel 6 to Tallahassee, Florida, in 
response to a petition Filed by Porta- 
Phone, Inc. Assignment of the channel 
will satisfy unfulfilled need for air- 
ground mobile telephone service in the 
Tallahassee area. 

EFFECTIVE DATE: August 11, 1980. 
addresses: Federal Communications 
Commission. Washington. D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Marcia Spielholz, Common Carrier 
Bureau, (202) 632-6450. 

SUPPLEMENTARY INFORMATION: 

Adopted June 25.1980. 

Released July 7.1980. 

By the Commission: Commissioner Brown 
absent 

In the matter of amendment of 
§ 22.521(b) of the Commission’s rules to 
include Tallahassee, Florida, in the table 
of assignments for air-ground stations in 
the Domestic Public Land Mobile Radio 
Service; report and order (Proceeding 
Terminated) (See also 45 FR 14075. 
March 4.1980). 

1. The Commission has under 
consideration a Notice of Proposed Rule 
Making, adopted February 13,1980, 
proposing the assignment of air-ground 
Channel 8 (base station frequency, 
454.700 MHz; mobile and auxiliary test 
station frequency, 459.700 MHz) to 
Tallahassee, Florida. The Notice was 
issued in response to a petition filed by 
Porta-Phone, Inc. (petitioner). Petitioner 
Filed supporting comments reafFirming 


its intention to apply for the channel, if 
assigned. Additional supporting 
comments were received from the City 
of Tallahassee and the Tallahassee 
Area Chamber of Commerce. 

2. Under the present rule (Section 
22.521(b)), Tallahassee. Florida is not 
among the locations to which an air- 
ground frequency has been allocated, 
nor is it within 25 miles of any of the 
locations speciFied in the rule. It is 
therefore ineligible for an air-ground 
station, absent amendment of the rule. 

3. Petitioner states that Tallahassee, 
Florida is the scene of signiFicant 
general aviation activity. In response to 
a survey by petitioner, 22 prospective 
subscribers expressed sufficient interest 
in petitioner’s proposal to make "firm 
applications for service.” Petitioner 
states that present air-ground service is 
inadequate in the Tallahassee area, as 
the range of the nearest stations is 
generally insufFicient to serve aircraft in 
the vicinity of Tallahassee. Aircraft at a 
sufFiciently high altitude may obtain 
service but must pay toll charges to 
communicate with a Tallahassee 
telephone through a distant base station. 

4. The supporting comments submitted 
by the City of Tallahassde and the 
Tallahassee Area Chamber of 
Commerce confirm petitioner’s assertion 
that air-ground mobile telephone service 
is greatly needed in the Tallahassee 
area. 

5. In view of the apparent need for air- 
ground communications service in 
Tallahassee, we believe that the public 
interest would be served by an 
amendment to 47 C.F.R. § 22.521(b), 
assigning Channel 6 to the Tallahassee 
area. This assignment is in conformity 
with the mileage separations used 
elsewhere in the table of frequency 
assignments for air-ground mobile 
telephone service. 

6. Authority for the adoption of the 
amendment contained herein appears in 
Sections 4(i) and 303 of the 
Communications Act of 1934, as 
amended. 

7. Accordingly, it is ordered. That 
effective August 11,1980, the Air- 


Ground Table of Assignments, Section 
22.521(b), of the Commission’s rules, is 
amended with regard to the location 
listed below: 

(b) * * * 

Location * Channel 

« « • • • 

Honda 

***** 

Tallahassee............. 6 

***** 

8. It is further ordered, That this 
proceeding is terminated. 

9. For further information concerning 
this proceeding, contact Marcia 
Spielholz, Common Carrier Bureau. (202) 
632-6450. 

10. The Secretary shall cause this 
Report and Order to be published in the 
Federal Register. 

(Secs. 4, 303, 48 stat., as amended. 1066.1082; 
47 U.S.C. 154. 303) 

Federal Communications Commission. 
William ). Tricarico, 

Secretary. 

|FR Doc 80-20609 tiled 7-9-60. 8 45 um| 

BILLING COOE 6712-01-M 


47 CFR Part 64 
(Docket No. 20828) 

Second Computer Inquiry 

AGENCY: Federal Communications 
Commission. 

ACTION: Extension of time to file 
oppositions to petitions for 
reconsideration and replies to 
oppositions in Docket 20828 (Second 
Computer Inquiry 45 FR 31319). 

summary: In response to petitions Filed 
by International Business Machines 
Corporation and the Association of Data 
Processing Service Organizations, Inc.. 
the Chief, Common Carrier Bureau has, 
oh delegated authority, further extended 
the time for filing oppositions and 
replies to petitions for reconsiderations 
Filed in the Second Computer Inquiry, 
Docket 20828. The time for the filing of 
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oppositions to petitions is extended from 
July 14,1980 to August 4.1980 and the 
time for the filing of replies to 
oppositions is extended from August 1, 
1980 to August 25,1980. 
dates: Oppositions to Petitions for 
Reconsideration must be filed on or 
before August 4,1980 and Replies to 
Oppositions must be filed on or before 
August 25,1980. 

addresses: Federal Communications 
Commission, Washington, D.C. 20554. 

FOR FURTHER INFORMATION CONTACT: 

Russell Frisby, Common Carrier Bureau, 
(202) 632-9342. 

In the matter of amendment of 
§ 64.702 of the Commission’s rules and 
regulations (Second Computer Inquiry), 
Docket No. 20828. ORDER (45 FR 42622). 

Adopted: June 26.1980. 

Released: June 27.1980. By the Chief. 
Common Carrier Bureau: 

1. International Business Machines 
Corporation (IBM) and the Association 
of Data Processing Service 
Organizations, Inc. (ADAPSO) have 
petitioned the Chief, Common Carrier 
Bureau to reconsider the special 
pleading cycle for the filing of 
oppositions and replies to petitions for 
reconsideration which was established 
in this proceeding by Order released 
June 18,1980. 1 IBM requests that both 
the time for filing oppositions and the 
time for filing replies be extended two 
weeks to July 28,1980 and August 15, 
1980, respectively. ADAPSO requests 
that the time for filing oppositions be 
extended to August 4,1980 and that the 
time for the filing of replies be extended 
to August 25,1980. Generally the parties 
state that due to the number of petitions 
for reconsideration and the complexity 
of the arguments, the Commission 
deadlines do not provide sufficient lime 
for adequate analysis of the issues 
raised. 

2. Throughout the course of this 
proceeding the Commission has 
attempted to allow time for parties to 
adequately analyze and comment on 
admittedly complex issues raised in this 
proceeding. As a final accommodation, 
in this regard, we will grant a further 
extension of time. The time for filing 
oppositions to petitions for 
reconsideration is extended to August 4, 
1980, and the time for filing replies is 
extended to August 25,1980. It should be 
noted, however, that we believe that 
these dates permit the various parties 
more than sufficient time to address the 


' By order released June 18.1980 the Chief. 
Common Carrier Bureau, on delegated authority, 
extended the time for the filing of oppositions to 
petitions for reconsiderations to July 14.1980 and 
the time for filing replies to August 1,1980. FCC 
Mimeo No. CC 32742, released June 18.1980. 


issues and accordingly we would not 
look favorably upon further requests to 
extend these dates. 

3. Accordingly, it is ordered', pursuant 
to § 0.291 of the Commission’s Rules on 
delegation of authority, THAT the 
request for consideration of the special 
pleading cycle established in this 
proceeding are GRANTED to the extent 
set forth herein and otherwise DENIED. 
Oppositions to petitions for 
reconsideration shall be filed on pr 
before August 4,1980 and replies to 
oppositions shall be filed on or before 
August 25.1980. 

Philip L. Verveer, 

Chief, Common Carrier Bureau. 

|KR Doc 80-20622 Filed 7-9-80; 8:45 am) 

BILUNG CODE 6712-01-M 


47 CFR Part 73 

IBC Docket No. 80-12; RM-3399] 

TV Broadcast Station in Portland, 
Oreg.; Changes Made in Table of 
Assignments 

agency: Federal Communications 
Commission. 

action: Report and order. 

summary: Action taken herein assigns 
UHF television Channel 40 to Portland. 
Oregon, in response to a petition filed by 
Cascade Video, Inc. The channel could 
provide for a sixth television broadcast 
service in Portland. 

EFFECTIVE DATE: August 11, 1980. 
addresses: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp, Broadcast Bureau, (202) 
632-7792. 

SUPPLEMENTARY INFORMATION: 

Report and Order—Proceeding 
Terminated 

Adopted: June 25.1980. 

Released: July 1,1980. 

In the matter of amendment of 
§ 73.606(b), Table of Assignments, 
Television Broadcast Stations. 

(Portland, Oregon). BC Docket No. 80- 
12. RM-3399. 

1. The Commission has before it the 
Notice of Proposed Rule Making, 
adopted January 16,1980, 45 FR 6126, 
proposing the assignment of UHF 
television Channel 40 to Portland, 
Oregon, issued in response to a petition 
filed by Cascade Video, Inc. 
(’’petitioner”). Supporting comments 
were filed by petitioner. Comments were 
also filed by KLRK Broadcasting 
Corporation (‘‘KLRK”), to which 
petitioner responded. 


2. Portland (pop. 379,967), in 
Multnomah County (pop. 554,668), 1 is 
located in northwestern Oregon, at the 
western end of the Columbia Gorge. 
Portland is currently assigned five VHF 
channels (2, 6, 8, *10, and 12) which are 
occupied by affiliates of the three 
national commercial television 
networks, an educational station, and an 
independent station. In addition, there 
are two UHF channels assigned to 
Portland, Channels 24 and *30, one is 
the subject of four pending competing 
applications, and the other is reserved 
for educational use. 

3. Petitioner notes that the Portland 
market has only five channel 
assignments available for commercial 
television use. It asserts that the 
proposed channel assignment would 
permit an applicant to provide either a 
second or a third regular independent 
television service, taking into account 
the grant of one of the pending 
applications for Channel 24. In its 
comments petitioner urges the 
Commission to assign Channel 40 to 
Portland, Oregon, in order to permit the 
expansion of television broadcast 
service to the public in the Portland 
area. 

4. KLRK Broadcasting neither directly 
supports nor opposes the proposed 
channel for Portland. However, it 
suggests that the Commission has 
utilized its resources to rush through a 
marginal, incomplete proposal for still 
another assignment when it could have 
processed the pending applications for 
Channel 24 in the interim. KLRK also 
noted that its Vancouver proposal 
would serve the same area as is 
involved here, yet no mention of that 
assignment was included. 2 

5. In response, petitioner asserts that 
the interest in additional service for 
Portland, as indicated by four pending 
applications, demonstrates the need for 
an additional commercial assignment. 
Further, neither the recent assignment of 
a television channel to Vancouver, 
Washington, nor its own qualifications 
to be a licensee are relevant to the 
requested television assignment. 

6. We have carefully considered the 
proposal herein and believe that the 
public interest would be served by 
assigning Channel 40 to Portland. We 
agree with petitioner’s response that 
nothing in KLRK’s comments detracts 
from the need for an additional 
television service in Portland. Channel 
40 can be added to Portland with no site 


' Population figures are taken from the 1970 U.S. 
Census. 

’KLRK’s petition resulted in the assignment of 
Channel 49 to Vancouver. Washington (BC Docket 
No. 79-175) released February 11, I960. 
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restriction, in compliance with the 
Commission's minimum distance 
separation requirements. The Canadian 
Government has given its concurrence 
to this assignment 
7. Accordingly, pursuant to authority 
contained in Sections 4(i), 5(d)(1), 303 (g) 
and (r) and 307(b) of the 
Communications Act of 1934, as 
amended, and § 0.281 of the 
Commission's rules. It is ordered, that 
effective August 11,1980, the Television 
Table of Assignments, § 73.606(b) of the 
Commission's rules, is amended for the 
city listed below, to read as follows: 


City 

COanoet No 

Portland. Oeg -J.-- 

- £6+.e-.'10, 12. 


24+ . ’30,40- 

8. It is further ordered, that this 


proceeding is terminated 
9. For further information concerning 
this proceeding, contact Mark N. Lapp, 
Broadcast Bureau, (202) 632-7792. 

(Secs. 4. 303. 307. 48 Stat., as amended. 1066, 
1082.1083 (47 U.S.C. 154, 303. 307)) 

Federal Communications Commission. 

Henry L. Baumann, 

Chief. Policy and Rules Division. Broadcast 
Bureau. 

|FR Doc. 80-20571 Piled 7-tM» 8:45 um| 

BILLING COOE 6712-01-M 


47 CFR Part 73 

(Docket t to. 21239; RM-2803; RM-2927] 

FM Broadcast Stations in Bonita 
Springs, Goulds, and Homestead, Fla.; 
Changes Made in Table of 
Assignments 

agency: Federal Communications 
Commission. 

action: Second report and order. 

summary: Action taken herein assigns 
Channel 239 to Homestead, Florida, and 
reassigns Channel 252A from 
Homestead to Goulds, Florida, to reflect 
its use there. Further action substitutes 
Channel 272A for Channel 296A at 
Jensen Beach, Florida, substitutes 
Channel 296A for Channel 244A at 
Jupiter. Florida, substitutes Channel 258 
for Channel 238 at Key West, Florida, 
and substitutes Channel 243 for Channel 
242 at Miami. Florida. These 
substitutions are necessary to effectuate 
the Homestead assignment. 
date: Effective August 7,1980. 
address: Federal Communications 
Commission. Washington. D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Molly Pauker, Broadcast Bureau. (202) 
632-6302. 


SUPPLEMENTARY INFORMATION: 

Second Report and Order—Proceeding 
Terminated 

Adopted: June 20.1980. 

Released: July 1.1980. 

In the matter of amendment of 
§ 73.202(b), Table of Assignments. FM 
Broadcast Stations. (Bonita Springs, 
Goulds and Homestead \ Florida), Docket 
No. 21239. RM-2803. RM-2927. 

1. The Commission has before it in the 
Further Notice of Proposed Rule 
Making 1 in which it proposed to amend 
the FM Table of Assignments. 

§ 73.202(b) of the Commission's rules, by 
assigning Channel 239 in lieu of Channel 
252A at Homestead and reassigning 
Channel 252A to Goulds, Florida, to 
reflect its present use there. * 2 To 
effectuate the Homestead assignment, 
channel substitutions are required at 
Jensen Beach, Jupiter, Key West, and 
Miami. Florida. The assignment of 
Channel 239 to Homestead was 
originally requested by Radio South 
Dade, Inc. ("RSD”), licensee of Station 
WQDI(AM), Homestead, as a 
counterproposal to a petition filed by 
Gold Coast Broadcasting Corporation 
("Gold Coast”), licensee of Station 
WLEQ(FM), Bonita Springs, Florida, 
seeking replacement of Channel 241 for 
Channel 240A at Bonita Springs. 
Although the RSD proposal was not in 
conflict with the Gold Coast proposal 
and thus was not truly a 
counterproposal, they were considered 
together, since the same three channel 
substitutions were involved. 
Subsequently, however, Gold Coast's 
petition for the Bonita Springs 
assignment was dismissed at Gold 
Coast’s request. 

2. Homestead (population 13,674), 3 is 
located in southern Dade County 
(population 1.267,792), approximately 48 
kilometers, (30 miles) south of Miami. 
RSD has stated that Homestead's 
principal industries are agriculture, 
tourism and the military. Homestead is 
currently served locally by Station 
WQDI(AM), licensed to RSD. Channel 
252A is presently assigned to 
Homestead, but is in fact used at Goulds 
(see note 2, supra). Thus, assignment of 
Channel 239 could provide a first local 
FM service to Homestead. We are told 
by RSD that Channel 239 is the only 
channel available for use at Homestead. 
As we indicated in the Further Notice. 


• 44 FR 57138 (1979). 

2 Goulds is approximately 13.8 kilometer* (8.6 

miles) northeast of Homestead. Channel 252A is 

used there pursuant to the "lO-mile" rule. § 730203(b) 

of the Commission’s rules. 

* Population figures are based on the 1970 U.S. 

Census. 


we believe preclusion not to be a 
significant impediment to the 
assignment. In addition, the assignment 
could provide some first and second 
aural service. 4 

3. In the Further Notice , the 
Commission sought comment on two 
alternative modes of effectuating the 
Homestead assignment. Under the first 
option. Channel 239 could be assigned to 
Homestead in compliance with the 
minimum distance separation 
requirements, at a site 22 kilometers (14 
miles) south of the community. 5 * * * This 
would require channel substitutions in 
Jupiter. Florida (Channel 296A to be 
substituted for Channel 244A), in Miami, 
Florida (Channel 243 to be substituted 
for Channel 242). and in Key West. 
Florida (Channel 258 to be substituted 
for Channel 238). 8 Also Channel 296A 
would have to be replaced by Channel 
272A at Jensen Beach, Florida, in 
connection with an as yet unlicensed 
facility. If Channel 239 is assigned to 
Homestead under this scheme, the 
successful applicant for its use will be 
required to provide reimbursement for 
reasonable technical, legal and 
incidental expenses incurred in 
connection with the licensed facilities 
whose frequencies must be changed. See 
Circleville. Ohio. 8 F.C.C. 2d 159 (1967). 
Several parties, including RSD, have 
indicated that they intend to apply for 
Channel 239, if assigned to Homestead, 
depending upon which of the two 
options discussed intro the Commission 
ultimately adopts. 


‘Engineering data submitted by Beverly 
Communications Inc (“Beverly"). Coral Gables. 
Florida, indicates that, assuming operation at 75 kW 
with a 500 foot antenna, at a site on the southom tip 
of mainlund Florida, first aural service would be 
provided to 159 persons in a 186 square kilometer 
(72 square miles) area and second aural service 
would be provided to 5.373 persons in a 857 square 
kilometer (331 square miles) area. RSD had 
previously cited somewhat lower figures (10 persons 
receiving first service and 4.000 receiving second 
service): however. Beverly’s data is more recent and 
appears to be more complete. 

a We also note that implementation of this plan 
would effectively deny an application for a site 
chunge by Station WHLG at )ensen Beach. Florida, 
and the proposed assignment of Channel 272A to 
Stuart Florida (RM-3600). submitted too late to be 
considered in this proceeding. We were unable to 
find a substitute channel for Stuart which could 
simply be dropped in without changes elsewhere. 

* Lighthouse Broadcasting, Inc. ("Lighthouse' ), 
licensee of Station WRYZ(FM). presenUy WCEZ, 
Jupiter, Florida, and Bartell Broadcasting of Florida. 
Inc. ("Bartell*’). licensee of Station WMJX(FM). 
Miami. Florida, were ordered to show cause 
whether or not they would consent to change 
frequencies in the Notice of Proposed Rule Making 
(42 FR 26232 (1977)). They both filed comments, 
which are considered intro. Key West Broadcasting. 
Inc. ("Key West"), licensee of Station WVFK(FM) 
(former call letters WlAB), Key West. Florida, 
already indicated in comments that it has no 
objection to a channel shift, subject to 
reimbursement. 
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4, Under the second option on which 
we sought comment, Channel 239 could 
be assigned to Homestead with the 
transmitter site located at least 48 
kilometers (30 miles) south of 

Ilomestead in the southern Keys or on 
the tip of the south Florida coast. 1 This 
alternative would eliminate the need for 
three of the channel substitutions, other 
than at Key West, and consequent 
reimbursement The severe restriction 
from a site on the Key islands would 
require the station to operate with an 
800 foot antenna at maximum power 
(100 kW) in order to cover Homestead 
with a city-grade signal*The Further 
Notice solicited comment from RSD in 
particular as to whether It would be 
willing to assume the costs involved in 
either plan, since we are unwilling to 
assign Channel 239 to Homestead, 
without such a commitment. 

5. In response to the Further Notice, 
comments were received from RSD: 
Beverly; Group One Broadcasting 
(“Group One"), parent of U.S. Three 
Broadcasting Corporation, licensee of 
Station WCEZ(FM). Jupiter, Florida 
(successor to Lighthouse); Gold Coast; 
and WMJX, Inc. ("WMJX"). licensee of 
Station WMJX(FM), Miami, Florida 
(successor to Bartell). Also considered 
herein are the responses by licensees 
asked to show cause why substitution of 
their channel should not take place, 
which were deferred in the First Report 
and Order until consideration of the 
Homestead proposal. In comments. RSD 
advocates a need for improved aural 
service to Homestead, noting that at 
present interference is sustained, 
especially at nightime, on Station 
WQDI(AM), Homestead, of which it is 
permittee. RSD favors the second 
assignment plan outlined in paragraph 4, 
suprcL statipg that it would apply for 
Channel 239, if assigned to Homestead, 
and undertake the costs of construction 
of an 800 foot tower, as well as of the 
Key West substitution. Conversely, 
Beverly supports the assignment of 
Channel 239 to Homestead, favoring the 
first option outlined in paragraph 3. 
supra. Beverly, states that it would apply 
for Channel 239, if assigned to 
Homestead, and would be willing to 
reimburse the four permittees or 
licensees for the substitutions required 


5 Although the maps demonstrate a very small 
land area on the Florida mainland at which a 
transmitter could be located, it appears that it may 
he a beach area. In any event we have not been 
shown that the small area could provide for a tower. 

"This data was provided In comments by a 
consulting engineer retained by Lighthouse. Cold 
Coast estimates the construction expense to be in 
thi? neighborhood of $300,000. Additionally Beverly 
points out that a site in the Keys would present 
formidable difficulties in insuring a reliable service 
to I lomestead 


under that option. Beverly's engineering 
data indicates that erection of an 800 
foot tower in the Keys would cost about 
$100,000 more than erection of a tower 
closer to Homestead, and that weather 
and logistical problems would likely 
inhibit reliable service to Homestead 
from such a distant facility. Further, 
Beverly states that the First and second 
service, which could be provided by a 
site closer to Homestead, would be 
virtually eliminated, were a distant 
transmitter site employed. On these 
grounds. Beverly would decline to apply 
for Channel 239, were we to adopt the 
second plan. Gold Coast also opposes 
the distant site location on the grounds 
of the prohibitive cost associated with 
constructing a reliable facility on the 
Keys. It states that it would not apply 
for Channel 239 under those 
circumstances, but would apply for the 
frequency under the First plan, and 
provide reimbursement for the four 
channel substitutions. Group One 
opposes the assignment of a Class C 
channel to Homestead, with the Four 
channel substitutions, on the grounds 
that minimal first and second service 
would be provided. (Group One relies 
on RSD's data. See note 4, supra.) 
Additionally, Group One expresses 
concern regarding $33,000 in expenses 
which it alleges it would incur in 
connection with its channel substitution 
for Station WCEZ. Group One suggests 
that the second option requiring only 
one substitution, is preferable. WMJX. 
without expressing an opinion on the 
engineering issues involved in this 
proceeding, submitted data related to 
the costs involved in channel 
substitution. 

6. We now turn to evaluation of 
comments filed earlier in this proceeding 
in response to the original Notice of 
Proposed Rule Making , consideration of 
which has been previously deferred. 
Comments relating to the Homestead 
proposal have been received from 
Lighthouse; Radio Broward, Inc. 
("Broward"'), licensee of Station 
WCKO(FM), Pompano Beach, Florida; 
Miami Valley Broadcasting Corporation 
("Miami Valley"), licensee of Station 
WAIA(FM), Miami. Florida; Bartell; 
Florida Gospel Network ("Florida"); and 
Key West. Reply comments have been 
Filed by Lighthouse, RSD. Gold Coast 
and Palmer. Lighthouse, in comments 
and reply comments, expresses concern 
about the cost of channel substitution at 
Jupiter. Broward opposes the Jensen 
Beach substitution, because this will 
prevent a possible frequency change by 
which it hopes to eliminate a current 
interference problem. Miami Valley 
expresses concern about reimbursement 


for its share of the cost of re tuning the 
common diplexer of the antenna it 
shares with WMJX. which station would 
be required to change frequency under 
the first plan. Bartell (predecessor to 
WMJX) likewise discusses this problem, 
as well as other costs Involved in the 
WMJX frequency change. Key West 
indicates that a channel substitution is 
acceptable, as long as its reasonable 
costs incurred in connection therewith 
are reimbursed (see note 6 , supra). 
Florida, one of the four former 
applicants for Channel 296A at Jensen 
Beach (BPH-9077, Docket No. 30996), 
opposed the substitution of Channel 
272A there because use of that 
frequency would severely restrict the 
location of the transmitter site for a 
Jensen Beach station. Florida states also 
that HLG, Inc. (the successful applicant) 
(BPH-9561, Docket No. 10999), concurs 
in this view. Gold Coast and RSD 
support the assignment to Homestead in 
reply comments. Palmer opposes, on the 
grounds that a Class C channel is not 
appropriate for a community the size 
and nature of Homestead. 

7. We have carefully considered the 
views discussed above. As we indicated 
in the Further Notice, we believe it is in 
the public interest to assign Channel 239 
to Homestead, as its first local FM 
service. Hie possibility of some first and 
second aural service resulting from this 
assignment is an important factor. This 
provision of such service can only be 
obtained by a site on the mainland. In 
this regard, it is not clear that the 
second option could provide for such a 
site. Also, in weighing the two optional 
means of assigning the channel, we 
attach importance to the fact that the 
transmitter site, if located m an area of 
uncertain weather and climate 
conditions, as the second plan would 
involve, may not insure reliable service 
to Homestead. While one party, RSD, 
has indicated a willingness to undertake 
the significant expense involved in 
construction of such a high-powered 
facility, we are not convinced that it is 
the preferable alternative. Indeed, the 
Commission notes that there is no 
antenna tower currently located on the 
Keys approximating such a height and 
none serving a distant community of 
license. Two other parties, Gold Coast 
and Beverly, have indicated an interest 
in applying for Channel 239 under the 
alternative plan proposed, including 
providing reimbursement for the 
requisite channel substitutions. 
Furthermore, they have stated that 
continued service in adverse weather 
could not be insured were they required 
to site the facility in the southern Keys, 
and that they would not apply under 
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such a formidable restriction. RSD, on 
the other hand, has not categorically 
denied its interest in the assignment 
under the first plan which would require 
four channel substitutions. Opponents of 
any assignment of Channel 239 to 
Homestead whatsoever primarily 
express anxiety about being reimbursed 
adequately for the channel substitutions. 
We do not believe this concern to be a 
significant impediment to our 
proceeding with the assignment. If the 
parties are unable to reach a good faith 
agreement as to what their reasonable 
costs are, under the Circleville 
guidelines, the Commission is 
empowered to make such a 
determination. See Castle Rock, 
Colorado, 42 FR 16625, 40 R.R. 2d 170 
(1977). As for Station WHLG, Jensen 
Beach, since construction of the facility 
has not taken place pending the 
outcome of this proceeding, no 
reimbursement would be needed for the 
change of channels. With this obstacle 
removed, we believe, that on balance, 
the public interest would best be served 
by the assignment plan involving four 
channel substitutions. 

8. We have also reassigned Channel 
252A from Homestead to Goulds, 

Florida, as previously proposed, to 
reflect its use there pursuant to Section 
73.203(b) of the Commission’s Rules. 

9. Accordingly, pursuant to authority 
contained in Sections 4(i). 5(d)(1), 303 (g) 
and (r), 307(b) and 316 of the 
Communications Act of 1934, as 
amended, and § 0.281 of the 
Commission’s rules, it is ordered, That 
effective August 7,1980, the FM Table of 
Assignments. § 73.202(b) of the 
Commission’s rules, is amended as 
follows, with respect to the following 
communities: 


Qty 

Channel No. 

Goulds. Fla. 

.. 252A 

Homestead Fla. 

. 239 

Jensen Beach Fla. 

. 272A 

Jupiter. Fla... 

_ 296A 

Key West, Fla. 

_ 223. 258. 296A 

Miami Fta . 

. 226. 243. 247. 256. 

268. 298 


10. It is further ordered. That pursuant 
to Section 316(a) of the Communications 
Act of 1934, as amended, the 
outstanding permit of HLG, 
Incorporated, for Station WHLG(FM), 
Jensen Beach, Florida, is modified, 
effective August 7,1980, to specify 
operation on Channel 272A instead of 
Channel 296A. The permittee shall 
inform the Commission in writing no 
later than August 7,1980, of its 
acceptance of this modification. Station 
WHLG(FM) may commence operation 


on Channel 272A, subject to the 
following conditions: 

(a) At least 30 days before 
commencing operation on Channel 
272A, the permittee of Station 
WHLG(FM) shall submit to the 
Commission the technical information 
normally requested of an applicant for 
Channel 272A. 

(b) At least 10 days prior to 
commencing operation on Channel 
272A, the permittee of Station 
WHLG(FM) shall submit measurement 
data required of an applicant for a 
broadcast license; and 

(c) The permittee of Station 
WHLG(FM) shall not commence 
operation on Channel 272A without 
prior Commission authorization. 

11. It is further ordered, that pursuant 
to Section 316(a) of the Communications 
Act of 1934, as amended, the 
outstanding license of U.S. Three 
Broadcasting Corporation for Station 
WCEZ(FM), Jupiter, Florida, is modified, 
effective August 7,1980, to specify 
operation on Channel 296A instead of 
Channel 244A. The licensee shall inform 
the Commission in writing no later than 
August 7,1980, of its acceptance of this 
modification. Station WCEZ(FM) may 
continue to operate on Channel 244A for 
one year from the effective date of this 
action or until it is ready to operate on 
Channel 296A, whichever is earlier, 
unless the Commission sooner directs, 
subject to the following conditions: 

(a) At least 30 days before 
commencing operation on Channel 
296A, the licensee of Station WCEZ(FM) 
shall submit to the Commission the 
technical information normally 
requested of an applicant for Channel 
296A. 

(b) At least 10 days prior to 
commencing operation on Channel 
296A, the licensee of Station WCEZ(FM) 
shall submit measurement data required 
of an applicant for a broadcast station; 
and 

(c) The licensee of Station WCEZ(FM) 
shall not commence operation on 
Channel 296A without prior Commission 
authorization. 

12. It is further ordered, that pursuant 
to Section 316(a) of the Communications 
Act of 1934, as amended, the 
outstanding license of Key West 
Broadcasting, Incorporated, for Station 
WVFK(FM), Key West, Florida, is 
modified effective August 7,1980, to 
specify operation on Channel 258 
instead of Channel 238. The licensee 
shall inform the Commission in writing 
no later than August 7,1980, of its 
acceptance of this modification. Station 
WVFK(FM) may continue to operate on 
Channel 238 for one year from the 
effective date of this action or until it is 


ready to operate on Channel 258, 
whichever is earlier, unless the 
Commission sooner directs, subject to 
the following conditions: 

(a) At least 30 days before 
commencing operation on Channel 258, 
the licensee of Station WVFK(FM) shall 
submit to the Commission the technical 
information normally requested of an 
applicant for Channel 258. 

(b) At least 10 days prior to 
commencing operation on Channel 258. 
the licensee of Station WVFK(FM) shall 
submit measurement date required of an 
applicant for a broadcast license; and 

(c) The licensee of Station WVFK(FM) 
shall not commence operation on 
Channel 258 without prior Commission 
authorization. 

13. It is further ordered, that pursuant 
to Section 316(a) of the Communications 
Act of 1934, as amended, the 
outstanding license of WMJX, 
Incorporated for Station WMJX(FM), 
Miami, Florida, is modified, effective 
August 7,1980, to specify operation on 
Channel 243 instead of Channel 242. The 
licensee shall inform the Commission in 
writing no later than August 7,1980, of 
its acceptance of this modification. 
Station WMJX(FM) may continue to 
operate on Channel 242 for one year 
from the effective date of this action or 
until it is ready to operate on Channel 
243, whichever is earlier, unless the 

' Commission sooner directs subject to 
the following conditions: 

(a) At least 30 days before 
commencing operation on Channel 243. 
the licensee of Station WMJX(FM) shall 
submit to the Commission the technical 
information normally requested of an 
applicant for Channel 243. 

(b) At least 10 days prior to 
commencing operation on Channel 243. 
the licensee of Station WMJX(FM) shall 
submit measurement data required of an 
applicant for a broadcast license; and 

(c) The license of Station WMJX(FM) 
shall not commence operation on 
Channel 243 without prior Commission 
authorization. 

14. It is further ordered, that the 
Secretary of the Commission s hall s end 
a copy of this Order by CERTIFIED 
MAIL RETURN RECEIPT REQUESTED 
to HLG, Incorporated, Station 
WHLG(FM), c/o 1000 Alice Avenue. 
Stuart, Florida. 37494; U.S. Three 
Broadcasting Corporation, Station 
WCEZ(FM), P.O. Box 536, Jupiter, 
Florida, 33458; Key West Broadcasting, 
Incorporated, Station WVFK(FM), 430 
DuVal Street, Key West, Florida, 33040; 
and WMJX, Incorporated, Station 
WMJX(FM), c/o 825 41st Street, Miami 
Beach, Florida, 33131, the parties who 
are affected thereby. 
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15. It is further ordered, that this 
proceeding is terminated. 

16. For further information concerning 
this proceeding, contact Molly Pauker, 
Broadcast Bureau, (202) 832-6302. 

(Secs. 4, 303, 307,48 Stat., as amended. 1066. 
1082,1083; (47 U.S.C. 154, 303. 307)) 

Federal Communications Commission. 

Henry L Baumann. 

Chief, Policy and Rules Division, Broadcast 
Bureau, 

|FR Doc 80-20509 Filed 7-0-00; 8:45 am) 

BILLING COOE 6712-01-H 


47 CFR Parts 81 and 83 

(Gen. Docket No. 80-87; FCC 80-360] 

Stations on Land in the Maritime 
Services and Alaska—Public Fixed 
Stations and Stations on Shipboard in 
the Maritime Services; Amending the 
Commission’s Rules to Implement the 
Provisions of Chapter 4 of the 1974 
Safety Convention Pertaining to Radio 
Equipment Required on Compulsorily 
Fitted Vessels. 

agency: Federal Communications 

Commission. 

action: Final Order. 

summary: Amendment of the rules to 
implement the 1974 Safety of Life at Sea 
(SOLAS) Convention and include 
complementary regulations governing 
vessels subject to the Communications 
Act of 1934, as amended. These 
regulations will bring U.S. vessels into 
compliance with the 1974 SOLAS 
Convention which comes into force on 
May 25,1980. This action will improve 
the safety of U.S. vessels operating in 
national and international waters. 
EFFECTIVE date: August 15.1980. 
address: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT! 
Robert C. McIntyre. Private Radio 
Bureau. (202) 632-7175. 

SUPPLEMENTARY INFORMATION: 

Adopted; June 25.1980. 

Released; July 14.1980. 

By the Commission: Commissioners 
Lee and Jones dissenting: Commissioner 
Brown absent. 

In the matter of amendment of Part 81 
and 83 of the Commission's rules to 
implement the provisions of Chapter 4 of 
the 1974 Safety Convention pertaining to 
radio equipment required on 
compulsorily fitted vessels; REPORT 
AND ORDER (Proceeding Terminated). 

1. A Notice of Proposed Rule Making 
in the above-captioned matter was 
released on March 13.1980, and was 
published in the Federal Register on 
March 19.1980. 44 FR 17611. The time 


for filing comments and reply comments 
has expired. 

2. By this action, we are implementing 
the 1974 Safety of Life at Sea (SOLAS) 
Convention which affects all U.S. 
passenger vessels and cargo vessels of 
300 gross tons and greater operating on 
international voyages. We have also 
made complementary changes to the 
regulations governing vessels subject to 
Part n of Title III of the Communications 
Act of 1934. as amended since these 
changes will measurably improve 
maritime safety. 

Background 

3. On May 25.1980, the International 
Convention for the Safety of Life at Sea, 
1974, comes into force replacing and 
abrogating the previous SOLAS 
Convention of 1960. The new convention 
incorporates changes prepared by the 
Inteigovemmental Maritime 
Consultative Organization's (IMCO) 
Subcommittees to improve the safety of 
life at sea through, among other things, 
the use of radio. The 1974 SOLAS 
Convention maintains in large part 
existing regulations and adds those 
amendments accepted by two-thirds of 
the Contracting Governments and 
adopted by the IMCO Assembly. 

4. There are requirements in the 1974 
SOLAS Convention which are 
interrelated with and partially 
supersede action the Commission has 
taken in the Report and Order in Docket 
21089. 1 Specifically the interrelated 
matters concern the installation of a 
radiotelephone distress frequency watch 
receiver; the receiver requirements of 
Docket 21089 were stayed by 
Commission Order * * adopted September 
11,1979* In that order we stated that the 
period of the stay would be determined 
in the instant proceeding. This matter is 
further discussed in paragraph 22. 

Summary of Commission Proposal 

5. The 1974 SOLAS Convention 
modifies the radiotelegraph watch on 
500 kHz. the radiotelephone watch on 
2182 kHz and introduces a VHF watch 
requirement for radiotelephone and 
radiotelegraph fitted vessels. The 
proposed rules concerning radio watch 
requirements are applicable to vessels 
subject to the Safety Convention as well 
as the Communications Act of 1934, as 
amended, except in the case of the VHF 
watch which requirement pertains only 
to Convention vessels. It is not 
necessary to impose VHF watch 
requirement for vessels subject to the 


' Docket 21089. Report and Order, adopted March 
15, 197a FCC 79-162. 44 FR 18501. 

* Order, Adopted September 11.197a released 
September 13. 197a FCC Miraeo Number 14838. 


Communications Act of 1934, as 
amended; existing national statutes 
require most compulsorily * fitted U-S. 
vessels to monitor specified VHF 
channels when operating upon certain 
navigable U.S. waters and in Vessel 
Traffic Services Systems. 

6. The 500 kHz distress frequency 
radiotelegraph watch requirement was 
maintained in the 1974 SOLAS 
Convention. However, if a vessel is 
fitted with digital selective calling 
equipment 4 the new convention permits 
the 500 kHz watch to be discontinued, 
assuming that it is not practical to listen 
with split headphones or a loudspeaker, 
to permit the radio operator to perform 
maintenance on radio and navigation 
equipment. In this case the listening 
watch may not be discontinued during 
the 3 minute silence periods provided by 
the Radio Regulations. 

7. The 2182 kHz distress frequency 
watch on compulsorily fitted 
radiotelephone and radiotelegraph 
vessels is required on a continuous basis 
by the 1974 SOLAS Convention. The 
new convention permits this watch to be 
satisfied using a radiotelephone distress 
frequency watch receiver. This receiver, 
which is provided for in the appended 
rules, automatically responds to the 
radiotelephone two tone alarm signal 
and may be used when in the opinion of 
the master maintenance of the listening 
watch would interfere with the safe 
navigation of the ship. 

8. Radiotelephone and radiotelegraph 
vessels subject to the 1974 SOLAS are 
required to additionally fit a VHF 
installation to permit a listening watch 
to be maintained on the bridge for such 
periods and on such channels as may be 
required by governments party to the 
SOLAS Convention. 

9. In addition to the above mentioned 
new equipments which are necessary to 
support the modifications to the radio 
watch requirements (radiotelegraph and 
radiotelephone) other changes include 
the additional requirement for a 2182 
kHz homing facility to be installed on 
radiotelegraph ships whose keel is laid 
after May 25,1980. We have also 
adopted more stringent technical 
standards for radiotelephone two tone 
alarm generators to be installed on or 


* A “compulsorily” fitted vessel as used in this 
proceeding applies to either a radiotelephone or a 
radiotelegraph fitted vessel subject to the SOLAS 
Convention and/or Part 11. Title III of the 
Communications Act of 1934. as amended. 

Generally radiotelephone vessels are over 300 but 
less than 1600 gross tons and radiotelegraph vessels 
are 1600 gross tons and over. 

* Digital Selective Calling is an internationally 
approved system for automatically contacting 
vessels on MF. HF and VHF frequencies. See 
International Radio Consultative Committee (CCIRJ 
Recommendations 493-1 and 541. 
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after January 1,1983. In adopting 
standards for these new and modified 
equipments we have relied on technical 
standards developed by IMCO’s 
Subcommittee on Radiocommunications 
and comments from the public in this 
proceeding. 

Comments 

10. We have received comments on 
the instant proceeding from the 
American Institute of Merchant Shipping 
(AIMS); American Radio Association 
(ARA), AFL-CIO; Electro-Nav, 
Incorporated (Electro-Nav); Exxon 
Communications Company (Exxon) and 
the United States Coast Guard 
(U.S.C.G.). Reply comments were 
received from the American Radio 
Association. 

11. The 1974 SOLAS Convention 
requires that the 2182 kHz distress 
frequency watch receiver respond to the 
two tone alarm signal; IMCO Resolution 
A. 383 (X) recommends that the receiver 
also respond to the navigational 
warning signal. The watch receiver we 
proposed in the Notice responded to 
both the navigational warning signal 
(2200 Hz tone) and the radiotelephone 
two tone alarm signal (1300 Hz and 2200 
Hz tones). In the notice we expressed 
concern that providing for this 
additional signal may increase the 
probability of false alarms and we 
specifically requested comments on this 
point. Electro-Nav, an equipment 
manufacturer and supplier, in its 
comments proposes additional 
equipment tests which we adopted and 
notes that it is standard industry design 
practice to determine if a radiotelephone 
two tone alarm signal is valid by 
processing and evaluating only the 2200 
Hz signal. Electro-Nav states that since 
the same 2200 Hz tone is used in either 
case to determine the validity of the 
received signal, the probability of false 
alarms will not be increased and 
recommends that the capability to 
resond to the navigational warning 
signal be provided in the receiver. The 
rules we have adopted require the 
receiver to respond to the 
radiotelephone two tone alarm and the 
navigational warning signal. 

12. Electro-Nav recommends that 

§ 83.445 of our rules requiring a separate 
2182 kHz transmitter and receiver be 
modified to permit the use of a 
transceiver. 5 Exxon and AIMS also 
recommend this change in the proposed 
rules because it facilitates two way 
communications and may result in lower 


* A transceiver is defined as an equipment which 
includes a transmitter and a receiver unit contained 
in the same case or enclosure and which units may 
use common circuit functions. 


cost of equipment and its installation on 
the ship. For these reasons, we have 
modified § 83.445 of the proposed rules 
requiring a radiotelephone installation 
to permit the use of transceivers. 

13. Electro-Nav, AIMS and Exxon 
recommend that the receiver include the 
capability to receive A3J 8 emmissions 
on 2182 kHz. AIMS and Exxon 
additionally recommend that the 
transmitter be capable of A3J emission 
on 2182 kHz. IMCO requires that the 
radiotelephone installation be capable 
of transmitting A3 7 or A3H 8 emissions 
and be capable of receiving A3 and A3H 
emissions. Reception of A3 emissions is 
required because most emergency 
equipment operates in this mode and 
receivers used for watch purposes must 
be capable of reception of this type of 
signal. The recommendations to provide 
an A3J receiver capability and to further 
provide for an A3J transmit mode on 
2182 kHz would no doubt improve the 
safety of life at sea albeit at some 
increased cost. Since in U.S. waters A3J 
is the emission used for distress 
communications we would encourage 
the voluntary fitting on an A3J 
capability in this equipment. Section 
83.445 is modified to provide for the 
inclusion of an A3J capability in the 
receiver and the transmitter on a 
permissive basi9. 

14. AIMS and Exxon additionally 
propose that the radiotelephone 
installation (§ 83.445) operate on 4 and 6 
MHz frequencies which in some areas of 
the world have been established as 
supplementary frequencies to 2182 kHz 
for distress and safety purposes. IMCO’s 
purpose in requiring the 2182 kHz 
radiotelephone installation is to 
implement a common worldwide 
distress system. This system provides 
for ship-to-ship communications 
between radiotelegraph and 
radiotelephone fitted vessels. AIMS and 
Exxon go further and recommend that 
an automatic facility be provided to 
scan the 2, 4 and 6 MHz safety 
frequencies. We note that the use of 
frequencies other than 2 MHz is being 
studied by IMCO and the International 
Radio Consultative Committee (CC1R). 
Consideration has been given to the use 


• Suppressed carrier single sideband (A3JJ: The 
carrier is radiated at one ten thousandth {1/10.000) 
of the (peak envelope) power in the sideband. This 
is the most efficient SSB mode in the utilization of 
power. 

. 1 Double sideband (A3): These signals are 
composed of a full carrier and an upper and lower 
sideband. One half the power is in the carrier and 
one half of the power is divided between the two 
sidebands when fully modulated. 

• Full carrier single sideband (A3H): The carrier is 
radiated at one half to one quarter of the (peak 
envelope) power in the sideband. This mode 
provides compatibility with DSB systems. 


of frequencies in the 4, 6, 8,12 and 16 
MHz bands for safety purposes in both 
of these organizations. IMCO has 
formed a working group to develop the 
future distress system to be used in the 
maritime mobile service. We are of the 
opinion that it is too early to postulate 
which frequencies and the manner in 
which these bands will be used until 
CCIR and IMCO have completed their 
studies. Accordingly we have not 
provided for the use of 4 and 6 MHz 
frequencies. 

15. Electro-Nav in their comments 
recommends that the proposed new 
standards for radiotelephone alarm 
generators be made effective May 25, 
1980, rather than the January 1,1983, 
date proposed by the Commission. The 
reason Electro-Nav recommends this 
earlier date is because alarm keyers are 
available which meet the proposed new 
standards. However, alarm generators 
are also available which do not comply 
with the proposed standards as we 
stated in the Notice. To minimize the 
impact on manufacturers and to permit 
the continued sale of equipment in the 
distribution system we set a date of 
January 1,1983, after which alarm 
keyers fitted in new installations must 
comply with the new rules. Electro-Nav 
has not advanced any reason to support 
a change in the proposed rules beyond 
that already known to the Commission 
when the January 1,1983, date was 
selected. Accordingly, we are adopting 
the rules pertaining to the alarm keyers 
as proposed. 

16. The ARA opposes the Commission 
proposal to permit the 500 kHz 
radiotelegraph watch to be interrupted 
since it states that the provisos listed 
are deficient in two areas. Specifically 
ARA states that the Commission: 

—is silent on the fact that the radio 
officer should be appropriately qualified 
(i.e., hold a Radiocommunication 
operator’s General Certificate) to 
perform the maintenance required on 
equipment, and; 

—by virtue of requiring a complete 
digital selective calling system goes 
beyond the SOLAS Convention which 
only stipulates that the ship station 
should fit “with a receiving selector”. 

17. ARA notes correctly that the 
proposed rules concerning interruption 
of the radiotelegraph watch are silent on 
the qualification of the radio officer. We 
consider that a radio officer licensed by 
the Commission is sufficiently 
knowledgeable to perform maintenance 
on most electronic equipment by virtue 
of his demonstrated general technical 
knowledge. We further expect no radio 
officer to attempt to maintain equipment 
he is not trained on or knowledgeable 
about. We consider it appropriate that 
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the proposed rules are silent on this 
matter which, purusant to*the SOLAS 
Convention, is subject to the discretion 
of administrations. Implementation of 
the Radiocommunication Operator’s 
General Certificate is a matter which is 
under active consideration by our staff 
and further discussions on this point in 
this proceeding is not warranted. Staff 
recommendations in this regard should 
be presented to the Commission in the 
near future. 

18. ARA raises several points with 
regard to the proviso concerning digital 
selective calling. It notes that the 
SOLAS Convention requires only a 
receiving selector (demodulator) be 
provided as one of the conditions 
necessary to permit the radio officer to 
interrupt the radiotelegraph watch and 
does not require a complete digital 
selective calling system (demodulator, 
modulator, display and alarm system) 
which is considerably more expensive to 
install. ARA further states that it would 
be advisable to specify technically and 
operationally the RF receiver to be used, 
and it notes that this system is still 
under study by CCIR IWP 8/8 and Radio 
Technical Commission for Marine 
Services (RTCM) Special Committee 74. 

19. The Commission has considered 
ARA’s comments concerning digital 
selective calling and does not disagree 
with the conclusion that implementation 
of digital selective calling may be 
premature at this time. Primarily for this 
reason, we are withdrawing our 
proposal to permit the radio officer to 
interrupt the radiotelegraph watch under 
certain specified conditions to maintain 
equipment. The Commission will 
reconsider this aspect of the SOLAS 
Convention pending receipt of the final 
recommendations of IWP 8/8 and RTCM 
SC-74. 

20. ARA and the U.S. Coast Guard 
object to the Commission’s proposal that 
the VHF installation, used for 
maintaining a radio watch on such 
channels as may be required by foreign 
administrations operating a system to 
promote the safety of navigation, is 
required to operate on all Appendix 18 
frequencies. The U.S. Coast Guard 
states that it may not be necessary to . 
require all Appendix 18 frequencies on 
vessels which travel only in U.S. waters. 
Our rules are consistent with the Coast 
Guard comment since vessels which 
travel only in U.S. waters are not 
governed by this regulation. 

21. ARA objects to the Commission 
adopting rules which would require VHF 
installations on the bridge of a ship to fit 
with public correspondence channels 
because of collective bargaining 
agreements which cover 93% of the U.S. 
merchant fleet. “Masters and deck 


officers on the bridge use VHF for 
navigational exchanges and radio 
officers in the radio room perform public 
correspondence duties.’’ ARA states 
further that “the Commission has neither 
a desire or mandate to interfere in free 
collective bargaining, nor has it any 
desire, we assume, to require 
replacement or major modification of 
presently installed VHF equipments in 
many U.S. vessels, for no good reason . “ 
ARA is correct in stating that the 
Commission has neither the desire or a 
mandate to interfere in collective 
bargaining. However, it must be 
recognized that Regulation 8 of the 1974 
SOLAS Convention states that a VHF 
watch shall be maintained on the bridge 
for such periods and on such channels 
as may be required by Contracting 
Governments. It must be recognized also 
that Appendix 18 of the Radio 
Regulations. Geneva 1974, indicates that 
the majority of public correspondence 
channels may also be used for port 
operations and ship movement systems. 
The Commission proposal is consistent 
with the frequency channelization* 
described in IMCO's Operational 
Standard For VHF Radiotelephone 
Installations 9 and with the intent of 
Regulation 8 of the 1974 SOLAS 
Convention. In this case we see no 
alternative for the Commission but to 
adopt the rules as proposed. 

22. In its’Order 10 adopted September 
11.1979. we stayed the requirement to fit 
the receiver required for the 2182 kHz 
radiotelephone installation on 
compulsorily Fitted radiotelegraph ships 
and indicated the period of such stay 
would be established in this proceeding. 
We have considered this matter and are 
of the opinion that a period of 1 year 
from the date of entrance into force of 
the 1974 SOLAS Convention is 
adequate. We also note that in a 
majority of cases we have granted a 
waiver with regard to transmitter 
portion of the radiotelephone 
installation since a number of licensees 
indicated a desire to satisfy these and 
other requirements with a single 
equipment. Accordingly, we have 
adopted rules which require the 
radiotelephone installation to be 
completed on May 25.1981. 

23. With regard to the VHF 
installation, distress frequency watch 
receiver and certain watch requirements 
requiring use of a distress frequency 
watch receiver we have also allowed a 
period of one year for implementation 
on vessels subject to the SOLAS 


•Fourth Notice of Inquiry, adopted May 18.1977. 
42 FR 30424. FCC 77-338. 

“•Order, adopted September 11.1979. FCC Mimeo 
Number 14638. 


Convention and the Communication Act 
of 1934. as amended. We have issued 
SOLAS Exemption Certificates to all 
licensees of record to cover the period of 
May 25. 1980 to May 25.1981. 

24. Regarding questions on matters 
covered in this document, contact 
Robert C. McIntyre (202) 632-7175. 

25. Accordingly, it is ordered, That 
Parts 81 and 83 of the rules are amended 
as indicated in the attached Appendix 
effective August 15,1980. Authority for 
the promulgation of these rules is 
contained in Sections 4(i), 303(e), (f) and 
(r). of the Communications Act of 1934. 
as amended. 

26. It is further ordered, That this 
proceeding is terminated. 

(Secs. 4. 303. 48 Stat., as amended, 1066.1082: 
47 U.S.C. 154. 303.) 

Federal Communications Commission. 

William J. Tricarico. 

Secretary. 

Parts 81 and 83 of Chapter I of Title 47 
of the Code of Federal Regulation's is 
amended to read as follows: 

PART 81—STATIONS ON LAND IN THE 
MARITIME SERVICE AND ALASKA- 
PUBLIC FIXED 

1. Section 81.139 is amended to read 
as follows: 

§ 81.139 Apparatus for generating 
automatically the radiotelephone alarm 
signal. 

(a) Any device installed before 
January 1.1983, for generating the 
radiotelephone alarm signal (as defined 
by § 81.188(b)) by automatic means shall 
be capable of being taken out of 
operation at any time in order to permit 
the immediate transmission of a distress 
call and message. The device described 
by paragraph (b) of this section may be 
used prior to January 1,1983, in lieu of 
this device. The device shall comply 
with the following requirements: 

(1) The tolerance of the frequency of 
each tone shall be plus or minus 1.5 
percent; 

(2) The tolerance on the duration of 
each tone shall be plus or minus 50 
milliseconds: 

(3) The interval between successive 
tones shall not exceed 50 milliseconds: 

(4) The ratio of the amplitude of the 
stronger tone to that of the weaker shall 
be within the range 1 to 1.2. 

(b) Any device installed on or after 
January 1,1983. for generating the 
radiotelephone alarm signal shall be 
capable of being taken out of operation 
at any time in order to permit the 
immediate transmission of a distress 
call and message. The device shall 
comply with the following requirements: 
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(1) The tolerance of the frequency of 
each tone shall be plus or minus 1.5 
percent; 

(2) The tolerance of the duration of 
each tone shall be plus or minus 10 
milliseconds; 

(3) The interval between successive 
tones shall not exceed 4 milliseconds; 

(4) The ratio of the amplitude of the 
stronger tone to that of the weaker shall 
be within the range of 1 to 1.2; 

(5) The output of the device shall be 
sufficient to modulate the associated 
transmitter in the case of A3 or A3H 
classes of emission to a depth of at least 
70 percent and for an A3J class of 
emission to within 3dB of the rated peak 
envelope power of the transmitter; 

(6) After activation the device shall 
automatically generate the 
radiotelephone alarm signal for a period 
of not less than 30 seconds and not more 
than 60 seconds, unless manually 
interrupted; 

(7) After generating the 
radiotelephone alarm signal or after 
manual interruption the device shall be 
immediately ready to repeat the signal; 

(8) Provisions shall be made such that 
the transmitter is automatically 
switched from the stand-by condition to 
the transmit condition at the start and 
returned to the stand-by condition at the 
conclusion of the radiotelephone alarm 
signal. 

(c) Except for experimental or trial 
operation under developmental station 
authorization, any device for generating 
the radiotelephone alarm signal by 
automatic means, which is used or 
operated by a coast station subject to 
this part for transmission of that signal, 
shall be of a type specifically approved 
by the Commission in respect to its 
accuracy, reliability, and other relevant 
characteristics. 

PART 83—STATIONS ON SHIPBOARD 
IN THE MARITIME SERVICES 

1. Section 83.142 is amended to read 
as follows; 

§ 83.142 Apparatus for generating 
automatically the radiotelephone alarm 
signal. 

(a) Any device installed prior to 
January 1,1983, for generating the 
radiotelephone alarm signal (as defined 
by § 83.245(b)) by automatic means shall 
be capable of being taken out of 
operation at any time ip order to permit 
the immediate transmission of a distress 
call and message. The device described 
by paragraph (b) of this section may be 
used prior to January 1,1983, in lieu of 
this device. The device shall comply 
with the following requirements: 


(1) The tolerance of the frequency of 
each tone shall be plus or minus 1.5 
percent; 

(2) The tolerance on the duration of 
each tone shall be plus or minus 50 
milliseconds; 

(3) The interval between successive 
tones shall not exceed 50 milliseconds; 

(4) The ratio of the amplitude of the 
stronger tone to that of the weaker shall 
be within the range 1 to 1.2. 

(b) Any device installed on or after 
January 1,1983, for generating the 
radiotelephone alarm signal shall be 
capable of being taken out of operation 
at any time in order to permit the 
immediate transmission of a distress 
call and message. The device shall 
comply with the following requirements: 

(1) The tolerance of the frequency of 
each tone shall be plus or minus 1.5 
percent; 

(2) The tolerance of the duration of 
each tone shall be plus or minus 10 
milliseconds; 

(3) The interval between successive 
tones shall not exceed 4 milliseconds; 

(4) The ratio of the amplitude of the 
stronger tone to that of the weaker shall 
be within the range of 1 to 1.2; 

(5) The output of the device should be 
sufficient to modulate the associated 
transmitter in the case of A3 or A3H 
classes of emission to a depth of at least 
70 percent, and for an A3J class of 
emission to within 3dB of the rated peak 
envelope power of the transmitter; 

(6) Means shall be provided to reduce 
to extinction any light output from the 
device which is capable of interfering 
with the safe navigation of the ship; 

(7) After activation the device shall 
automatically generate the 
radiotelephone alarm signal for a period 
of not less than 30 seconds and not more 
than 60 seconds, unless manually 
interrupted; 

(8) After generating the 
radiotelephone alarm signal or after 
manual interruption, the device shall be 
immediately ready to repeat the signal; 

(9) Provisions shall be made such that 
the transmitter is automatically 
switched from the stand-by condition to 
the transmit condition at the start and 
returned to the stand-by condition at the 
conclusion of the radiotelephone alarm 
signal. 

(c) Except for experimental or trial 
operation under developmental station 
authorization, any device for generating 
the radiotelephone alarm signal by 
automatic means, which is used or 
operated by a mobile station subject to 
this part for transmission of the signal, 
shall be of a type specifically approved 
by the Commission in respect to its 
accuracy, reliability, and other relevant 
characteristics. 


2. Section 83.201(b) is amended to 
read as follows: 

§ 83.201 Watch required during silence 
periods. 

« * « « « 

(b) Each ship station licensed to 
transmit by telephony on one or more 
frequencies within the band 1605-3500 
kHz shall, during its hours of service for 
telephony, maintain an efficient watch 
on the authorized carrier frequency 2182 
kHz, whenever such station is not being 
used for transmission on that frequency 
or for communication on other 
frequencies in the band. Such watch 
shall be maintained at least twice each 
hour for 3 minutes commencing at x h. 

00 and x h. 30, Greenwich mean time 
using headphones or a loudspeaker. 
Except for messages of distress, urgency 
and vital navigational warnings, ship 
stations shall not transmit on 2182 kHz 
during the silence periods. 

3. In § 83.202, paragraphs (a) and (b) 
are amended to read as follows: 

§ 83.202 Watch required on vessels 
subject to the Communications Act. 

(a) Each ship of the United States 
which is equipped with a radiotelegraph 
station for compliance with Part II of 
Title III of the Communications Act 
shall, while being navigated in the open 
sea outside of a harbor or port, keep a 
continuous and efficient watch on'500 
kHz by means of radio officers. In lieu 
thereof, on a cargo ship equipped with a 
radiotelegraph auto alarm in proper 
operating condition, an efficient watch 
on 500 kHz shall be maintained by 
means of a radio officer for at least 8 
hours per day in the aggregate, i.e., for at 
least one-third of each day or portion of 
each day that the vessel is navigated in 
the open sea outside of a harbor or port. 

Ships equipped with a radiotelegraph 
station shall also maintain a continuous 
watch when in the open sea outside a 
harbor or port on the radiotelephone 
distress frequency 2182 kHz from the 
principal radio operating position or the 
room from which the vessel is normally 
steered. A radiotelephone distress 
frequency watch receiver having a 
loudspeaker and a radiotelephone auto¬ 
alarm facility shall be used to keep the 
continuous watch on 2182 kHz if such 
watch is kept from the room from which 
the vessel is normally steered. 1 Except 
that the radiotelephone auto-alarm 
facility may only be used after a 
determination by the master that 
conditions are such that maintenance of 
the listening watch would interfere with 
the safe navigation of the ship. 


1 Effective May 25.1981, a 2182 kHz continuous 
watch and use of a radiotelephone distress 
frequency watch receiver is required. 
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(b) Each cargo ship of the United 
States which is equipped with a 
radiotelephone station for compliance 
with Part II of Title ffl of the 
Communications Act shall while being 
navigated in the open sea outside of a 
harbor or port, keep a continuous and 
efficient watch on 2182 kHz in the room 
from which the vessel is normally 
steered while at sea, whenever such 
station is not being used for authorized 
traffic. Such watch shall be maintained 
by at least one officer or member of the 
crew of the vessel who has been 
designated by the master to do so. The 
person designated by the master may 
simultaneously perform other duties 
relating to the operation or navigation of 
the vessel, provided such other duties do 
not interfere with the effectiveness of 
the watch. A radiotelephone watch 
receiver having a loudspeaker and a 
radiotelephone auto alarm facility shall 
be used to keep the continuous watch on 
2182 kHz. 2 Except that the 
radiotelephone auto alarm facility may 
only be used after a determination by 
the master that conditions are such that 
maintenance of the listenting watch 
would interfere with the safe navigation 
of the ship. 

• * # * ♦ 

4. In § 83.203, paragraphs (a) and (b) 
are amended and (c) is added to read as 
follows: 

§ 83.203 Watch required on vessels 
subject only to the Safety Convention. 

(a) Each ship of the United States 
which is equipped with a radiotelegraph 
station for compliance with the Safety 
Convention, but which is not fitted with 
a radiotelegraph auto alarm in proper 
operating condition, shall while at sea 
keep a continuous and efficient watch 
on 500 kHz by means of radio officers. 
Ships equipped with a radiotelegraph 
station shall also maintain a continuous 
watch when in the open sea outside a 
harbor or port on the radiotelephone 
distress frequency 2182 kHz from the 
principal operating position or the room 
from which the vessel is normally 
steered. A radiotelephone distress 
frequency watch receiver having a 
loudspeaker and a radiotelephone auto 
alarm shall be used to maintain the 
continuous watch on 2182 kHz if such 
watch is kept from the room from which 
the vessel is normally steered. 3 Except 
that the radiotelephone auto alarm 
facility may only be used after a 
determination by the master that 
conditions are such that maintenance of 


1 Effective May 25,1981 a distress frequency 
watch receiver is required 
1 Effective May 25,1981, a 2182 kHz continuous 
watch and use of a radiotelephone distress 
frequency watch receiver is required. 


the listening watch would interfere with 
the safe navigation of the ship. If fitted 
with a radiotelegraph auto alarm in 
proper operating condition, the 500 kHz 
watch shall be kept while at sea as 
follows: 

(1) Each cargo ship, and each 
passenger ship carrying or certificated 
to carry 250 passengers or less, or more 
than 250 passengers but engaged on a 
voyage of less than 16 hours duration 
between two consecutive ports, at least 
8 hours watch a day: 

(2) Each passenger ship carrying or 
certificated to carry more than 250 
passengers and engaged on a voyage 
exceeding 16 hours duration between 
two consecutive ports, at least 16 hours 
watch a day. 

(b) Each cargo ship of the United 
States which is equipped with a 
radiotelephone station for compliance 
with the Safety Convention shall, while 
at sea. keep a continuous and efficient 
watch on 2182 kHz using a 
radiotelephone watch receiver having a 
loudspeaker and a radiotelephone auto 
alarm facility. 4 Except that the 
radiotelephone alarm facility may only 
be used after a determination by the 
master that conditions are such that 
maintenance of the listening watch 
would interfere with the safe navigation 
of the ship. 

(c) Each ship of the United States 
subject to the Safety Convention shall 
maintain a listening watch for such 
periods and on such VHF channels as 
may be required by foreign 
administrations operating a system to 
promote the safety of navigation in 
areas under its sovereignty. This watch 
shall be maintained from the principal 
operating position or the room from 
which the vessel is normally operated. 

5. In § 83.204 a new paragraph (d) is 
added as follows: 

§ 83.204 Provisions governing 
radiotelegraph watch. 

• • • • • 

(d) During the period of this watch, on 
vessels subject to the Communications 
Act and the Safety Convention on 
international voyages, the radio officer 
may discontinue such listening during 
the time when he is handling traffic on 
other frequencies, or performing other 
essential radio duties, but only if it is 
impracticable to listen by split 
headphones or loudspeaker. The 
listening watch shall always be 
maintained by a radio officer using 
headphones or loudspeaker during the 
silence period provided for by the Radio 
Regulations. The term “essential radio 


* Effective May 25,1981. a distress frequency 

watch receiver is required. 


duties** in this rule includes urgent 
repairs of: 

(1) Equipment for radiocommunication 
used for safety; 

(2) Radio navigational equipment by 
order of the master. 

6. Section 83.443(a) is amended to 
read as follows: 

§ 83.443 Radio installations. 

(a) The main installation includes a 
main transmitter, a main receiver, a 
main power supply, a main antenna 
system and a radiotelephone distress 
frequency watch receiver. 


7. Section 83.444 is amended by 
adding a new paragraph (h) to read as 
follows: 

§ 83.444 Requirements of main 
installation. 

• * • • • 

(h) The radiotelephone distress 
frequency watch receiver shall be 
capable of meeting the requirements of 
§ 83.559. 5 

8. Section 83.445 is amended to read 
as follows: 

§ 83.445 Requirements of radiotelephone 
installation.® 

* • • « i 

(a) • • * 

(5) The radiotelephone transmitter 
required by this paragraph may be 
contained in the same enclosure or case 
as the receiver required by paragraph 

(b) of this section. Additionally, these 
transmitters may be provided with the 
capability to transmit A3J emissions. 

(b) (1) The radiotelephone receiver 
shall be capable of efficiently receiving 
A3 and A3H when connected to the 
antenna system specified in paragraph 

(c) of this section and shall be preset 
and capable of accurate and convenient 
selection of 2182 kHz. The receiver shall 
additionally: 

(i) Have sufficient sensitivity to 
provide an audio output of 50 milliwatts 
to a loudspeaker when the input is as 
low as 50 microvolts. The 50 microvolt 
input signal shall be modulated 30 
percent at 400 Hertz and provide at least 
a 6 dB signal*to-noise ratio when 
measured in the rated audio bandwidth. 

(ii) Be equipped with one or more 
loudspeakers capable of being 
effectively used to maintain a watch on 
2182 kHz at the principal operating 
position or in the room from which the 
vessel is normally steered. 

(2) The radiotelephone distress 
frequency watch receiver required by 


‘Effective May 25.1981, a radiotelephone distress 
frequency watch receiver is required. 

•Effective May 25.1981, the radiotelephone 
installation is required. 
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§ 83.443 may be used in lieu of the 
receiver specified in paragraph (b)(1) of 
this section. If the watch is stood at the 
place from which the ship is normally 
steered a radiotelephone distress 
frequency watch receiver must be used 
for this purpose. 

(3) The radiotelephone receiver 
required by this paragraph (b) may be 
contained in the same enclosure or case 
as the transmitter required by paragraph 

(a) of this section. Additionally, these 
receivers may be provided with the 
capability to receive A3J emissions. 

9. Section 83.446(a)(9) is amended to 
read as follows: 

§ 83.446 Requirements of reserve 
installation. 

***** 

(a)(9) The reserve power supply shall 
be used to energize the reserve 
installation and the radiotelegraph 
alarm signal keyer, and provided that 
the supply has adequate capacity, may 
be used to energize the following 
apparatus: 

(i) the audible warning apparatus 
included as a component of an approved 
radiotelegraph auto alarm; 

(ii) the VHF installation required by 
Subpart BB of this chapter 
simultaneously with the reserve 
transmitter in the case of distress 
urgency and safety communications; 

(iii) the VHF installation required by 
Subpart BB of this chapter alternately 
with the reserve transmitter. A 
switching device shall be Fitted to 
ensure alternate operation only in the 
case of distress, urgency and safety 
communications; 

(iv) the device for generating the 
radiotelephone alarm signal; 

(v) the bridge-to-bridge VHF 
radiotelephone installation required by 
Subpart X of this chapter. 

• * • * * 

10. Section 83.458 and the heading are 
amended to read as follows: 

§ 83.458 Direction finding and homing 
equipment 

Each ship of 1,600 gross tons or over 
which is subject to the requirement set 
forth in subparagraph (a)(2) of Section 
351 of the Communications Act, or 
which is subject to Regulation 12 of 
Chapter V of the Safety Convention, 
whose keel was laid: 

(a) Prior to May 25,1980, shall be 
equipped with efficient radio direction 
finding apparatus properly adjusted, in 
operating condition and approved by the 
Commission. 

(b) On or after May 25,1980, shall be 
equipped with efficient radio direction 
finding apparatus having a homing 
capability properly adjusted, in 


operating condition and approved by the 
Commission. 

11. A new § 83.463a is added as 
follows: 

§ 83.463a Homing facility requirements. 

(a) Direction finding equipment used 
on mandatorily fitted vessels whose 
keel was laid on or after May 25.1980, 
shall additionally have a homing facility 
which shall: 

(1) Be capable of operating on signals 
of classes of emission Al, A2, A2H, A3 
and A3H on any frequency in the band 
2167-2197 kHz; 

(2) Be capable of taking direction 
finding bearings on the radiotelephone 
distress frequency 2182 kHz without 
ambiguity of sense within an arc of 30° 
on either side of the bow; 

(3) Be installed with due regard to 
CCIR Recommendation 428-2; 

(4) Possess a sensitivity, in the 
absence of interference, sufficient to 
permit the taking of accurate bearings 
on a signal having a field strength as 
low as 25 microvolts per meter, 

(5) The accuracy of the homing facility 
shall be determined in accordance with 
§ 83.463 by comparison of visual or 
calculated and homing facility bearings. 
Comparisons shall be made at —30, 0 
and +30 degrees relative to the ships 
heading to show that the correct sense is 
indicated. 

(b) Ail reasonable steps shall be taken 
to ensure the homing facility meets the 
technical standards delineated in 
paragraph (a) above. In those cases 
where due to technical difficulties the 
standards of paragraph (a) cannot be 
met the Commission may grant to 
individual licensees an exemption from 
part or all of the requirements of this 
section. 

12. Section 83.483 is amended to read: 

§ 83.483 Radiotelephone installation. 

The radiotelephone installation 
includes: 

(a) A radiotelephone transmitter; 

(b) A receiver as specified in 
§ 83.488(a); 

(c) A radiotelephone distress 
frequency watch receiver specified in 
§ 83.488(b); 7 

(d) A main source of energy; 

(e) A reserve source of energy, when 
required by § 83.491(a); 

(f) An antenna system. 

13. Section 83.484 is amended by 
adding a new paragraph (h) to read as 
follows: 

§ 83.484 Radiotelephone transmitter. 
***** 


7 Effective May 23.1981 a radiotelephone distress 

frequency watch receiver is required. 


(h) An artificial antenna shall be 
provided to permit weekly checks 
without causing interference of the 
automatic device for generating the 
radiotelephone alarm signal on 
frequencies other than the 
radiotelephone distress frequency. 

14. Section 83.488 is amended to read 
as follows: 

§ 83.488 Radiotelephone receivers. 

(a) The receiver required by 

§ 83.483(b) of this part shall be capable 
of effective reception of A3H and A3J 
emissions on the radiotelephone distress 
frequency. The receiver shall be capable 
of effective reception of A3H 8 and A3J 
emissions on 2638 kHz and the receiving 
frequencies associated with the 
transmitting frequencies provided 
pursuant to 83.484(a). 

(b) In addition to the receiver required 
by paragraph (a) of this section a 
radiotelephone distress frequency watch 
receiver 9 approved by the Commission 
for maintaining the watch required by 
§§ 83.202 and 83.203 and complying with 
the technical standards set out in 

§ 83.559 shall be provided. 

(c) One or more loudspeaker capable 
of being effectively used to maintain the 
required 2182 kHz signals at the 
principal operating position and at any 
other place where listening is performed. 

(d) The receiver required by 
paragraph (a) of the section shall: 

(1) Have sufficient sensitivity, as 
defined in paragraph (e) of this section, 
over the required frequency band on any 
required reception frequency to 
effectively operate a loudspeaker when 
the receiver input is as low as 50 
microvolts; 

(2) Be capable of efficient operation 
when energized by the main source of 
energy, and when energized by the 
reserve source of energy if a reserve 
source of energy is required by 

§ 83.491(a); 

(3) Be adequately protected by means 
of suitable devices from excessive 
currents and voltages which could cause 
damage to any component thereof; 

(4) Be provided with a durable 
nameplate, mounted on the receiver or 
made an integral part thereof, showing 
clearly the name of the receiver 
manufacturer and the type of model of 
the receiver. 

(e) The sensitivity of a receiver is the 
strength in microvolts of a signal, 
modulated 30 percent at 400 cycles per 
second, required at the receiver input to 
produce an audio output of 50 milliwatts 
to the loudspeaker with a signal-to-noise 


• A3H shall nol be required after January % 1962. 
•Effective May 25,1981 a radiotelephone distress 
frequency watch receiver is required. 
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ratio of at least 6 decibels. Evidence of a 
manufacturer'8 rating or a 
demonstration of the sensitivity of a 
required receiver computed on this basis 
shall be furnished upon request of a 
Commission representative. 

15. Section 83.491(c)(2) is amended to 
read as follows: 

§ 83.491 Reserve source of energy. 
***** 

(c)(2) The reserve source of energy, if 
of sufficient capacity, may be used to 
energize the bridge-to-bridge 
radiotelephone and the VHP 
radiotelephone installation required by 
Subpart BB. 

16. A new § 83.559 is added as 

follows: 

§ 83.559 Radiotelephone distress 
frequency watch receiver. 

(a) The radiotelephone distress 
frequency watch receiver shall be type 
approved by the Commission and is 
comprised of a receiver, a loudspeaker 
and a radiotelephone auto alarm 
(muting) facility. The receiver may be 
provided with a facility for 
automatically opening the speaker to the 
full audio passband for the duration of 
the silence period. 

(b) To be type approved by the 
Commission the radiotelephone distress 
frequency watch receiver shall comply 
with the following requirements: 

(1) The receiver shall be capable of 
being preset to the frequency 2182 kHz 
and be capable of receiving signals of at 
least class A2. A2H, A3 and A3H. 

(2) The selectivity and audio pass 
band characteristics of the receiver shall 
be adequate to permit the satisfactory 
detection.of required voice and tone 
signals. 

(3) The receiver shall have sufficient 
sensitivity to provide a SINAD ratio of 
20dB at the audio output when a 30 
microvolt signal A3 or A3H emission 
modulated 30% at 400 Hz is applied at 
the receiver input terminals. Refer to 

§ 83.715(d)(4) for the measurement 
procedure. 

(4) The audio output of the receiver 
shall be a minimum of 50 milliwatts. 

(5) The receiver shall be provided 
with an auto alarm facility which causes 
the receiver to be muted (silence the 
loudspeaker) unless the radiotelephone 
alarm signal or the signal preceding a 
vital navigational warning is received. 
When the auto alarm facility is 
activated the receiver shall be effective 
beyond the range at which speech 
signals are satisfactory. 

(i) The receiver shall be considered 
muted when the audio output power is 
reduced to less than 1 milliwatt 


(ii) Tone selecting device if used to 
process the 1300 and Hz 2200 Hz tones 
shall be subject to a ± 1.5 percent 
tolerance and the response shall not fall 
below 50 percent of the maximum 
response for frequencies within 3 
percent of the frequency of maximum 
response. 

(iv) The receiver mute shall not be 
lifted by atmospherics or by strong 
signals other than the radiotelephone 
alarm and the vital navigational 
warning signal. 

(v) A double sideband signal, 
modulated to 70% by the signals 
specified in paragraph (a)(5)(iv), shall 
lit the mute in not less than 4 seconds 
nor more than 6 seconds for input 
signals producing a SINAD of lOdB at 
the audio output terminals. 

(6) Those controls listed below shall 
be provided on the exterior of the 
equipment 

(i) On/off switch with a visual 
indication that the device is on. 

(ii) Volume control to adjust the audio 
output. 

(iii) Control for dimming any light on 
the equipment. 

(iv) Control for switching the muting 
facility in and out of operation. 

(v) Provisions shall be included to 
manually reset the equipment to the 
mute position. 

(7) Means shall be provided for 
grounding the case of the equipment but 
this should not cause any terminal of the 
source of electrical energy to be 
grounded. 

(8) Provisions should be made to 
protect the equipment from excessive 
currents, power supply reversals and 
voltage variations which could cause 
damage to any component 

(9) The equipment shall continue to 
comply with the technical requirements 
of the section under conditions of sea 
state, vibration, humidity and changes of 
temperature normally encountered in a 
maritime environment. 

(10) Be provided with a durable name 
plate, mounted on the receiver or made 
an integral part thereof showing clearly 
the name of the receiver manufacturer 
and the type of model of the receiver. 

(c) The watch receiver shall be tested 
to the satisfaction of the Commission to 
determine that it will respond to the 
required signals while rejected other 
signals so as not to cause false alarms. 
The tests conducted by the Commission 
will include, but not necessarily be 
limited to, the following: 

(1) Response to radiotelephone alarm 
signal: A test signal (A2 emission) 
modulated with the radiotelephone 
alarm signal to a modulation depth of 
70% over any combination of the 
tolerances specified below shall be 


applied to the receiver. The test signal 
spplied to the receiver shall be 
increased until a SINAD of lOdB is 
obtained. The tests shall be conducted 
at this input level and higher to ensure 
that the mute lifts within the required 4 
to 6 second period. The alarm signal 
tolerances are: 

(1) Modulating frequency: 1300±20 Hz 
and 2200±35 Hz: 

(ii) Duration of tones: 250±50 
milliseconds: (iii) Time between tones: 0 
to 50 milliseconds. 

(2) Response to navigational warning 
signal: A test signal (A2 emission) 
modulated with the navigational 
warning signal to a modulation depth of 
70% over any combination of the 
tolerances specified below shall be 
applied to the receiver. The test signal 
applied to the receiver shall be 
increased until a SINAD of lOdB is 
obtained. The tests shall be conducted 
at this input and higher to ensure that 
the mute lifts within the required 4 to 6 
second period. The navigational 
warning signal tolerances are: 

(i) Modulating frequency: 2200 Hz±35 
Hz; 

(ii) Modulation and carrier on: 250 ±50 
milliseconds; 

(iii) Modulation and carrier off; 

250±50 milliseconds. 

(3) Response to non-specific 2200 Hz 
signals: A test signal (A2 emission) 
modulated to a depth of 70% shall be 
applied to the receiver input at a level of 
±70 dB above the measured sensitivity 
level. The modulation frequency shall be 
2200 Hz±35 Hz and shall be pulsed 
using all possible combinations of the 
following: 

(i) Signal on: 175 milliseconds or less, 
325 milliseconds or greater. Signal off: 
250 milliseconds. 

(ii) Signal off: 175 milliseconds or less, 
425 milliseconds or greater. Signal on: 

250 milliseconds. 

(4) Response to actual signals: The 
receiver shall be tested while connected 
to an antenna capable of efficiently 
receiving signals on the frequency 2182 
kHz for a period of 20 days to 
demonstrate that the equipment will not 
respond to signals other than the 
required signals. Additionally, during 
this test valid radiotelephone alarm 
signals and navigational warning signals 
shall be introduced on an hourly basis to 
demonstrate that the equipment is 
operating in a satisfactory manner. 

17. A new Subpart is added to Part 83 
‘as follows: 
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Subpart BB—VHF Radiotelephone 
Stations Provided for Compliance With 
the Radio Provisions of the Safety 
Convention. 

18. A new § 83.851 is added to read as 
follows: 

§ 83.851 VHF radiotelephone station. 

(a) The provisions of this subpart are 
applicable to the VHF radiotelephone 
station required to be provided on all 
passenger ships irrespective of size and 
all cargo ships of 300 gross tons and 
upwards subject to the Safety 
Convention. The VHF radiotelephone 
station so provided comprises a 
radiotelephone installation and such 
other equipment as may be necessary 
for the proper use and operation of such 
installation. 

(b) The VHF radiotelephone station 
shall be installed so as to insure safe 
and effective operation of the 
equipment, and shall be arranged to 
facilitate repair. Adequate protection 
shall be provided against the effects of 
vibration, moisture, and temperature. 

(c) The principal operating position of 
the radiotelephone station shall be in 
the room from which the vessel is 
normally steered while at sea. 

(d) The radiotelephone station shall 
be capable of operating in the simplex 
mode on the ship station transmitting 
frequency specified in the following 
table in the frequency band 156.025 MHz 
to 157.425 MHz. The station shall also be 
capable of operating in the semiduplex 
mode on the two frequency channels 
specified in the following table. 


Channel designators 


Transmitting 

frequencies 

(MHz) 


Channel designators 


Transmitting 

frequencies 

(MHz) 





Ship 

stations 

Coast 

stations 

75 . 



n 

156.800 

(’) 

156 800 

16.... 






n 

156 850 

n 

156850 

^ -j 



77 . 



156 875 

10 .. . 



156 900 

161 500 

78.. 



156 925 

161.525 

19. 



156.950 

161 550 

79... _. 



156 975 

161 575 

20 . 



157 000 

161 600 




157 025 

161.625 

2 j 



157.050 

156 050 




157 075 

Of 

161 650 
161.675 

22 . 



157.100 

161 700 
161 725 

82___ 



157.125 

23. 



157.150 

156.150 

83. 



157 175 

Of 

161.750 

156.175 




157.200 

Of 

161.775 

161.800 

84 



157.225 

161.825 

25. 



157.250 

161 850 

85.<.... 



157.275 

161 875 

26........ 



157.300 

161 900 

86 . 



157.325 

161.925 

27. 



157 350 

161.950 

87....... 



157.375 

161 975 




157.400 

162.000 

88 . 



157.425 

162 025 


1 Guard band. 

19. A new § 83.852 is added to read as 
follows: 

§ 83.852 The VHF radiotelephone 
installation. 10 

The VHF radiotelephone installation 
included: 

(a) A VHF radiotelephone transmitter. 

(b) A VHF radiotelephone receiver, 

(c) A VHF source of energy, 

(d) An antenna system. 

20. A new § 83.853 is added to read as 
follows: 


SNp Coast 
stations stations 



156.025 
156.050 
156.075 
156.100 
156 125 
156.150 
156175 
156.200 
156 225 
156.250 
156.275 
156 300 
156 325 
156 350 
156 375 
156 400 
156.425 
156 450 
156.475 
156 500 
156.525 
156.550 
156.575 
156 600 
156.625 
156 650 
156 675 
156 700 
156.725 
156.750 


160 625 
160.650 
160.675 
160.700 
160.725 
160.750 
160775 
160 800 
160.825 
160 850 
160 875 

160 925 
160.950 
156.375 


156 425 
156.450 
156475 
156 500 

156 550 
156575 
156.600 


156.650 
156 675 
156.700 
156 725 
156750 


§ 83.853 VHF radiotelephone transmitter. 

(a) The transmitter shall be capable of 
effective transmission of F3 emission on 
156.3 MHz and 156.8 MHz, and on 
frequencies which have been specified 
for use in conjunction with a system 
which has been established in order to 
promote safety of navigation. Vessels 
plying waters under the sovereignty of 
other administrations are required to 
effectively communicate on any channel 
designated by that administration for 
navigational safety in the bands 
specified in § 83.851(d). 

(b) The transmitter shall be adjusted 
so that the transmission of speech 
normally produces peak modulation 
within the limits of 75 percent and 100 
percent. 

(c) The transmitter shall have a carrier 
power of at least 8 watts and not more 


10 Effective May 25.1981. a VHF radiotelephone 
insinuation is required. 


than 25 watts. Provisions shall be made 
for reducing the carrier power to a value 
between 0.1 and 1.0 watts. 

(d) The transmitter Shall be 
considered as capable of complying 
with the power output requirements 
specified in paragraph (c) of this section 
when: 

(1) The transmitter is capable of being 
adjusted for efficient use with an actual 
ship station transmitting antenna 
meeting the requirements of § 83.856: 
and 

(2) The transmitter has been 
demonstrated, or is of a type which has 
been demonstrated, to the satisfaction 
of the Commission as capable, with 
normal operating voltages applied, of 
delivering not less than 8 watts of 
carrier power into 50 ohms effective 
resistance over the frequency band 
specified in § 83.851(d). An individual 
demonstration of the power output 
capability of the transmitter, with the 
radiotelephone installation normally 
installed on board ship, may be required 
whenever in the judgement of the 
Commission this is deemed necessary: 
and 

(3) It is type accepted as required by 
§ 83.139. 

21. A new § 83.854 is added to read as 
follows: 

§ 83.854 VHF radiotelephone receiver. 

(a) The receiver used for providing the 
watch for navigational safety required 
by § 83.203(c) shall be approved by the 
Commission and capable of effective 
reception of F3 emission on the 
frequencies required by § 83.851(d) 
when connected to the antenna 
specified in § 83.856. 

(b) The receiver shall have a usable 
sensitivity of 0.5 microvolts when 
measured in accordance with 

§ 83.715(d)(4). 

(c) The selectivity of the receiver shall 
be such that intelligibility of the wanted 
signal is not seriously affected by 
unwanted signals. 

(d) The receiver shall deliver 
adequate audio output power to be 
heard in the ambient noise level likely to 
be expected on board ships with a 
loudspeaker and/or a telephone 
handset. 

te) In the simplex mode when the 
transmitter is activated the receiver 
output shall be muted. 

22. Section 83.855 is added to read as 
follows: 

§ 83.855 VHF radiotelephone source of 
energy. 

(a) There shall be readily available for 
use under normal load conditions, 
including times of inspection of the 
ship’s VHF radiotelephone station by a 
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Commission representative, a source of 
energy sufficient to simultaneously 
energize the VHF transmitter at its 
required antenna power, and VHF 
receiver. Under this load condition the 
potential of the source of energy at the 
power input terminals of the VHF 
radiotelephone installation shall not 
deviate from its rated potential by more 
than 10 percent on vessels completed on 
or after March 1,1957, nor by more than 
15 percent on vessels completed before 
that date. 

(b) When the source of energy for the 
VHF radiotelephone installation 
consists of or includes batteries, they 
shall be installed in the upper part of the 
ship, secured against shifting with 
motion of the vessel, capable of 
operating the installation for 6 hours, 
and accessible with not less than 10 
inches head room. 

(c) Means shall be provided for 
adequately charging any rechargeable 
batteries used in the vessel’s VHF 
radiotelephone installation. There shall 
be provided a device which, during 
charging of the batteries, will give a 
continuous indication of the charging 
current. 

(d) The VHF radiotelephone 
installation may be connected to the 
reserve source of energy of a 
compulsorly fitted radiotelephone or 
radiotelegraph installation pursuant to 
Subparts R and S of this part, 
respectively. 

23. Section 83.856 is added to read as 

follows: 

§ 83.856 VHF radiotelephone antenna 

system. 

An antenna shall be provided for 
radiotelephone installations, in 
accordance with the applicable 
requirements of § 83.107, which is as 
nondirectional and as efficient as is 
practicable for the reception of radio 
ground waves. The construction and 
installation of this antenna shall be such 
as to insure, insofar as is practicable, 
proper operation in time of an 
emergency. 

24. Section 83.857 is added to read as 
follows: 

§ 83.857 Controls and indicators required 
for the VHF radiotelephone Installations. 

The control and indicators used on 
equipment forming part of the VHF 
radiotelephone installation shall comply 
with the following standards: 

(a) Controls should be of such size as 
to permit normal adjustment to be easily 
performed. The function and the setting 
of the controls should be clearly 
indicated. 


(b) Controls should be illuminated as 
necessary, so as to enable satisfactory 
operation of the equipment. 

(c) Means should be provided to 
reduce to extinction any light output 
from the equipment which is capable of 
interfering with safety of navigation. 

(d) An on/off switch should be 
provided for the entire installation with 
a visual indication that the installation 
is switched on. 

(e) The equipment should indicate the 
channel number, as given in the Radio 
Regulations, to which it is tuned. It 
should allow the determination of the 
channel number under all conditions of 
external lighting. Where practicable 
Channel 16 should be distinctively 
marked. 

(f) The receiver should be provided 
with a manual volume control by which 
the audio output may be varied. 

(g) A squelch control should be 
provided on the exterior of the 
equipment. 

(hj If the external controls are 
assembled on a separate control unit 
and more than one such control unit is 
provided, the one on the bridge should 
have priority over the others. When 
there is more than one control unit, 
indication should be given to the 
other(8) that the equipment is in 
operation. 

(FR Doc aa-20034 Filed 7-+-M, 8:45 am| 

BILLING COOE 6712-01-M 


DEPARTMENT OF TRANSPORTATION 

Research and Special Programs 
Administration; Materials 
Transportation Bureau 

49 CFR Parts 171 and 172 

(Docket Nos. HM-126A, 145A, and 171; 

Arndt Nos. 171-153,172-58] 

Identification Numbers, Hazardous 
Wastes 

agency: Materials Transportation 
Bureau [MTBJ, Research and Special 
Programs Administration, Department of - 
•Transportation (DOT). 
action: Notice of public hearing and 
request for comments. 

SUMMARY: On June 3a 1980. Notice was 
published in the Federal Register (45 FR 
43761) announcing postponement of 
voluntary compliance with new 
regulations pertaining to the display of 
identification numbers on placards and 
use of the Optional Hazardous Materials 
Table (8 172.102). The Notice also 
announced a public hearing scheduled 
for July 31,1980, and the closing date of 
August 12.1980, for receipt of written 
comments. 


Due to an administrative error, the 
MTB failed to include in the Notice three 
additional petitions that it believes 
should be given full review with public 
participation. The petitions address the 
display of identification numbers and 
the note to § 171.3(c) concerning the 
transportation of hazardous wastes. 
dates: A public hearing will be held on 
July 31,1980, beginning at 9:00 a.m. 

Written comments must be received 
on or before August 12,1980. 

ADDRESSES: The public hearing will be 
held in Room 7A of the Federal Aviation 
Administration building (FOB 10A) 
located at 800 Independence Avenue, 
S.W., Washington, D.C. 

Address comments to: Dockets 
Branch. Materials Transportation 
Bureau, U.S. Department of 
Transportation. Washington, D.C. 20590. 
It is requested that the docket number 
be identified and that five copies be 
submitted. The Dockets Branch is 
located in Room 8428 of the Nassif 
Building, 400 7th Street, S.W., 
Washington, D.C. Office hours are 8:30 
a.m. to 5:00 p.m., Monday through 
Friday. Telephone (202) 426-3148. 

FOR FURTHER INFORMATION CONTACT: L. 
Metcalfe (202-426-0656), Standards 
Division, Office of Hazardous Materials 
Regulation, Materials Transportation 
Bureau. Department of Transportation, 
Washington, D.C. 20590. Office hours 
are 8:00 a.m. to 4:30 p.m., Eastern Time, 
Monday through Friday. 

SUPPLEMENTARY INFORMATION: On May 
22,1980, final regulations were 
published in the Federal Register (45 FR 
34560) under Dockets HM-118,126A, 
126B, 145A, 145B, 159, and 171. Of the 
eight petitions for reconsideration 
received, MTB believes that five 
petitions raise matters of major 
significance warranting further public 
participation before any action is taken 
concerning their disposition. Petitions 
were received from the Association of 
American Railroads (AAR) and the 
Southern Railway System and were 
quoted (all or in part) in the Notice 
appearing in the Federal Register on 
June 30,1980 (45 FR 43761). 

Nationaf Tank Truck Carriers, Inc., 
(NTTC) filed two petitions for 
reconsideration and the American 
Trucking Associations, Inc., (ATA) filed 
one petition addressing two issues. 

Concerning the Hazardous Waste 
regulations adopted under Docket HM- 
145A, the NTTC stated, in part, the 
following: 

Briefly stated. NTTC holds that the “Note** 
following subparagraph (3) of Paragraph (c) 
within Section 171.3 is (within the context of 
the Administrator’s regulatory jurisdiction) 
more restrictive than any comparable 
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clement contained in the proposed docket 
(Federal Register, Vol. 43, No. 102—Thursday, 
May 25.1978). 

Thus, we can only conclude that the “Note” 
violates the Department’s own rules of 
procedure, 

As we read 171.3 (c) In the final rule, NTTC 
must compare it to 171.3 (e) of the proposal, 
in terms of the concept of preemption. In the 
proposed rule, the Administrator (at 171.3 (e) 
(3)) would have allowed some variance from 
shipping paper format only to a state or 
locality which was “part of an authorized 
state hazardous waste management program 
under 42 U.S.C. 6926”. 

In the instant notice, however, the “Note” 
(at 171.3 (c) (3)) is simply an open-ended 
provision which would allow any state to 
vary from inferred uniformity of format or 
contents of shipping papers. In fact, the 
“Note” is an open invitation to states to write 
their own shipping paper requirements. 

Procedurally. NTTC holds that since the 
Department’s jurisdiction over interstate and 
intrastate carriers of hazardous wastes is 
virtually absolute; while its jurisdiction in 
other transportation matters over states and 
political subdivisions is most limited—any 
liberalization of the latter becomes more 
restrictive to the former. 

Since the Department’s current regulations 
require carriers to comply with all (non- 
preempted) state laws, ordinances, etc. “carte 
blanche” authority to the states to impose 
their own shipping paper requirements can 
only be a greater regulatory burden on 
carriers—a burden not contemplated in the 
proposal. 

In addition to the legalities of the question, 
however, is the simple issue of needed 
uniformity throughout the regulatory system. 
In the most recent past, the Administrator 
has demonstrated increased awareness of the 
sensitivity to uniformity. We urge that this 
philosophy be continued and that the “Note” 
be stricken. 

On the same topic, ATA stated the 
following: 

The purpose of Section 171.3(c) is to assure 
that state and local government requirements 
relative to the “Packaging, marking, labeling, 
and placarding” of hazardous wastes as well 
as the form and content of shipping 
documents and discharge reports arising in 
the movement of such materials are neither 
inconsistent with the federal standards or are 
applied differently from or in addition to the 
federal standards. We agree with this rule. 

The Nute immediately succeeding this 
section, however, exempts from the operation 
of Section 171.3(c): 

”• * * any requirements of a state relative 
to additional information that must be 
provided by a generator to the operator of a 
designated facility at or prior to the time of 
delivery of, or with the shipment of, a 
hazardous waste to that facility.” 

We remind MTB that Section 171.3(b) 
imposes upon carriers engaged in the 
transportation of hazardous wastes the 
burden of assuring that the shipping manifest 
is prepared in accordance with Section 
172.205. This latter section, in turn, mandates 
preparation of the shipping manifest in 
accordance with the EPA's requirements. 40 
C.F.R. 202. 


Both MTB and EPA have each considered 
the transportation of hazardous waste and 
have ruled upon the requirements which must 
be met in the transportation of these 
materials. The rules which these two federal 
agencies have promulgated are designed to 
insure the safe and controlled transportation 
of hazardous wastes and to do so in a way 
which permits motor carriers to operate 
uniformly regardless of the origin, 
Intermediate, or destination points of the 
transportation. 

The requirements adopted by MTB and 
EPA appear to be sufficient, while imposing 
the least burden upon the motor carrier 
industry. This could not be said if the 
exclusory language of the Note is allowed to 
become effective. It would provide each state 
with carte blanche to impose whatever 
additional requirements they chose without 
giving rise to any meaningful and additional 
safety benefit, as it is already presumed that 
the federal requirements assure the greatest 
level of safety governing the transportation of 
hazardous wastes. If. in fact, this is not the 
case, the federal requirements should be 
amended, but no additional state 
requirement, which would be at best 
surplusage, has yet been proven necessary. 

At the same time, additional, but boundless, 
state requirements will do much to result in 
confusion of and needless burdens upon, the 
motor carrier industry. Further, if a state 
would require of a generator additional 
information to the operator of a designated 
facility which would be unrelated to the safe 
transportation of the waste materials, the 
motor carrier should not be made to serve as 
a courier for the generator or state, unless the 
state requirement places no additional 
burden of handling or processing or other 
duties or liabilities upon the motor carrier. 

The operational confusion and problems 
which could be brought about by differing 
federal and state requirements, or the 
application thereof, will greatly reduce the 
effectiveness of the hazardous waste 
manifest system. If, for example, a carrier is 
transporting waste through more than one 
state the additional state requirements would 
result in confusion and an undue burden on 
the carrier and the driver and adversely 
affect their ability to comply with the variety 
of requirements. 

Uniform national regulations are essential 
to an expedient and safe transportation of 
hazardous waste from generator to the 
designated facility. 

Accordingly, ATA urges MTB to reconsider 
its adoption of the Note immediately 
following paragraph 171.3(c), and that it 
strike the Note from the final rules adopted in 
Docket No. HM-145-A. 

Concerning the display of 
identification numbers, the NTTC stated 
the following: 

Specifically, NTTC urges reconsideration of 
the panel/placarding regulations found at 49 
CFR 172.328,172.332 and 172.330. 

With the introduction of the United Nations 
Hazard Information Number, as specified in 
172.332, an alternative HI number display 
was created at 172.334. The choice was: 1) 
use of existing diamond-shaped placards and 
the orange HI number panel (of specified 


dimension); or, 2) use of diamond-shaped 
placards with the HI number on the placard 
and no use of the panel. 

NTTC believes that it is in the best 
interests of carriers and shippers for DOT to 
mandate exclusive use of the “number on 
placard” described at 172.334 and eliminate 
the separate number panel from the 
regulations. 

Scrapping the HI panel would save 
thousands of dollars in panel holders, panels 
and installation costs. While NTTC does not 
have exact figures, our estimates indicate 
that 50.000-60,000 cargo tanks will be 
affected, of which 10,000 have multiple 
compartments. Therefore, assuming a 
breakdown of 50,000 single compartment 
trailers and 10,000 three compartment trailers 
we estimate that a total of 80.000 
compartments will have to be fitted with a 
minimum of three panel holders. Since panel 
holders cost approximately $5.00 each, we 
are looking at a cost parameter in the range 
of $1,200,000.00. 

When one adds in the labor costs for 
installation, estimated at $7.00 per holder, we 
conclude that the total materials and labor 
costs to the tank truck industry will be 
$2,880,000.00. 

These estimates are based on the statistics 
found on page 180 of the COMMERCIAL CAR 
JOURNAL Fleet Survey Issue, June 1979 
balanced against the number of flammable 
liquid trailers built since 1965 published by 
the Bureau of Census. U.S. Department of 
Commerce and released in 1979. 

Another significant cost would accrue to 
the shipping community. Under 172.332 las 
written), shippers are required to provide 
both HI panels and placards or numbered 
placards. The costs for one panel is about 
$0.10 and three panels are required for each 
bulk shipment. The cost savings (if the HI 
panel were eliminated) would be 
approximately $15,000,000.00 per year 
(assuming 50,000,000 bulk shipments, per 
year, in for-hire, private and interstate 
transportation). 

We stress that these are minimum costs 
because (absent a change in these rules) 
cargo tanks would need a HI panel holder, a 
diamond-shaped placard holder, and, in 
many instances diamond-shaped flip signs. 
The unnecessary costs for carriers to provide 
for (and, for shippers to have in inventory) 
three different placard warning systems, are 
most significant. 

Of course, these costs would be passed on 
to consumers in the retail prices because of 
the higher transportation costs involved 

In addition to cost savings, safety and the 
HI numbers’ effectiveness will be improved. 
The correct number and correct hazard class 
placard will be in place because they are on 
one placard. Firemen and other emergency 
personnel will not be faced with a situation 
where mismatched HI panels and placards 
indicate Acetone as “1090“ and as an 
“Oxidizer” (by shipper or carrier error). 

The confusion and time delay could cause 
unnecessary injuries, fatalities and property 
damage. Additionally, the credibility and 
reliability of the system will come into 
question when such situations inevitability 
occur. 

The use of placards with HI numbers will 
meet the needs of emergency response 
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personnel, reduce the potential for error and 
reduce costs to consumers. 

The HI number panel, as proposed, is. at 
best, redundant; and, at worst, regulatory 
overkill. Therefore, NTTC prays that DOT 
will eliminate sections 172.328,172.332 and 
those portions for 172.336 pertaining to HI 
Number Panels from the regulations (and 
references thereto). 

Timing, of course, is critical. If this action is 
taken quickly, before shippers and carriers 
begin investing in the equipment and 
materials required for compliance, savings 
will be maximized. 

The ATA added the following 
comment concerning the display of 
identification numbers to its petition 
pertaining to hazardous wastes: 

On another matter, ATA has studied the 
position that the National Tank Truck 
Conference (NTTC) has taken in its June 20. 
1980 tetter to MTB regarding the use of the 
orange hazard identification panels (copy 
attached). ATA would like to go on record in 
support of the NTTC position relative to bulk 
shipment of hazardous materials. We believe, 
therefore, that DOT should act favorably 
towards the NTTC position. 

Since the NTTC and ATA petitions, in 
addition to those of the AAR and the 
Southern Railway System, address 
matters of major interest and concern to 
many shippers, carriers, and emergency 
response entities, the MTB believes 
these petitions should be given full 
review with public participation prior to 
taking final action. Therefore, MTB has 
included them within the scope of the 
public hearing announced earlier and 
solicits written views and comments on 
the petitions as they relate to the 
regulations published on May 22,1980, 

(19 U.S.C 1803,1804.1808; 49 CFR t.53. 
Appendix A to Part I) 

Issued in Washington. D.C. on July 1,1980. 

L. D. Santman. 

Director. Materials Transportation Bureau. 

in* Doc. 00-20629 Filed 7-fr-att 8:45 sm| 

BILLING CODE 4910-60-M 


Materials Transportation Bureau 

49 CFR Parts 172, 173, 178 

(Docket No. HM-139C; Arndt. Nos. 172-59, 
173-139, 178-61] 

Conversion of Individual Exemptions 
to Regulations of General Applicability 

agency: Materials Transportation 
Bureau (MTB). Research and Special 
Programs Administration, DOT. 
action: Final rule. 

summary: This action is being taken to 
incorporate into the Department's 
Hazardous Materials Regulations a 
number of changes based on the data 
and analyses supplied in selected, 
exemption applications or from existing 


exemptions. The need for this action-has 
been created by the public demand to 
make available new packaging and 
shipping alternatives that have proven 
themselves safe under the Department’s 
exemptions program. The intended 
effect of these amendments is to provide 
wider access to the benefits of 
transportation innovations recognized 
and shown to be effective and safe. 
EFFECTIVE DATE: July 10. 1980. 

FOR FURTHER INFORMATION CONTACT: 
John C. Allen, Office of Hazardous 
Materials Regulations. 400 7th Street, 
S.W., Washington, D.C, 20590 (202-472- 
2726). 

SUPPLEMENTARY INFORMATION: On 

March 24,1980 the Bureau published 
Notice No. 80-5 (45 FR 18994) under 
Docket HM-139C which proposed to 
amend the Hazardous Materials 
Regulations by incorporating the 
provisions of certain DOT exemptions 
and applications for exemptions into the 
general regulations. The public comment 
period ended on April 23,1980. All 
comments received on Docket HM-139C 
have been reviewed. W r ith one 
important exception relating to 
analytical standards, all commenlers 
w'ere favorable to the proposals. 

MTB proposed to add § 173.4 to the 
regulations which would have had the 
effect of substantially deregulating 
minute quantities of hazardous 
materials when shipped as an 
"analytical jtandard." This proposal 
was based on three DOT exemptions 
(7755, 7921, 8116) which authorized a 
variety of different packaging 
techniques for small quantities of 
specified hazardous materials. An 
attempt was made to create a 
standardized package which could be 
referenced in § 173.4 that would 
adequately accommodate various 
methods of shipping these very small 
quantity analytical standards. Based on 
the comments received on this proposal, 
the Bureau was not successful in this 
attempt. Commenters* recommendations 
included changing the outer packaging 
requirement; deleting the requirement 
for neutralizing material for corrosive 
liquids; authorizing a greater quantity of 
material per package; and deregulating 
minute quantities of hazardous 
materials other than those used for 
analytical standards. One commenter 
strongly suggested that the proposal be 
tightened substantially to limit the types 
of hazardous materials that would 
qualify for the exception, especially for 
shipment by air. Although MTB does not 
believe these problems are 
insurmountable, it is believed that 
enough disagreement and confusion 
exist that the entire issue of providing a 
general exception for analytical 


standards should be addressed 
separately. Consequently, the proposed 
amendment to add § 173.4 to the 
Hazardous Materials Regulations is 
being withdrawn from this docket and 
'will be considered for a future 
rulemaking after further study. 

All other proposals contained in 
Notice 80-5 are being adopted by these 
amendments. Three minor changes 
should be noted, however. First, the 
notice proposed to consolidate § 173.119 
(m)(13) and (m)(15) into one paragraph 
to be designated (m)(l3). This 
necessitates an amendment to 
paragraph (m)(14) by deleting the 
reference to the DOT 105A tank car 
since this tank car will be authorized 
under the provisions of the new 
paragraph (m)(13). Also, the reference to 
(Note 1) in existing § 173.119(m)(15) is 
deleted as no longer applicable. 

The second minor change involves the 
amendment to the table which 
authorizes certain types of steels to be 
used in constructing the DOT 3AA and 
3AAX cylinders in § 178.37-5. Part of the 
proposed amendment to this table was 
to eliminate the unused steel 
designations NE-8630, 9115, 9125, 9115X. 
and 9125X. One commenter requested 
that the NE-8630, 9115 and 9125 steels 
not be deleted since the company was 
considering a new cylinder design 
involving these steels. Consequently, 
only the 9115X and 9125X steel 
designations are being deleted. 

The last change from the notice 
involves a relocation of a proposed 
amendment to § 173.114a. The proposal 
involves the allowance of the use of a 
single Blasting Agent placard in cases 
where both an Oxidizer placard and 
Blasting Agent placard would be 
required. Notice 80-5 proposed to 
include this authorization by adding a 
new paragraph (j)(l) to 8 173.114a. Since 
this involves a placarding requirement, a 
more appropriate location would be in 
§ 172.504 General Placarding 
Requirements. Consequently, this 
amendment has been effected by adding 
a new footnote Note 10 to Table 2 in 
§172.504. 

In consideration of the foregoing. 49 
CFR Parts 172,173 and 178 are amended 
as follows: 

PART 172—HAZARDOUS MATERIALS 
TABLE AND HAZARDOUS MATERIALS 
COMMUNICATIONS REGULATIONS 

§ 172.101 [Amended] 

1. In § 172.101 the Hazardous 
Materials Table is amended by revising 
the entries on Consumer Commodity; 
Sodium potassium alloy (liquid); and 
Tear gas device, to read as follows: 

BILLING CODE 4910-60-M 
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2. In § 172.504 Table 2 is revised to 
read as follows: 


§ 172.504 General placarding requirements. 

(a) # * 4 


Table 2 


II me moio* vehicle, rail car or freight container contains a 
material classed (described) as— 

The motor vehicle, rail car. or freight container must be 
placarded on each side and each end— 

Class C explosives. 

DANGEROUS'• 

Blasting agents ...... ._ . 

BLASTING AGENTS ' ' 

Nonflammable gas 

Nonflammable gas (Chlorine)......... 

Nonflammable gas (Fltioone) 

NONFLAMMABLE GAS * 

CHLORINE 1 

POISON 

Nonflammable gas (Oxygen, pressurized liquid) 

OXYGEN » 

FLAMMABLE GAS * 

COMBUSTIBLE LIQUID * * 

Flammable gas...-.... 

Combustible liquid..... 

Flammable liquid.'...... 

FLAMMABLE 

Flammable solid---------- 

FLAMMABLE SOLID. 

OXIDIZER * *“ 

Organic peroxide... 

Poison 8 .. . .. 

Corrosive material... . . 

ORGANIC PEROXlOE 

POISON 

CORROSIVE * 

imtaLng material ... 

DANGEROUS 



Except for shipments by water. OXIDIZER placards need not be displayed if a freight container, motor vehicle or rail car 
also contains blasting agents and is placarded BLASTING AGENT as required 


PART 173—SHIPPERS—GENERAL 
REQUIREMENTS FOR SHIPMENTS 
AND PACKAGINGS 

3. In § 173.119 paragraphs (a)(27), 
(m)(8), (m)(13) and (m)(14) are revised, 
paragraph (m)(15) is deleted, and 
paragraph (a)(29) is added to read as 
follows: 

§ 173.119 Flammable liquids not 
specifically provided for. 

(a) * 

(27) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity, or two inside 
specification 2U polyethylene containers 
of not over 2Vz gallon capacity each. 
Authorized only for material which will 
not react with or cause decomposition of 
polyethylene. Not authorized for 
transportation by air. 


(29) Marine portable tanks meeting 
the requirements of 46 CFR Part 64 
authorized for highway and cargo vessel 
only when shipped in support of off¬ 
shore oil well drilling activities. Tanks 
shall comply with mounting and lie- 
down requirements of § 178.245-4 of this 
subchapter when transported by 
highway. 

* # » • * 

(m) * • * 

(8) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 


subchapter) polyethylene container of 
not over 6-gallon capacity, or two inside 
specification 2U polyethylene containers 
of not over 2 x h gallon capacity each. 
Authorized only for material which will 
not react with or cause decomposition of 
polyethylene. Not authorized for 
transportation by air. 

♦ * * * * * 

(13) Specification 103AW, 103ALW, 
103A-ALW, 103ANW. 103BW, 103CW. 
103DW. 103EW. 103W. 104W, 

105A100W. 111A60ALW1, 

111AG0ALW2.111A60W1,111A60W2. 
111A60W5. 111A100F2.111A100W3, 
111A100W6. 115A60W6, or AAR206W 
(§§ 179.200.179.201,179.220 of this 
subchapter). Tank cars. All special 
requirements for tank cars according to 
flash point, vapor pressure, and 
viscosity, in paragraphs (a) through (1) of 
this section apply. Not authorized for . 
flammable liquids which are also 
organic peroxides. 

(14) Specification 112A200W or 
114A340W (§§ 179.100,179.101 of this 
subchapter). Tank cars. Authorized only 
for propylene oxide except 112A200W 
also authorized for acrylonitrile. 

(15) [Deleted] 

» « • t * 

4. In § 173.125 paragraph (a)(7) is 
revised to read as follows: 

§ 173.125 Alcohol, n.o.s. (flammable 
liquid). 

(a) * 

(7) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 
subchapter), polyethylene container of 


not over 5-gallon capacity, or two inside 
specification 2U polyethylene containers 
of not over 2Vfe gallon capacity each. 
Wire staples are not authorized for 
assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 

5. In § 173.221 paragraph (a)(9) is 
revised to read as follows: 

§ 173.221 Liquid organic peroxides, n.o.s. 
and liquid organic peroxide solutions, n.o.s. 

(a) * 

(9) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ T78.24 of this 
subchapter) polyethylene container of 
not over 6-gallon capacity, or two inside, 
specification 2U polyethylene containers 
of not over 2 Vfe gallon capacity each. 

Wire staples are not authorized for 
assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 

• • • • * 

6. In § 173.222 paragraph (a)(4) is 
revised to read as follows: 

§ 173.222 Acetyl peroxide and acetyl 
benzoly peroxide, solution. 

(a) # * 

(4) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity, or two inside 
specification 2U polyethylene containers 
of not over 2Vfe gallon capacity each. 

Wire staples are not authorized for 
assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 

• * * * * 

In § 173.245 paragraph (a)(21) is 
revised and paragraph (a)(35) is added 
to read as follows: 

§ 173.245 Corrosive liquid not specifically 
provided for. 

(a) * • • 

(21) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity, or two inside 
specification 2U polyethylene containers 
of not over 2 V 2 gallon capacity each. 

Wire staples are not authorized for 
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assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 
***** 

(35) Marine portable tanks meeting 
the requirements of 46 CFR Part 64 
authorized for highway and cargo vessel 
only when shipped in support of off¬ 
shore oil well drilling activities. Tank 
must be compatible with lading. Not 
authorized for corrosive materials which 
also meet the definition of another 
hazard class. Tanks shall comply with 
mounting and tie-down requirements of 
§ 178.245-4 of this subchapter when 
transported by highway. 
***** 

8. In § 173.263 paragraph (a)(23) is 
revised and paragraph (a)(30) is added 
to read as follows: 

§ 173.263 Hydrochloric (muriatic acid); 
hydrochloric (muriatic) acid mixtures; 
hydrochloric (muriatic) acid solution, 
inhibited; sodium chlorite solution (not 
exceeding 42 percent sodium chlorite); and 
cleaning compounds, liquids, containing 
hydrochloric (muriatic) acid. 

w * * * 

(23) Specification 12P (5 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity, each or two 
inside specification 2U polyethylene 
containers of not over 2Vz gallon 
capacity each. Wire staples are not 
authorized for assembly or closure of 
boxes, except when polyethylene 
container is completely enclosed in 
inside boxes free of wire staples or 
other projections that could cause 
failure. Not authorized for 
transportation by air. 
***** 

(30) Marine portable tanks meeting 
the requirements of 46 CFR Part 64 
authorized for highway and cargo vessel 
only when shipped in support of off¬ 
shore oil well drilling activities. Tanks 
shall comply with mounting and tie¬ 
down requirements of § 178.245-4 of this 
subchapter. Authorized only for 
mixtures of hydrochloric and 
hydrofluoric acid containing 2% or less 
of hydrofluoric acid. 

« * * * * 

9. In § 173.264 paragraph (a)(20) is 
added to read as follows: 

§ 173.264 Hydrofluoric acid; white acid. 

(a)* * * 

(20) Marine portable tanks meeting 
the requirements of 46 CFR Part 64 
authorized for highway and cargo vessel 
only when shipped in support of off¬ 


shore oil well drilling activities. Tanks 
shall comply with mounting and tie¬ 
down requirements of § 178.245-4 of this 
subchapter when transported by 
highway. Authorized for hydrofluoric 
acid mixtures only. 
***** 

10. In § 173.272 paragraph (c), (d), (e), 
(f). (g) and (i)(ll) are revised and 
paragraph (i)(29) is added to read as 
follows: 

§ 173.272 Sulfuric acid. 
*•***' 

(c) Sulfuric acid concentration of 51 
percent or less: Authorized packaging is 
described in paragraphs (1) through (16), 
(23) through (26) and paragraph (29) of 
paragraph (i) of this section. 

(d) Sulfuric acid concentration of 
greater than 51 percent to not over 65.25 
percent: Authorized packaging is 
described in paragraphs (1) through (16) 
and (27) through (29) of paragraph (i) of 
this section. 

(e) Sulfuric acid concentration of 
greater than 65.25percent to not over 
77.5 percent : Authorized packaging is 
described in paragraphs (1) through (16). 
(20) through (22) and paragraph (29) of 
paragraph (i) of this section. 

(f) Sulfuric acid concentration of 
greater than 77.5 percent to not over 95 
percent: Authorized packaging is 
described in paragraphs (1) through (22) 
and paragraph (29) of paragraph (i) of 
this section. 

(g) Sulfuric acid concentration of 
greater than 95 percent to not over 100.5 
percent: Authorized packaging is 
described in paragraphs (1) through (4), 
(6). (14) through (20), and (29) of 
paragraph (i) of this section. 
***** 

(i) * * * 

(11) Specification 12P (§ 178.211 of this 
subchapter). Fiber board box with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity, or two inside 
specification 2U polyethylene containers 
of not over 2 Yz gallon capacity each. 
Wire staples are not authorized for 
assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 
***** 

(29) Marine portable tanks meeting 
the requirements of 46 CFR Part 64 
authorized for highway and cargo vessel 
only when shipped in support of off¬ 
shore oil well drilling activities. Tanks 
shall comply with mounting and tie¬ 
down requirements of § 178.245-4 of this 
subchapter when transported by 


highway. Authorized for sulfuric acid of 
concentrations up to 65.25 percent. 
Concentrations up to 100.5 percent are 
also authorized if the corrosive effect on 
steel is not greater than that of 65.25 
percent sulfuric acid measured at 100° F. 

11. In § 173.277 paragraph (a)(5) is 
revised to read as follows: 

§ 173.277 Hypochlorite solutions. 

( a ) * # * 

(5) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard box with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity or two inside 
specification 2U polyethylene containers 
of not over 2 x h gallon capacity each. 
Wire staples are not authorized for 
assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 
***** 

12. In § 173.346 paragraph (a)(24) is 
revised to read as follows: 

§ 173.346 Poison B liquids not specifically 
provided for. 

( a ) * * * 

(24) Specification 12P (§ 178.211 of this 
subchapter). Fiberboard boxes with one 
inside specification 2U (§ 178.24 of this 
subchapter) polyethylene container of 
not over 5-gallon capacity or two inside 
specification 2U polyethylene containers 
of not over 2 l A gallon capacity each. 
Wire staples are not authorized for 
assembly or closure of boxes, except 
when polyethylene container is 
completely enclosed in inside boxes free 
of wire staples or other projections that 
could cause failures. Not authorized for 
transportation by air. 
***** 

13. In § 173.353 paragraph (a)(3) is 
revised to read as follows: 

§ 173.353 Methyl bromide and methyl 
bromide mixtures. 

(a) * * * 

(3) Specification 3A225, 3AA225, 
3B225, 3E1800, 4A225, 4B225, 4BA225. or 
4BW225, (§§ 178.36,178.37, 178.38. 

178.42,178.49, 178.50,178.51,178.61 of 
this subchapter). Metal cylinders. 

Valves and other closing devices must 
be protected to prevent damage in 
transit by equipping the cylinder with 
valve protection required by § 173.301(g) 
of this subchapter. Cylinders having a 
wall thickness of less than 0.08 inch 
must be packed in boxes or crates (See 
§ 173.25). 

• * * * * 

14. In § 173.357 paragraph (b)(1) is 
revised to read as follows: 
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§ 173.357 Chloropicrin and chloropicrin 
mixtures containing no compressed gas or 
poison A liquid. 

* * * * * 

(b) * * * 

(1) Specification 3A, 3AA, 3B, 3C, 3D, 
3E. 4A. 4B, 4BA, 4BW, or 4C (§§ 178.36, 
178.37,178.38,178.40,178.41, 178.42, 
178.49.178.50.178.51,178.52,178.61 of 
this subchapter). Metal cylinders. 

Valves and other closing devices must 
be protected to prevent damage in 
transit by equipping the cylinders with 
valve protection required by § 173.301(g) 
of this subchapter. A cylinder dosed by 
means of a solid plug may have the 
closure protected by a metal collar. 
Cylinders having a wall thickness of less 
than 0.08 inch must be packaged in 
boxes or crates. Each cylinder having a 
water capacity over 275 pounds must 
have a minimum design pressure of 225 
p.s.i.g., unless the specification requires 
a higher minimum design pressure. 
***** 

15. In § 173.385 paragraph (a)(3) is 
added to read as follows: 

§ 173.385 Tear gas grenades, tear gas 
candies, or similar devices. 

(a) * • * 

(3) Specification 12B (§ 178.205 of this 
subchapter). Fiberboard box with inside 
tear gas devices meeting specifications 
2P or 2Q (§§ 178.33,178.33a of this 
subchapter). Each inside container must 
be placed into spiral wound tubes fitted 
with metal ends or a double-faced 
fiberboard box with suitable padding. 

Not more than 30 inside containers shall 
be placed in one outside box and gross 
weight shall not exceed 35 pounds. 
***** 

16. In § 173.505 paragraph (b) is added 
to read as follows: 

§ 173.505 Exceptions for other regulated 
material (ORM). 

• * * * « 

(b) Strong outside packagings as 
specified in § 173.1200 of this subchapter 
are not required for materials classed as 
ORM-D when unitized in cages, carts, or 
similar overpacks and when shipped by 
private motor carrier from a distribution 
center to retail outlet. 

PART 178-SHIPPING CONTAINER 
SPECIFICATIONS 

17. In § 178.24a, § 178.24a-2 is revised 
to read as follows: 

§ 178.24a Specification 2E; inside 
polyethylene bottle. 


§ 178.24a-2 Rated capacity. 

(a) Maximum capacity not to exceed 5 
quarts. 

18. In § 178.37. the first table in 
i 178.37-5(a) is revised and paragraph 
178.37-5(b) is added to read as follows: 

§ 178.37 Specification 3AA; seamless 
steel cylinders made of definitely 
prescribed steels or 3AAX; seamless steel 


(b) When a carbon-boron steel is 
used, a hardenability test must be 
performed on the first and last ingot of 
each heat of steel. The results of this 
test must be recorded on the Record of 
Chemical Analysis of Material for 
Cylinders required by § 178.37-22 of this 
section. This hardness test must be 
made Vi 6-inch from the quenched end of 
the Jominy quench bar and the hardness 
shall be at least Rc 33 and no more than 
Rc 53. 

19. In § 178.211 the title is revised to 
read as follows: 

§ 178.211 Specification 12P; fiberboard 
boxes. Nonreuseabie containers for inside 
plastic containers greater than 1-gallon 
capacity, as prescribed in Part 173 of this 
subchapter. 

***** 

20. In § 178.343. paragraph (a) of 

§ 178.343-3 is revised to read as follows: 

§ 178.343 Specification MC-312; cargo 
tanks. 


§ 178.343-3 Closure for manholes. 

(a) Each compartment shall be 
accessible through a manhole 
conforming to paragraph UG-46{g)(l) of 
the ASME Code. The manhole cover 
shall be designed to provide a secure 
closure of the manhole. All joints 
between manhole covers and their seats 
shall be tight against leakage of vapor 
and liquid. Gaskets, if used, shall be of 
suitable material not subject to attack 
by lading. 


cylinders made of definitely prescribed 
steels of capacity over 1,000 pounds water 
volume. 

* * _ * * • 

§ 178.37-5 Authorized steel. 

(a) Open-hearth, basic oxygen, or 
electric steel of uniform quality. The 
following chemical analyses are 
authorized (See Note 1): 


(49 U.S.C. 1803, 1804,1808; 49 CFR 1.53, App. 
A to Part 1, and paragraph (a)(4) App. A lo 
Part 106) 

Note.—-The Materials Transportation 
Bureau has determined that this proposed 
regulation will not have major economic 
impact under the terms of Executive Order 
12044 and DOT implementing procedures |44 
FR 11034). nor an environmental impact 
under the National Environmental Policy Ac! 
(49 U.S.C. 4321 et seq.). A regulatory 
evaluation and environmental assessment 
are available for review in the docket. 

Issued in Washington. D.C. on June 27. 
1980. 

L. D. Santman, 

Director, Materials Transportation Bureau. 

|FR Doc. 80-20310 Filed 7-9-80.8.45 am] 

BILLING CODE 4910-60-M 


Federal Highway Administration 

49 CFR 389, 391, 392, 393, 395, 396, 
and Ch. Ill 

1BMCS Arndt. No. 79-5] 

Federal Motor Carrier Safety 
Regulations; Miscellaneous 
Amendments 

AGENCY: Federal Highway 
Administration (FHWA), DOT. 
action: Final rule. 

summary: The purpose of these rule 
changes is to clarity and update certain 
sections of the Federal Motor Carrier 
Safety Regulations (FMCSR). These 


Designation 

4130X NE-8630 

(percent) (percent) 

(see note 2) (see note 2) 

9115 9125 

(percent) (percent) 

(see note 2) (sea note 2) 

Cartoon-boron 
steel 
(percent) 
(see par b) 

intermediate 

manganese 

(percent) 

Carbon .. 

025/0.35. 028/0.33._ 

040/0.90 0.70/0 90 . 

0 04 max _ 0.04 max , 

O 10/0 20 0 20/0 

11! I | 

&9jjg j 

sissl 

o o o © o 

0 40 max. 

% qk/ \ 

Manganese . . 

V.iv'V.cv ,„M. v.^V'V.av.uuu 

0.50/0 75 ..... 0 50/0 75. 

0.04 max „ 0 04max _ 

Phosphorus .... 

i.JO/l.bO 

0.04 max. 

0.05 max 
0.10/0 30 

Sulfur . 

0 05 max . 0.04 max 

0 15/0 35_ 0.20/0.35. 

0.80/1.10„ 0.40/0.60 . 

0.04 max _ 004 max _ 

0.60/0 90 _ 0 60/0 90. 

0.50/0.65_ 0.50/0.65 _.. 

Silcon .— r — 

Chromium ____ 

Molybdenum ... 

0.15/0.25. . 0.15/0.25 . 



Zirconium . 


0.05/0 15 J" 0 05/0 15™ 



Nickel .. *♦.,. . .. 

. 0.4Q/0.70.JJ 



8ofon. .. 



0.005-0.003... 







Note 1—A heal ol steel made under the above specifications, check chemical analysis of which is slightly oat of the speci¬ 
fied range, ts acceptable, if satisfactory in all other respects, provided the tolerances shown >n the foilowtng tables are not 
exceeded, except as approved by the Department 
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miscellaneous changes are not 
substantive. 

EFFECTIVE DATE: This rule becomes 
effective on July 10,1980. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Gerald J. Davis. Chief, Development 
Branch, Bureau of Motor Carrier Safety. 
(202) 426-9767; or Mr. Gerald M. 

Tierney, Office of the Chief Counsel, 
(202) 426-0346. Federal Highway 
Administration. U.S. Department of 
Transportation, 400 Seventh Street SW., 
Washington. D.C. 20590. Office hours 
are from 7:45 a.m. to 4:15 p.m. ET, 
Monday through Friday. 

SUPPLEMENTARY INFORMATION: The 
FHWA is making a number of technical, 
nonsubstantive amendments to the 
FMCSR. The amendments remove 
improper and outdated references, add 
proper references, make corrections, and 
revise the arrangement of wording 
within sections. 

Section 391.11(b)(6) is being amended 
by adding a reference to § 391.43 and 
§ 391.45. This revision is necessary so 
that § 391.11(b)(6) encompasses all 
sections which define the medical 
certification process. 

Section 392.10(a)(3) is being amended 
to conform with the Hazardous 
Materials Placarding Requirements. 

Section 392.10(b)(5) is being amended 
to conform with the “Manual on 
Uniform Traffic Control Devices," ‘ and 
the “Uniform Vehicle Code.” 1 
Technical amendments are also being 
made to the following sections: 
389.31(b)(1). 391.51(b)(2), 393.19. 
393.45(a)(5). 393.67(f), 395.2(a)(9), 

395.2(b), 395.3(a). 395.8(t)(l)(iv), 
395.9(a)(2), 395.9(v)(l)(iv), 396.11(b). and 
Appendix B. 

Therefore. Parts 389, 391, 392, 393, 395, 
and 396 of Title 49 and Appendix B to 
Subchapter B of Chapter III of the Code 
of Federal Regulations are amended as 
follows: 

PART 389—RULEMAKING 
PROCEDURES—FEDERAL MOTOR 
CARRIER SAFETY REGULATIONS 

1. Section 389.31(b)(1) is amended to 
indicate the correct BMCS mailing 
address as follows: 

§389.31 Petitions for rulemaking. 

* • • • • 

(b) * * * 

(1) Be submitted in duplicate to the 
Bureau of Motor Carrier Safety. Nassif 
Building, 400 Seventh Street SW.. 
Washington. D.C. 20590. 

• * « * • 


'This document is available for inspection and 
copying as prescribed in 49 CFR Part 7. App. D. 


PART 391—QUALIFICATIONS OF 
DRIVERS 

2. Section 391.11(b)(6) is amended to 
read as follows: 

§ 391.11 Qualifications of drivers. 

+ • • • • 

(b) ’ * * 

(6) Is physically qualified to drive a 
motor vehicle in accordance with 
Subpart E—Physical Qualifications and 
Examinations—of Part 391: 
***** 

3. Section 391.51(b)(2) is amended by 
replacing the word “Director’s" with the 
words “Regional Federal Highway 
Administrator's" as follows: 

§ 391.51 Oliver qualification files. 

• * * * * 

(b) 

(2) The Regional Federal Highway 
Administrator's letter granting a waiver 
of a physical disqualification, if a 
waiver was issued under § 391.49; 

• • * * * 

PART 392—DRIVING OF MOTOR 
VEHICLES * 

4. Section 392.10(a)(3) is amended to 
read as follows: 

§ 392.10 Railroad grade crossings; 
stopping required. 

(a) • * * 

(3) Every motor vehicle which, in 
accordance with the regulations of the 
Department of Transportation, is 
required to be marked or placarded with 
one of the following markings: 

(i) Explosives A 

(ii) Explosives B 

(iii) Poison Gas 

(iv) Flammable solid W 

(v) Radioactive 

(vi) Flammable 

(vii) Blasting Agent 
(viii) Nonflammable Gas 
(lx) Chlorine 

(x) Poison 

(xi) Oxygen 

(xii) Flammable Gas 
(xiii) Combustible 
(xivj Flammable Solid 

(xv) Oxidizer 

(xvi) Organic Peroxide 
(xvii) Corrosive 
(xviii) Dangerous 

» i t • « 

5. Section 392.10(b)(5) is amended to 
delete the word “crossing" from 
“Exempt" signs as follows: 

§392.10 Railroad grade crossings; 
stopping required. 


(5) An industrial or spur line railroad 
grade crossing marked with a sign 
reading “Exempt." Such “Exempt" signs 
shall be erected only by or with the 
consent of the appropriate State or local 
authority. 

PART 393—PARTS AND 
ACCESSORIES NECESSARY FOR 
SAFE OPERATION 

6. Section 393.19 is amended to delete 
the reference "§ 392.23." Such section 
reads as follows: 

§ 393.19 Requirements for turn signaling 
systems. 

Every motor vehicle shall be equipped 
with a signaling system that in addition 
to signaling turning movements as 
required by § 392.15 shall have a switch 
or combination of switches that will 
cause the two front turn signals and the 
two rear signals to flash simultaneously 
as a vehicular traffic hazard warning 
required by § 392.22(a). The system shall 
be capable of flashing simultaneously 
with the ignition of the vehicle turned on 
or off. 

7. Section 393.45(a)(5) is amended to 
correct the spelling error “Contacing" as 
follows: 

§ 393.45 Brake tubing and hose adequacy, 

(a) * ‘ * 

(5) Be installed in a manner that 
prevents it from contacting the vehicle's 
exhaust system or any other source of 
high temperatures; and 
. 

8. In § 393.67(f) the introductory 
paragraph is amended for clarification 
purposes only as follows: 

§ 393.67 Liquid fuel tanks. 

• * • • • 

(f) Certification. Each liquid fuel tank 
shall be legibly and permanently 
marked with the month and year of its 
manufacture and with a certificate that 
it conforms to the rules in this section 
applicable to the tank. The certificate 
for a liquid fuel tank manufactured on or 
after July 1.1973. must be in the form set 
forth in either of the following: 


PART 395—HOURS OF SERVICE OF 
DRIVERS 

9. Section 395.2(a)(9) is removed from 
the listing of definitions and is 
redesignated as § 395.3(f). 

10. Section 395.2(h) is amended by 
making the second sentence a separate 
paragraph which will become paragraph 
(ft) within § 395.2. 

§ 395.2 Definitions. 

• • • • * 
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(b) Driving time . The terms "drive' 1 
and "driving time" shall include all time 
spent at the driving controls of a motor 
vehicle in operation. 

* * * • 4 

(i) Multiple stops. All stops made in 
any one village, town, or city may be 
computed as one. 

11. Section 395.3(a) is revised by 
separating into three individual 
paragraphs, within paragraph (a), the 10- 
hour rule, the 15-hour rule, and the 
sleeper berth exemption. Section 
395.3(a) is revised to read as follows: 

§ 395.3 Maximum driving and on-duty 
time. 

(a) Except as provided in paragraphs 
(c) and (e) of this section and in § 395.10, 
no motor carrier shall permit or require 
any driver used by it to drive nor shall 
any such driver drive: 

(1) More than 10 hours following 8 
consecutive hours off duty; or 

(2) For any period after having been 
on duty 15 hours following 8 consecutive 
hours off duty. 

(3) Exemption: Drivers using sleeper 
berth equipment as defined in § 395.2(g), 
or who are off duty at a natural gas or 
oil well location, may cumulate the 
required 8 consecutive hours off duty 
resting in a sleeper berth in two 
separate periods totaling 8 hours, 
neither period to be less than 2 hours, or 
resting while off duty in other sleeping 
accommodations at a natural gas or oil 
well location. 

* * 4 4 • 

12. Section 395.8(t)(l)(iv) is amended 
to add the retention period of 1 year for 
the records required in § 395.8(t)(l)(iv) t 
as it was inadvertently omitted. Section 
395.8(t)(l)(iv) is amended as follows: 

§ 395.8 Driver’s daily log. 


(iv) The motor carrier which employs 
the driver maintains and retains for a 
period of 1 year accurate and true 
records showing— 

* • * * • 

13. Section 395.9(a)(2) is amended to 
add the provisions of paragraphs "(t)" 
and "(u)" of this section. Section 
395.9(v)(l)(iv) is amended to add the 
retention period of 1 year for the records 
required in § 395.9(v)(l)(iv), as it was 
inadvertently omitted. Sections 
395.9(a)(2) and 395.9(v)(l)(iv) are 
amended as follows: 

§ 395.9 Driver's multi-day log. 

(a) * * * 

(2) Driver’s logs, MCS-139 and MCS- 
139A, shall be prepared and retained in 
accordance with the provisions of 


paragraphs (b) through (u) of this 
section. 

4 4 * I • 

(v) * * * 

(!) * * * 

(iv) The motor carrier which employs 
the driver maintains and retains for a 
period of 1 year accurate and true 
records showing— 

4 4 4 4 4 

PART 396-INSPECTION, REPAIR, 
AND MAINTENANCE 

§396.11 [Amended] 

14. Section 396.11(b) is amended to 
correct the spelling error "shal" in the 
third sentence as follows: "In all 
instances, ihe driver shall sign the 
vehicle inspection report" 

15. Paragraph 3. "Definition of special 
agent." in Appendix B to Subchapter B 
of Chapter III is amended to list the 
special agents as follows: 

3. • • • 

Director 

Deputy Director 

Chief of Operations Division 

Chief of Field Programs Branch 

Chief of Compliance Analysis Branch 

Chief of Regulations Division 

Chief of Development Branch 

Chief of Evaluation and Analysis Branch 

Chief of Hazardous Materials Branch 

Regulations Specialist 

Director. Regional Motor Carrier Safety 

Offices 

Accident Investigation Specialist 
Hazardous Materials Compliance Officer 
Hazardous Materials Liaison Officer 
Hazardous Materials Management Specialist 
Hazardous Materials Specialist 
Highway Safety Management Specialist 
Mechanical Engineer (automotive) 

Program Managers 
Safety Investigators 
Trainees 

4 4 4 4 4 

Note.—The FHWA has determined that 
this document does not contain a significant 
regulation according to the criteria 
established by the Department of 
Transportation pursuant to Executive Order 
12044. Due to the fact that the amendments 
being made are of a technical, 
nonsubstantive nature and are intended 
simply to clarify and update existing 
provisions, a full regulatory evaluation is not 
considered necessary. For the same reasons, 
publication of these amendments for notice 
and comment could not reasonably be 
anticipated to result in the receipt of useful 
information, and therefore, the amendments 
are effective upon publication. 

(49 U.S.C. 304; 49 CFR 1.48(b) and 3Q1.60) 
(Catalog of Federal Domestic Assistance 
Program Number 20.217. Motor Carrier 
Safety) 


Issued on: June 30.1980. 

Robert A. Kaye, 

Director Bureau of Motor Carrier Safety. 

[FR Doc. 80-20346 KiUd 7-fr-0ft 8:45 urn) 

BILLING COOE 4910-22-M 


49 CFR Part 396 
[Notice No. 80-5) 

Interpretations of the Federal Motor 
Carrier Safety Regulations 

agency: Federal Highway 
Administration (FHWA), DOT. 
action: Notice of interpretations. 

summary: This notice presents revised 
and updated interpretations of the 
Inspection, Repair, and Maintenance 
regulations for motor carriers operating 
commercial motor vehicles in interstate 
or foreign commerce. These new 
interpretations supersede the Inspection 
and Maintenance interpretations 
published on October 31.1975. 
EFFECTIVE DATE: July 10, 1980. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Gerald J. Davis, Chief, Development 
Branch, Regulations Division, Bureau of 
Motor Carrier Safety, 202-426-9767; or 
Mrs. Kathleen S. Markman. Aftorney, 
Motor Carrier and Highway Safety Law 
Division. Office of the Chief Counsel. 
202-426-0346. Federal Highway 
Administration, Department of 
Transportation. Washington, D.C. 20590. 
Office hours are from 7:45 a.m. to 4:15 
p.m., ET, Monday through Friday. 
SUPPLEMENTARY INFORMATION: This 
publication presents revised and 
updated interpretations of the 
Inspection, Repair, and Maintenance 
regulations (49 CFR Part 396) for motor 
carriers operating commercial motor 
vehicles in interstate or foreign 
commerce. The regulations in Part 396 
were recently amended and became 
effective on April 1,1980 (44 FR 38523, 
50041, and 76525). The interpretations 
pertaining to Part 396 which were 
published on October 31,1975 (40 FR 
50671), are no longer valid. 

These new and revised interpretations 
will appear as Chapter VII, 
Interpretations of the Federal Motor 
Carrier Safety Regulations. They will 
not appear in the Code of Federal 
Regulations. The interpretations are 
written in the form of questions and 
answers relating to specific sections of 
the Inspection, Repair, and Maintenance 
regulations. 

PART 396-INSPECTION, REPAIR, 

AND MAINTENANCE 

Sec. 

396.1 Scope. 
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396.3 Inspection, repair, and maintenance. 
396.9 Inspection of motor vehicles in 
operation. 

396.11 Driver vehicle inspection report(s). 
396.13 Driver inspection . 

§ 396.1 Scope. 

§ 396.1(b) 

Question. If a driver operates a 
combination vehicle (tractor/trailer) in 
exempt intracity operation, and one of 
the vehicles comprising that 
combination has been operated beyond 
the exempt area, must the driver prepare 
and submit a vehicle inspection report? 

Answer. No, an exempt intracity 
driver does not have to comply with Part 
396. 

§ 396.3 Inspection, repair, and 
maintenance. 

§ 396.3(0) 

Question. Who has the responsibility 
of inspecting and maintaining leased 
vehicles and their maintenance records? 

Answer. The motor carrier must either 
inspect, repair, maintain, and keep 
suitable records for all vehicles subject 
to its control or cause another party to 
perform such activities. The motor 
carrier is solely responsible for ensuring 
that the vehicles under its control are in 
safe operating condition and that 
defects have been corrected. 
Additionally, records of maintenance 
and repair must be produced in a timely 
manner by the motor carrier upon 
request. 

§ 396.3(b)(2) 

Question. What time or mileage basis 
must.be used when establishing an 
inspection and maintenance program? 

Answer. Motor carriers are required 
to provide a systematic means to 
indicate the nature and due date of the 
various inspection and maintenance 
operations to be performed. The period 
between systematic vehicle inspections 
may be determined on a mileage or time 
basis. The exact elapsed mileage or time 
is left to the discretion of the motor 
carrier, but the program must be 
reasonable and systematic. 

§ 396.3(b)(5) 

Question. Section 396.3(b)(5) speaks of 
a "record of tests •••'*. What tests 
are required of push-out windows and 
emergency door lamps on buses? 

Answer. Inspection of a push-out 
window would require pushing out the 
window. Inspection of emergency door 
marking lights would require opening 
the emergency door to test the lights. 
Both actions would be considered 
tantamount to tests. 


§ 396.9 Inspection of motor vehicles in 
operation. 

§ 396.9(cJ(2) 

Question. Under what conditions may 
a vehicle that has been declared "out of 
service" be moved? 

Answer. The vehicle that has been 
declared "out of service" may be towed 
by a vehicle equipped with a crane or 
hoist. The vehicle combination 
consisting of the towing vehicle and the 
"out of service" vehicle must meet all 
performance requirements of the Federal 
Motor Carrier Safety Regulations 
(FMCSR) except for those for which the 
towed vehicle was placed "out of 
service." 

Example. The steering assembly of a power 
unit has been determined to be defective. The 
towing vehicle may lift the front wheels of 
the defective power unit off the ground and 
tow it in that manner. Any vehicle declared 
"out of service'’ may be placed entirely upon 
another vehicle, secured properly and then 
moved. 

§ 396.11 Driver vehicle inspection 
report(s). 

§ 396.11(a) 

Question. Does the driver’s vehicle 
inspection report have to be turned in 
each day by a driver dispatched on a 
trip of more than one day’s duration? 

Answer. A driver dispatched on a trip 
of more than one day’s duration may 
submit a daily written vehicle inspection 
report for each day to the motor carrier 
upon the driver’s return to the home 
terminal. This does not relieve the motor 
carrier or its agent(s) from the 
responsibility of effecting repairs and 
certification of any items listed on the 
vehicle inspection report, prepared at 
the end of each day’s work, that would 
be likely to affect the safety of operation 
of the motor vehicle. 

Question. Must the trailer be 
inspected, just as the power unit must be 
inspected? 

Answer. Yes. A tractor-trailer 
combination is considered to be a motor 
vehicle (§ 390.1). Therefore, a driver 
must satisfy himself/herself that the 
trailer is in safe operating condition 
before operating it. At the completion of 
each day’s work, the driver must report 
any defect or deficiency discovered by 
or reported to the driver which would 
affect safety of operation of the motor 
vehicle. 

Question. Does the term, "the report 
shall cover," mean that the items in 
§ 396.11(a) must be specifically listed on 
the vehicle inspection report? 

Answer. No, the items shown are to 
be considered by the driver when 
preparing the vehicle inspection report. 


Question. May more than one power 
unit be included on the vehicle 
inspection report if two or more were 
used by a driver during one day’s work? 

Answer. No. a separate vehicle 
inspection report must be prepared for 
each power unit operated during the 
day’s work. 

§ 396.11(b) 

Question. May a motor carrier 
continue to use the type of vehicle 
condition report used in the past as long 
as there are no repairs required? 

Answer. A motor carrier may continue 
to use any type of vehicle condition 
report used in the past so long as the 
report contains the information and 
signatures required. When defects or 
deficiencies are reported, the vehicle 
inspection report must contain the motor 
carrier’s certification and the 
subsequent driver’s signature 
acknowledging that the report has been 
reviewed and that it contains the 
required certification by the motor 
carrier or its agent. 

Question. Is a separate vehicle 
inspection report required for a tractor 
and a trailer; a double-bottom (tractor 
pulling two trailers); a tractor, two 
trailers, and a dolly hookup; or may one 
vehicle inspection report be used for any 
type combination? 

Answer. One vehicle inspection report 
may be used for any type combination, 
provided— 

1. The defects or deficiencies, if any. 
are identified for each vehicle and the 
driver signs the report; 

2. The repairs made to each vehicle 
are properly identified, the repairs not 
required because they were not safety 
related are properly identified for each 
vehicle, and the carrier certification is 
signed, if necessary; 

3. The vehicle inspection report, or a 
copy thereof, is placed in the power unit 
for the subsequent driver's review; and 

4. The subsequent driver signs the 
vehicle inspection report, or a copy 
thereof, attesting to the fact .that the 
vehicle inspection report has the 
carrier’s certification thereon. 

§ 396.11(c) 

Question. How does a motor carrier 
determine which defects, listed on the 
vehicle inspection report, would be 
likely to "affect the safety of operation 
of the vehicle?" 

Answer. The parts and accessories 
required by Parts 393 and 396 of the 
FMCSR, if found to be defective or 
deficient, would "affect the safety of 
operation of the vehicle." 

Question. Is a motor carrier required 
to effect repair of all items listed on a 
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vehicle inspection report prepared by a 
driver? 

Answer . It is the motor carrier’s 
responsibility to make the 
determination, in accordance with 
§ 396.3(a)(1), whether a reported defect 
will affect the safety of operation of the 
motor vehicle. 

§ 396.11(c)(1) 

Question. What constitutes a 
"certification” as required by § 396.11(c) 
(1) and (2)? 

Answer. To "certify” or prepare a 
"certification” requires a motor carrier 
or its agent to assert, in writing, that 
certain defects or deficiencies, listed on 
the vehicle inspection report, have been 
corrected or that correction was 
unnecessary. That assertion, in writing, 
must be immediately followed by the 
signature of the person making such an 
assertion. 

Question. Who must make the 
required certification of repairs? 

Answer. The motor carrier or its 
designated agent must make the 
required certification. This could include 
the driver employed by the motor 
carrier. 

Question. Who certifies that repairs 
have been made when a motor vehicle is 
repaired en route by the driver or a 
commercial repair facility? 

Answer. The driver who effects the 
repair may, as the carrier’s agent, make 
the required certification. When repairs 
are made to a motor vehicle by a 
commercial repair facility, the repair 
facility may make the required 
certification on the vehicle inspection 
report. Should the repair facility choose 
not to make such a certification, the 
driver, as the carrier’s agent, may make 
the required certification. 

Question. Where must certification be 
made? 

Answer. Certification must be made 
on the vehicle inspection report. 

Question. When the vehicle 
inspection report indicates that certain 
repairs were made and the motor carrier 
has determined others to be 
unnecessary, must two certifications be 
made? 

Answer. No, only one certification is 
required. However, the motor carrier 
must specifically identify the repairs 
that were made and those that were 
considered unnecessary. 

Question. Must certification for trailer 
repairs be made? 

Answer. Yes. certification must be 
made that all reported defects or 
deficiencies have been corrected or that 
correction was unnecessary. The 
certification need only appear on the 
carrier’s copy of the report if the trailer 
is separated from the tractor. 


Question. What responsibility does a 
vehicle leasing company, engaged in the 
daily rental of commercial motor 
vehicles, have regarding the placement 
of the driver vehicle inspection report in 
the power unit? 

Answer. A leasing company, engaged 
in the daily rental of commercial motor 
vehicles, has no responsibility to comply 
with the FMCSR. The motor carrier 
(lessee) must comply with § 396.3(c) 
before taking possession of the leased 
vehicle. The records required by 
§ 396.3(c) must be retained by the motor 
carrier in accordance with $ 396.3(d). 

§ 396.11(c)(2) 

Question. How long must the vehicle 
inspection report be retained? 

Answer. The original vehicle 
inspection report, bearing the required 
motor carrier certification, must be 
retained by the motor carrier for at least 
3 months. The copy of the vehicle 
inspection reports carried on the power 
unit need only be on the motor vehicle 
until another vehicle inspection report is 
prepared. The copy required to be 
carried on the power unit need not be 
retained in the motor carrier’s files. 

Question. When a trip lease 
arrangement is involved, who gets the 
original driver vehicle inspection report? 

Answer. The motor carrier controlling 
(i.e. the lessee) the vehicle during the 
term of the lease must be given the 
original of the driver vehicle inspection 
report. The controlling motor carrier is 
also responsible for obtaining and 
retaining records relating to "on-the- 
road” repairs. 

Question. Must the motor carrier’s 
certification be shown on all copies of 
the vehicle inspection report? 

Answer. Yes, if the motor carrier’s 
certification is required. 

Question. Can the completed original 
vehicle inspection report be carried on 
the power unit, until replaced by the 
next original report? 

Answer. A motor carrier may use the 
original of a vehicle inspection report for 
the motor carrier certification that 
repairs where made or were 
unnecessary. The motor carrier may 
return the original to the power unit for 
the subsequent driver’s review and 
signature. The original must be returned 
to the motor carrier’s file upon 
completion of the driver's work day and 
the completion of another vehicle 
inspection report, to be retained by the 
motor carrier for at least 3 months. 

§ 396.11(c)(3) 

Question. What is the purpose of 
requiring the copy of the driver vehicle 
inspection report to be placed in a 
power unit, if it does not have to be 


retained following the completion of a 
subsequent report? 

Answer. The copy of the driver 
vehicle inspection report provides the 
next driver with the necessary 
information, relative to the prior 
condition of the vehicle, as to whether 
any reported safety-related defects or 
deficiencies have been repaired. 

Question. Will there be times when a 
driver will not be given a copy of a 
driver vehicle inspection report to 
review as required by §§ 396.11(c)(3) 
and 396.13(b)? 

Answer. Yes, a number of instances 
are listed below: 

1. The first day a power unit is 
transferred from an exempt intracity 
operation to an intercity operation. 

2. The first time a power unit is placed 
in service. 

3. When a rented power unit is placed 
in service. 

Question. What happens when a 
piggyback trailer (from a railroad) is 
picked up, joined in combination with a 
motor carrier’s power unit, and used to 
deliver goods to one or more points? 
Must a vehicle inspection report be 
supplied by the railroad for the trailer? 

Answer. A copy of a railroad- 
generated vehicle inspection report is 
not required. The driver must comply 
with §§ 392.7 and 392.8 and with all 
applicable rules in Part 396 of the 
FMCSR before moving the trailer. 

§ 396.13 Driver inspection. 

§ 396.13(a) 

Question. What rights do the 
Inspection, Repair, and Maintenance 
regulations bestow on drivers of 
commercial motor vehicles? 

Answer. The FMCSR do not grant, 
provide, or ensure "rights” to any 
person. The regulations set forth 
minimal requirements with which all 
persons coming under their purview 
must comply. 

Question. What protection does a 
driver have if that driver refuses to 
operate a motor vehicle that does not 
meet the requirements of Part 396 of the 
FMCSR? 

Answer. There is no provision in the 
FMCSR that would protect such a 
driver. However, operation of motor 
vehicles which do not meet the 
requirements of Part 396 is unlawful. 

The driver may be protected under 
section 11(c) of the Occupational Safety 
and Health Act, which allows persons 
who believe they have been 
discriminated against through reprisal 
actions taken by employers to file 
complaints with the Secretary of Labor. 

Question. If a driver who has 
determined that a defect previously 
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reported was not corrected refuses to 
sign the vehicle inspection report and 
the motor carrier has determined that 
the repair was unnecessary, may the 
driver refuse to operate the motor 
vehicle? 

Answer. There are no provisions in 
the FMCSR to permit the driver to refuse 
to operate the motor vehicle. Under 
§ 396.11(c), a motor carrier must effect 
the repair of any items listed on the 
vehicle inspection report that would be 
likely to affect the safety of operation of 
the vehicle prior to its operation. 

5 396.13(c) 

Question. If a vehicle inspection 
report indicates that certain defects 
have not been repaired and the motor 
carrier has not certified in writing that 
such repairs were considered 
unnecessary, may the driver refuse to 
operate the motor vehicle? 

Answer. Repairs to items that would 
likely affect safety of operation must be 
made prior to a driver operating the 
motor vehicle. The motor carrier must 
certify that the repairs were made and/ 
or that repairs were unnecessary. The 
driver is prohibited from operating the 
motor vehicle if the motor carrier fails to 
make that certification. Operation of the 
vehicle by the driver would cause the 
driver and the motor carrier to be in 
violation of § 396.11(c), and both would 
be subject to appropriate penalties. 

Question. At the end of the day’s 
work and upon completion of the 
required driver vehicle inspection 
report, what does the driver do with the 
copy of the previous vehicle inspection 
report carried on the power unit? 

Answer. There is no requirment that 
the driver submit the copy of that 
previous vehicle inspection report to the 
motor carrier nor is there a retention 
requirement for the motor carrier. The 
BMCS will be able to determine, through 
its roadside inspection program and 
terminal inspection activities, if the 
vehicle inspection report is being placed 
in the power unit and if the driver is 
acknowledging that the report has been 
reviewed. 

Question. Must a driver sign the 
vehicle inspection report placed in the 
power unit when no defects or 
deficiencies were reported by the 
previous driver and the report bears no 
motor carrier certification? 

Answer. No. The driver must review 
the vehicle inspection report to 
ascertain if any defects or deficiencies 
were reported by the previous driver 
and if the motor carriers certification 
has been made. There is no reasonable 
need for a driver to sign a report 
indicating no defects or deficiencies. 


(49 U.S.C. 304.1655; 49 CFR 1.48(f) and 301.60) 
(Catalog of Federal Domestic Assistance 
Program Number 20.217, Motor Carrier 
Safety.) 

Issued on; June 30.1980. 

Robert A. Kaye, 

Director. Bureau of Motor Carrier Safety. 

|FR Doc 89-8*44 Filed 7-6-80; 8 45 em) 

BILLING CODE 4»10~»-N 


DEPARTMENT OF THE INTERIOR 
Fish and Wildlife Service 
50 CFR Part 32 

Hunting; National Wildlife Refuges in 
Kentucky, North Carolina, South 
Carolina, and Tennessee 

agency: Fish and Wildlife Service. 
Interior. 

action: Special regulations. 

summary: The Director has determined 
that the opening of certain national 
wildlife refuges to migratory game bird 
and resident game hunting in Kentucky, 
North Carolina, South Carolina, and 
Tennessee is compatible with the 
objectives for which the areas were 
established, will utilize a renewable 
natural resource, and will provide 
additional recreational opportunity to 
the public. The name of each affected 
refuge and the special regulations for 
each refuge are set forth below. 
EFFECTIVE dates: See the dates listed 
for each refuge under Supplementary 
Information below. 

FOR FURTHER INFORMATION CONTACT: 

The Area Manager or appropriate 
Refuge Manager at the address or 
telephone number listed below: 

William C. Hickling, Area Manager, U.S. 
Fish and Wildlife Service, 279 Federal 
Building, Asheville, N.C 28801. 
Telephone: 704-258-2850, Ext 321. 
Steven W. Frick, Refuge Manager, 
Mattamuskeet (and Swanquarter) 
National Wildlife Refuge. RL 1. Box 
N-2, Swanquarter, N.C. 27885. 
Telephone: 919-928-4021. 

Marvin T. Hurdle, Refuge Manager. 
Carolina Sandhills National Wildlife 
Refuge, Route 2, Box 130, McBee, 

South Carolina 29101. Telephone: 803- 
335-8401. 

George R. Garris. Refuge Manager. Cape 
Roma in National Wildlife Refuge. Rt. 

1, Box 191, Awendaw, S.C. 29429. 
Telephone: 803-028-3368. 

Paul Ferguson, Refuge Manager, Santee 
National Wildlife Refuge, Route 2, Box 
66, Summerton, S.C 29146. Telephone: 
803-478-2217. 

J. C. Bryant. Refuge Manager. Hatchie 
National Wildlife Refuge. Box 187, # 


Brownsville, Tennessee 38012. 
Telephone: 901-772-0501. 

Wendell C Crews, Refuge Manager. 
Reelfoot (and Lake Isom) National 
Wildlife Refuge. P.O. Box 98, 

Samburg, Tennessee 38254. 

Telephone: 901-538-2481. 

Vandiver L. Childs. Refuge Manager. 
Tennessee National Wildlife Refuge. 
Box 849, Paris, Tennessee 38242. 
Telephone: 901-642-2091. . 

John C. Fields. Refuge Manager, Pungo 
National Wildlife Refuge, P.O. Box 
267, Plymouth, North Carolina 27962. 
Telephone: 919-793-2143. 

SUPPLMENTARY INFORMATION: 

General 

Hunting on portions of the following 
refuges shall be in accordance with 
applicable State and Federal 
regulations, subject to additional special 
regulations and conditions as indicated. 
Portions or refuges which are open to 
hunting are designated by signs and/or 
delineated on maps. Special conditions 
applying to individual refuges and maps 
are available at refuge headquarters or 
from the Office of the Area Manager 
(addresses listed above)* 

The Refuge Recreation Act of 1962 (16 
U.S.C. 460k) authorizes the Secretary of 
the Interior to administer such areas for 
public recreation as an appropriate 
incidental or secondary use.only to the 
extent that it is practicable and not 
inconsistent with the primary objectives 
for which the areas were established. In 
addition, the Refuge Recreation Act 
requires that before any area of the 
refuge system is used for forms of 
recreation not directly related to the 
primary purposes and functions of the 
area, the Secretary must find that: (1) 
Such recreational use will not interfere 
with the primary purposes for which the 
area was established: and (2) funds are 
available for the development, 
operation, and maintenance of the 
permitted forms of recreation. 

The recreational use authorized by 
these regulations will not interfere with 
the primary purposes for which these 
refuges were established. This 
determination is based upon 
consideration of, among other things, the 
Service’s Final Environmental Impact 
Statement on the Operation of the 
National Wildlife Refuge System, 
published in November 1976. 

Funds are available for the 
administration of the recreational 
activities permitted by these regulations. 

The Department of the Interior has 
determined that this document is not a 
significant rule and does not require a 
regulatory analysis under Executive 
Order 12044 and 43 CFR Part 14. 
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Sections 32.12, 32.22, and 32.32 are 
amended by adding the following: 

§ 32.12 Special regulations; migratory 
game birds; for individual refuge areas. 

North Carolina 

Mattamuskeet National Wildlife Refuge 

Duck hunting will be permitted on the 
Mattamuskeet National Wildlife Refuge 
on approximately 4,000 acres. Only 
ducks and coots may be taken. 

Legal shooting hours will be from one- 
half hour before sunrise to 12:00 noon. 
All hunters must check out of the hunt 
area by 1:00 p.m. Hunting is restricted to 
the assigned blind. Only crippled birds 
may be shot from outside the blind. 
Hunting is restricted to non-toxic (steel) 
shot shells; no lead shot or other type 
shells will be permitted in the hunt area. 
The maximum number of shells each 
hunter is permitted to shoot will be 
fifteen (15). Alcoholic beverages are 
prohibited within the hunt area. 

High shooting or any activity which 
interferes with the hunting opportunities 
of others will not be permitted. All 
hunters must check in and out daily. 
Hunters will report their kill before 
leaving the refuge. The use of retrievers 
is permissible and encouraged, but dogs 
must be under control at all times. 
Hunters under the age of 16 must be 
under the close supervision of an adult. 
The use of guides is permissible, but 
guides will not be allowed to hunt. 
Hunting parties will be chosen by 
lottery. Each hunting party will be 
charged a $10.00 per day blind fee. 

Swanquarter National Wildlife Refuge 

Hunting will be permitted on the 
Swanquarter National Wildlife Refuge 
on approximately 7,055 acres. 

The hunting season will be the same 
as the regular, split North Carolina 
waterfowl season. Only ducks and coots 
may be taken. Hunting will be restricted 
to the use of non-toxic (steel) shot 
shells, only. No lead or other toxic shot 
shells will be permitted on the refuge. 
Shooting hours will be froqi one-half 
hour before sunrise until sunset. 

Permanent and seasonal blinds will 
be prohibited. Temporary blinds, carried 
in and out daily, will be permitted. 
Hunters will be prohibited from hunting 
closer than 100 yards from other 
hunters. The use of retrievers will be 
permitted, but dogs must be under 
control at all times. Hunters under 16 
years of age must be under close 
supervision of an adult. 


South Carolina 

Cape Romain National Wildlife Refuge 

Rail hunting will be permitted on 
approximately 12,000 acres of the Cape 
Romain National Wildlife Refuge. The 
hunting season will be from the opening 
day of the State season until October 31, 
1980. Dogs will be permitted only in the 
hunting area. Hunters under 16 years of 
age must be under the close supervision 
of an adult. 

§ 32.22 Special regulations; upland game; 
for individual refuge areas. 

Kentucky 

Reelfoot National Wildlife Refuge 

Squirrel and raccoon hunting will be 
permitted on approximately 2,034 acres 
of the Reelfoot National Wildlife Refuge. 

Squirrels (gray and fox) may be taken 
from August 23 through October 15, 

1980. Only shotguns and .22 caliber 
rimfire rifles will be permitted. Dogs will 
be prohibited. 

Raccoons may be taken on the Long 
Point refuge unit from September 24 
through September 27,1980, and from 
October 1 through October 4,1980. 

There is no bag limit. Hunting will be 
permitted from 7:30 p.m. to midnight. 

The use of dogs will be permitted. Axes, 
saws, and other cutting implements will 
be prohibited. Hunters will be required 
to check in and check out at the 
designated check station. 

Tennessee 

Hatchie National Wildlife Refuge 

Squirrel and raccoon hunting will be 
permitted on approximately 11,555 acres 
of the Hatchie National Wildlife Refuge. 

Squirrels may be taken from August 
23 through September 21,1980. Hunting 
will be permitted from one hour before 
sunrise to 30 minutes past sunset 

Raccoons may be taken from October 
10 through November 9,1980. Hunting 
will be permitted from sunset to 
midnight. Axes. saws, and other cutting 
implements will be prohibited. The use 
of dogs will be permitted. Dogs must 
wear a collar showing the owner’s 
name, address and telephone number. 

Hunters under 18 years of age must be 
under the close supervision of an adult. 

Lake Isom National Wildlife Refuge 

Squirrel and raccoon hunting will be 
permitted on approximately 1,850 acres 
of the Lake Isom National Wildlife 
Refuge. 

Squirrels may be taken from August 
23 through October 15,1980. Only 
shotguns and .22 caliber rimfire rifles 
will be permitted. Dogs will be 
prohibited. 


Raccoons may be taken from October 
1 through October 4,1980. There is no 
bag limit. Hunting will be permitted 
from 7:30 p.m. to midnight. The use of 
dogs will be permitted. Axes, saws and 
other cutting implements will be 
prohibited. Hunters will be required to 
check in and check out at the designated 
check station. 

All hunters under 17 years of age must 
be under close supervision of an adult. 

Reelfoot National Wildlife Refuge 

Squirrel and raccoon hunting will be 
permitted on approximately 9,585 acres 
of the Reelfoot National Wildlife Refuge. 

Squirrels may be taken from August 
23 through October 15,1980. Only 
shotguns and .22 caliber rimfire rifles 
will be permitted. Dogs will be 
prohibited. 

Raccoons may be taken on the Long 
Point refuge unit from September 24 
through September 27,1980, and from 
October 1 through October 4,1980. 
Raccoons may be taken on the Grassy 
Island refuge unit from September 24 
through September 27,1980. There will 
be no bag limit. Hunting will be 
permitted from 7:30 p.m. to midnight. 

The use of dogs will be permitted. Axes, 
saws and other cutting implements will 
be prohibited. Hunters will be required 
to check in and check out at the 
designated check station. 

Hunters under 17 years of age must be 
under the close supervision of an adult. 

§ 32.32 Special regulations; big game; for 
individual wildlife refuge areas. 

North Carolina 

Pungo National Wildlife Refuge 

White-tailed deer hunting will be 
permitted with bows on approximately 
12,000 acres and with shotguns and 
primitive weapons on approximately 
7,000 acres. The archery hunt will be 
from September 15 through October 1. 
1980. The gun hunt will be October 9,10, 
15,16, 21, and 22,1980. The bag limit will 
be one deer either sex per day; two deer 
per season. All deer must be checked at 
field headquarters prior to removal from 
the refuge. 

Entry into the hunting area will be 
permitted from one hour before sunrise 
to one hour after sunset. Permits for gun 
hunting will be issued on the basis of a 
public drawing. No permits will be 
required for bow hunting. 

All gun hunters must wear outer 
garments consisting of at least 500 
square inches of a daylight fluorescent 
orange material above the waist. 

Hunters under 18 years of age must be 
under the close supervision of an adult. 
Hunting from a blind permanently 
attached to a tree will be prohibited. 
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South Carolina 

Cape Romain National Wildlife Refuge 

White-tailed deer hunting will be 
permitted on approximately 2 t 500.acre9 
of the Bulls Island Unit of the Cape 
Romain National Wildlife Refuge. The 
archery hunts will be November 3-8. 

1980. and December 8-13,1980. The bag 
limit will be two deer, either sex. 

Hunting is prohibited within 100 feet of 
the Walking Trail and the Beach Road. 

A refuge permit will be required 
Camping will be permitted, with a refuge 
permit, from 9rt)0 am. on the day 
preceding the hunt until noon on the day 
following the hunt. Hunters will be 
restricted to the camping area from 7:00 
p.m. to 4:30 a.m. Hunters under 16 year9 
of age must be under the close 
supervision of an adult. Dogs, nails, 
paint, and flagging will be prohibited. 

Carolina Sandhills National Wildlife 
Refuge 

White-tailed deer hunting will be 
permitted on approximately 43,767 acres 
of the Carolina Sandhills National 
Wildlife Refuge. 

The archery hunt will be October 20- 
25. I960; the bag limit will be two deer, 
either sex. No permits are required 

The early gun hunt will be November 
3-5,1980; the bag limit will be two bucks 
with at least three-inch antlers visible 
above the hairline. No permits are 
required 

The late gun hunt will be November 
17-19,1980; the bag limit will be two 
deer, either sex. Permits will be 
required. 

During the gun hunts, only shotguns 
using slugs or centerfire rifles using soft- 
nosed ammunition will be allowed. Only 
still hunting will be permitted. 

Hunting hours will be from one hour 
before sunrise until one hour after 
sunset. Hunters must enter the hunting 
area at designated entrance points and 
must park their vehicles on the hunting 
area. Hunting will be prohibited from 
road rights-of-way and within 500 feet of 
the paved visitor drive. All deer must be 
checked prior to removal from the 
refuge. Hunters under 16 years of age 
must be under the close supervision of 
an adult. All hunters must wear an outer 
garment containing a minimum of 500 
square inches of daylight fluorescent 
orange material above the waist 
Hunting from a stand which is 
permanendy attached to a tree will be 
prohibited. 

Santee National Wildlife Refuge 

White-tailed deer hunting will be 
permitted on approximately 4,300 acres 
of the Santee National Wildlife Refuge. 
The archery hunt will be October 4 


through 10,1980. The combined archery 
and primitive weapons hunt will be 
October 18 through 24,1980. The bag 
limit will be two deer either sex. 
Crossbows or drugged arrows will be 
prohibited. No handguns or other 
firearms will be permitted. Primitive 
weapons include bow and arrow, 
muzzleloading shutguns [20 guage or 
larger), and muzzleloading rifles (.36 
caliber or larger). 

Hunters must enter the refuge at the 
designated entry point only. Deer must 
be checked in at the designated check 
station. Hunters under 16 years of age 
must be under the close supervision of 
an adult Hunters may scout the area 
without weapons from September 20 
through October 3,1980. 

Tennessee 

Hatchie National Wildlife Refuge 

White-tailed deer hunting will be 
permitted on approximately 11,555 acres 
of the Hatchie National Wildlife Refuge. 
The archery deer hunt will be from 
September 27 through October 13.1980. 
The bag limit will be two deer, either 
sex. Hunting hours will be from one hour 
before sunrise to 30 minutes after 
sunset. Hunting from a permanent tree 
stand will be prohibited. The use of dogs 
will be prohibited. Hunters under 18 
years of age must be under the close 
supervision of an adult • 

Tennessee National Wildlife Refuge 

White-tailed deer hunting will be 
permitted with muzzleloading rifles on 
approximately 9,800 acres on September 
27 and 28, November 29 and 30 and 
December 27,1980. Cun, archery, and 
muzzleloading hunting will be permitted 
on approximately 5,000 acres on 
December 20 and 21.1980. The bag limit 
will be one deer, either sex. Driving of 
deer will be prohibited. 

All hunters must wear outer garments 
qf daylight fluorescent orange material 
of at least 500 square inches on the 
upper body and head. Hunters under 18 
years of age must be under the close 
supervision of an adult. A refuge permit 
will be required. All hunt participants 
will be selected by public drawing. 
Hunters will be permitted on the public 
hunting area from one hour before 
sunrise to one hour after sunset. Hunters 
must check in and out at the designated 
check stations. 

The provisions of these special 
regulations supplement the regulations 
which govern hunting on wildlife refuge 
areas, generally, which are set forth in 
Title 50, Code of Federal Regulations. 
Part 33. The public is invited to offer 
suggestions and comments at any time. 


Dated: June 27,1980. 
William Hickling, 

Area Manager. 

|FR Doc 80-2*72 Plied *45 umj 

BILLING CODE 4310-5S-M 
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This section of the FEDERAL REGISTER 
contains notices to the public of the 
proposed issuance of rules and 
regulations. The purpose of these notices 
is to give interested persons an 
opportunity to participate in the rule 
making prior to the adoption of the final 
rules. 


FEDERAL HOME LOAN BANK BOARD 
12 CFR Parts 526, 545 and 563 
(No. 80-406] 

NOW Accounts 

July 3,1980. 

agency: Federal Home Loan Bank 
Board. 

action: Proposed rule. 

summary: Pursuant to titles III and IV of 
the Depository Institutions Deregulation 
and Monetary Control Act of 1980 (Pub. 
L. No. 96-221), the Federal Home Loan 
Bank Board proposes rules to authorize 
Federal associations to issue negotiable 
order of withdrawal (NOW) accounts. 
The proposed regulation also permits 
Federal associations to extend overdraft 
privileges to owners of NOW accounts. 
COMMENTS MUST BE RECEIVED BY: 
September 6,1980. 

address: Send comments to the Office 
of the Secretary, Federal Home Loan 
Bank Board, 1700 G Street, N.W„ 
Washington, D.C. 20552. 

FOR FURTHER INFORMATION CONTACT: 
Kenneth F. Hall, Attorney, Office of 
General Counsel, at the above address. 
Telephone number: (202) 377-6466. 
SUPPLEMENTARY INFORMATION: Title III 
of the Depository Institutions 
Deregulation and Monetary Control Act 
(Pub. L No. 96-221. 94 Stat. 132 (1980)) 
(“DIDMCA"), authorizes Federal 
associations to permit savings 
accountholders to make withdrawals by 
negotiable or transferable instruments 
for the purpose of making transfers to 
third parties. Currently, only Federal 
associations in New England, New York, 
and New Jersey are permitted to do so 
by Federal law and regulations (12 
U.S.C. 5 1832; 12 CFR 526.1, 526.8, 545.4- 

1. 563.7-3). Further, tide IV of the 
DIDMCA amends § 5(c) of the Home 
Owners* Loan Act of 1933 (12 U.S.C. 

§ 1464(c)) to authorize Federal 
associations to make loans specifically 
related to NOW accounts. 


The Board proposes to amend its 
regulations to implement this new 
authority by replacing the current 
regulations relating to transaction 
accounts (12 CFR 526.8. 563.7-3). 

1. Definition 

A NOW account is a regular account, 
as defined by 12 CFR 526.1(d), from 
which the owner may make withdrawals 
by negotiable or transferable 
instruments for the purpose of making 
transfers to third parties. Under § 303 of 
the DIDMCA, the account may consist 
only of funds in which the entire 
beneficial interest is held by one or 
more individuals or by an organization 
that is operated primarily for religious, 
philanthropic, charitable, educational, or 
other similar purposes and that is not 
operated for profit. 

2. Rate of return . 

The maximum rate of return currently 
permitted on NOW accounts is 5 
percent, the maximum rate limitation 
currently contained in 12 CFR 526.8(a). 
The proposed amendment would delete 
§ 526.8 entirely. 

Pursuant to title II of the DIDMCA, 
authority to set interest rates now rests 
with the Depository Institutions 
Deregulation Committee (DIDC). The 
Board is aware that commercial banks 
are permitted by title III of the DIDMCA 
to issue automatic transfer (ATS) 
accounts, which effectively results in 
checking accounts that pay 5*4 percent 
interest. It has been suggested that the 
lower NOW account rate of 5 percent 
would give commercial banks a 
competitive advantage over Federal 
associations, which currently may not 
issue ATS accounts. 

The Board notes, however, that the 
Conference Report accompanying the 
DIDMCA states that the DIDC is 
expected to “provide competitive 
equality between ATS and NOW 
accounts." H.R. CONF. REP. No. 96-842, 
96th Cong., 2d Sess. 74 (1980). On June 
25,1980, the DIDC proposed several 
alternative actions that would result in 
equalizing the interest rates on ATS and 
NOW accounts. 45 Fed. Reg. 45303 
(1980). The Board is confident that the 
Deregulation Committee will set a NOW 
account rate by December 31,1980. 

3. Overdraft authority . 

The proposed regulation would permit 
Federal associations to extend 
unsecured credit in the form of overdraft 
privileges to the owners of NOW 
accounts. This authority is granted by 


§ 401 of the DIDMCA, which amends 
§ 5(c)) of the Home Owners’ Loan Act of 
1933 (12 U.S.C. § 1464(c)) to provide that 
Federal associations may make 
“account loans” (share loans and NOW 
account loans) without percentage of 
assets limitations. The proposed 
regulation implements this authority, 
which would become effective for 
Federal associations with existing NOW 
account authority when the Board 
adopts a final NOW account regulation. 

4. Fees. 

The proposed amendment would 
permit an association to impose a 
service charge on NOW accounts. This 
authority is needed since Federal 
associations would otherwise be 
prohibited by 12 CFR 545.1(c) from 
imposing a service charge greater than 
one dollar in any calendar year. 

5. Distribution of earnings; minimum 
balance. 

The proposed regulation would 
continue to permit Federal associations 
to distribute earnings on all savings 
accounts in monthly, quarterly or 
semiannual cycles. Currently, however, 
12 CFR 545.3(a) requires that 
distributions, whether monthly, 
quarterly or semiannual, be made on the 
last day or last business day of the 
month. Because associations may want 
to distribute earnings at thesame time 
they mail monthly statements, the 
current requirement might create an 
unnecessary administrative burden. 
Therefore, the Board proposes to allow 
associations to distribute earnings in 
regular cycles on any day of the month 
on all types of savings accounts. 

The Board requests comment on the 
question of whether a Federal 
association should be permitted to 
impose a minimum NOW account 
balance below which interest on the 
account would not be earned. Currently, 
under 12 CFR 545.3(g), a Federal 
association may adopt a policy not to 
distribute earnings on any savings 
account of less than a specified 
minimum amount, which amount must 
be less than $50. 

6. Applicability of Federal Reserve 
Board regulations, clearinghouse rules 
and the Uniform Commercial Code. 

The proposed rule provides that 
applicable Federal Reserve regulations 
and operating letters, clearinghouse 
rules, and the Uniform Commercial 
Code (UCC), to the extent they are not 
inconsistent with other provisions of 
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Part 545. govern the rights, powers, 
responsibilities, duties and liabilities of 
Federal associations that issue NOW 
accounts. This is the same body of law 
and regulations that currently governs 
commercial banks in their handling of 
checking accounts. 

7. Effective dates. 

By this action, the Board is proposing 
to extend NOW account authority to all 
Federal associations. Pursuant to § 306 
of the DIDMCA, NOW account authority 
shall take effect on December 31.1980. 
The overdraft authority related to NOW 
accounts would take effect when the 
Board adopts a Final NOW account 
regulation. 

Accordingly, the Federal Home Loan 
Bank Board proposes to amend Parts 
526. 545 and 563 (12 CFR Parts 526, 545 
and 563) as follows: 

PART 526—LIMITATIONS ON RATE OF 
RETURN 

1. Revise paragraph (1) of § 526.1 (12 
CFR 526.1) to read as set forth below: 

§ 526.1 Definitions used in this part. 

(1) NOW (negotiable order of 
withdrawal) account A regular account 
of a member from which the owner may 
make withdrawals by negotiable or 
transferable instruments for the purpose 
of making transfers to third parties. The 
account must consist solely of funds in 
which the entire beneficial interest is 
held by one or more individuals or by an 
organization which is operated primarily 
for religious, philanthropic, charitable, 
educational, or other similar purposes 
and which is not operated for profit. 

• • • • * 

L 

§ 526.8 lDeleted) 

2. Delete 5 526.8 (12 CFR 526.8) in its 
entirety. 

PART 545—OPERATIONS 

t. Amend paragraph (c) of § 545.1 (12 
CFR 545.4-1) to read as set forth below: 

§ 545.1 Savings accounts. 

• • * * * 

(c) Service charge. Except as provided 
in § 545.4—1(d), a Federal association 
may charge one dollar ($1.00) in any 
calendar year against a savings account 
if, when the charge is made: 

» • * * • 

2. Amend paragraph (a) of § 545.3 (12 
CFR 545.3) to read as set forth below: 

§ 545.3 Time and manner of distribution. 

(a) Monthly, quarterly . semionnually. 
A Federal association may distribute 
earnings on savings accounts or savings 
deposits, or designated classes thereof, 
as provided in its charter or by 


resolution of its board of directors, while 
the resolution is in force, either monthly, 
quarterly, or semiannually. Except for 
interest on savings deposits, no 
distribution of earnings may be made 
under this paragraph until provision has 
been made for payment of expenses and 
for the pro rata portion of credits to 
reserves required by the association’s 
charter and by Part 563 of this chapter. 

3. In § 545.4-1 (12 CFR 545.4-1], amend 
the section heading and paragraph (a), 
delete existing paragraph (c), 
redesignate existing paragraph (b) as 
paragraph (c). and add new paragraphs 

(b) and (d). to read as set forth below: 

§ 545.4-1 Payment to third parties by non- 
transferable order or authorization; NOW 
accounts; checks and money orders. 

(a) Payment to third parties by non - 
transferable order or authorization. By 
non-transferable order or authorization, 
an accountholder of a Federal 
association may authorize the 
association, periodically or otherwise, to 
pay third parties from the account. The 
association may. at the request of the 
third party, treat such an order or 
authorization as a transfer to a savings 
account of the third party. 

(b) NOW accounts. (1) General. A 
Federal association may issue NOW 
accounts, as defined in § 526.1(1) of this 
Chapter. 

(2) Overdraft authority . Federal 
associations may extend unsecured 
credit in the form of overdraft privileges 
specifically related to NOW accounts. 

(3) Rights, powers , responsibilities, 
duties and liabilities. Applicable 
Federal Reserve Board regulations and 
operating letters, clearinghouse rules, 
and the Uniform Commercial Code, to 
the extent they are not inconsistent with 
other provisions of this Part, govern the 
rights, powers, responsibilities, duties 
and liabilities of Federal associations 
that issue NOW accounts. For purposes 
of this pargraph. the term “bank,” as 
used in the Federal Reserve Board 
regulations and operating letters, 
clearinghouse rules, and the Uniform^ 
Commercial Code, includes Federal 
associations, as defined by § 541.8. and 
Federal mutual savings banks, as 
defined by § 575.3 of this Chapter. 

(c) Sale of checks and money orders. 

* » t 

(d) Fees. An association may charge a 
fee for making any payment or transfer 
or for maintaining a NOW account 
under this section. 

PART 563—OPERATIONS 

11. Amend § 563.6 (12 CFR 563.6) to 
read as set forth below: 


§ 563.6 Demand securities. 

No insured institution may issue any 
demand securities or advertise or 
represent that it will pay holders of its 
securities on demand, except that this 
section does not apply to checking 
accounts, as defined in § 561.11a of this 
Subchapter, to NOW accounts, as 
defined by § 526.1 (1) of this Chapter, or 
to tax and loan accounts or note 
accounts. 

§563.7-3 I Deleted! 

2. Delete § 563.7-3 (12 CFR 563.7-3) in 
its entirety. 

(Secs. 303. 401. Pub. L. No. 96-221. Sec. 4. Pub. 
L. No. 89-597 (12 U.S.C. § 1425b); 80 Slat. 823. 
Sec. 5, 48 Stat. 132, as amended (12 U.S.C. § 
1464). Secs. 402. 403. 48 Stat. 1256. 1257. as 
amended (12 U.S.C. §§ 1725,1726). Reorg. 
Plan No. 3 of 1947, 12 F.R. 4981; 3 CFR. 1943- 
48 Comp., p. 1071) 

By the Federal Home Loan Bank Board. 

J. J. Finn. 

Secretary. 

(FR Doc. 80-20633 Filed 7-&-8H, *43 am) 

BILUNG CODE 6720-01-M 


SMALL BUSINESS ADMINISTRATION 
13 CFR Ch. I 

Improving Government Regulations; 
Semiannual Agenda 

agency: Small Business Administration. 
action: Publication of the Semiannual 
Agenda of Regulations under review or 
development.__ 

summary: SBA has now published three 
semiannual agendas of regulations 
pursuant to EO 12044 "Improving 
Government Regulations.” Although not 
a regulatory Agency. SBA has attempted 
to draft agendas that meet both the 
criteria *and the spirit of the EO and 
further the regulatory review process. 

The SBA agendas contain many 
regulations which are limited in public 
impact, but are published to increase 
public knowledge of all SBA regulatory 
activities and allow for increased public 
participation in the review and 
development process. 

Public comments on SBA’s previous 
agendas were general, and all were 
positive. None were directed at its 
specific contents, nor were any changes 
suggested or recommended. 

The agenda format tracks regulations 
listed on previous agendas. In addition, 
a Part III: Existing Regulations Selected 
for Review, has been established 
informing the public of the regulation 
review which is currently underway 
within the Agency. However, no 
regulations have been selected for 
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review in time for inclusion on this 
agenda. The format for the agenda is: 

Part I; Status of Regulations in SBA's 
Previous Agendas. 

Part 11: Regulations under Review and 
Development. 

Part 111. Existing Regulations Selected for 
Review. 

Publication of this agenda does not 
impose any binding obligation on SBA 


with regard to any specific item in the 
agenda. Additional regulatory action not 
listed on the agenda is not precluded. 
FOR FURTHER INFORMATION CONTACT! 

For further information on agenda items, 
the public is encouraged to contact the 
individual listed for the particular 
item. 

For information concerning overall SBA 
Regulatory Review and Development 


Program and general semiannual 
agenda Questions, contact Martin D. 
Teckler, Associate General Counsel 
for Legislation, Small Business 
Administration. 1441 L Street. NW. 
Washington, D.C. 20416, 202/653-6662. 


Dated: July 3.1980. 
A. Vemon Weaver, 

Administrator. 


Part L —Status of Regulations on Prior Agendas 


Title of regulation 

Summary 

* Target date 


Significant Regulations 


Pollution Control, 13 CFR Part 111 

.— Regulations redefining eligibility for SBA's Pollution Control Financing. 

. .. Proposed rule published Oct 11. 1979. at 44 FR 58745 

Final nils published June 11, i960, at 45 FR 39496. 


Nonsignificant Regulations 



Business Loans, 13 CFR 120.3 .. 

Loans to State and Local Development Com- 
panies. 13 CFR Part 108. 

Small Business Investment Companies. 13 
CFR Pari 107. 

Now Section, 13 CFR Part 117 . 

Business Loans, 13 CFR Part 120 .. 

PoHutton Controls. 13 CFR Part 111 __ 


New guaranty agreement tor SBA business loans ---- Final agreement published on Mar 27, 1980 at 45 FR 

^ 20053. 

Rules regarding the making of loans to State and local development companies .. Proposed rule published Mar 2. 1979!; at 44 FR 11787 

Final rule to be published m Oct i960 

SBA considered changing the ratio of purely private capital to nonpnvate capita! required Notice of proposed rulemaking Ocl. 22. 1979 at 44 FR 
for leverage eligibility from SBA. 60745. and will be republished w Juty 1980 ‘ 

Proposed rules implementing the Age Discrimination Act ol 1975 as «t applies to SBA Proposed rule published on Oct. 17. 1979 . at 44 FR 
programs. 60032 Presently under interagency review 

Proposed change concerning servicing of business loans by lenders. .. Proposed rule published on Dec. 21. 1979. at 44 FR 

75655 Final rule to be published m July 1980. 

Sec. Ill 4(d) restricts eligibility to concerns with 5-year history, the last 3 being profit- Proposed rule published Mar 7. 1980, at 45 FR 14869 
able A change is being considered to permit a finding of the equivalent of such experi- r Final rule published June 11. 1980. at 45 FR 39496 


Small Business Investment Companies. 13 
CFR 107.301(c). 


Increase maximum permissible interest charges (where tacal law .mposes no lower ceil- Proposed rule published January 21. i960, al 45 FR 
»ng) to 7 points over Federal financing bank rate on 10-year debentures m effect at 3917. Final rule published April 16. i960, at 45 FR 
time loan is made to small concerns. 25794 


Part II .—Regulations Under Review and Development 


Tide of regulation 


Summary 


Knowledgeable official 


Target date 


Significant Regulations 


Disaster Loans, 13 CFR Part 123 . SBA has undertaken a complete revisjon and Julia 0 Baysmger. 202-653-6757 _ Notice of proposed rulemaking to be published July 

update of SBA disaster assistance regulations. 1880 

Smalt Business Size Standards. 13 CFR Part SBA is developing technical, procedural and Kaleef C Skertk, 202-653-6229..... Notice of proposed rule published Mar 10. 1980. ai 46 

f21. clarifying changes to Part 121 to improve ad- FR 15442. 

ministration of field office and central office 
size determinations, and to better inform the 
• public on size procedures and criteria. 


Nonsignificant Regulations 


State and Local Development Companies. 13 Remove Interest Rate Ceiling on Loans to State Alan B Abraham. 202-653-6470 _ 

CFR Part 108 Development Companies. 

Business Loen Policy, t3 CFR Part 120 . Rule establishing uniform method of amortizing John E Lagos, 202-663-6506 . 

loans. 

Small Business Investment Companies. 13 Amendment of Definition of "Associate of a U- Refer F McNetsh. 202-653-6584 . 

CFR 107.3 censee"; Limited partner of or a Person con- 

trolling 10 percent or more of corporate Li¬ 
censee's stock. No longer "Associate". 

Small Business investment Companies. 13 Amendment of Definition of "Associate of a U- Peter F McNeish, 202-653-6584 _ 

CFR 107.3. censee” to exclude attorneys at law not under 

retainer to Licensee. 

Smad Business investment Companies. 13 Comprehensive review of entire Part m contenrv Peter F McNeish. 202-653-6584 . 

CFR Pan 107 pfation of issuance of Revision 6 of Part 107. 

Management Assistance. 13 CFR Part 129 SBA is undertaking a revision of its management John C Patrick. Jr. 202-653-6628 . 

assistance regulations. 

Minority Small Business Capital Ownership Standards under which Community Development WHIram C Clement Jr, 202-653- 
and Development 13 CFR Part 124 company owned small businesses may enter 6407 

SBA's 8(a) program. 


Notice of proposed rulemaking published May »3. 1980. 
at 45 FR 31410. 

Proposed rule published June 3. 1980, al 45 FR 37454 
Proposed rule to be published August 1980 


Proposed 1 rule la be published August i960 


Proposed rule to be published October 1980 
Notice of proposed rulemaking October i960. 
Proposed rute to be published July 1980 


I PR 06c. 80-20499 Filed 7-8-80 8:45 am| 

BILLING CODE 8025-01-M 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 

14CFR Part 39 

l Docket No. 80-WE-32-AD1 

Rockwell International Model NA 265- 
40 and -60 Series Airplanes; 
Airworthiness Directives 

AGENCY: Federal Aviation 
Administration (FAA) DOT. 
action: Notice of proposed rule making. 

summary: This notice proposes to adopt 
an airworthiness directive (AD) that 
would require incorporation of 
inspection provisions, repetitive 
inspections and repair, as necessary, of 
the fuselage structure below the cabin 
entrance door on Rockwell International 
Model NA 265-40 and -60 Series 
airplanes. The proposed AD is 
necessary to prevent crack growth 
which could result in loss of cabin 
pressure. 

dates: Comments must be received on 
or before September 11,1980. 
addresses: Send comments on the 
proposal to: Department of 
Transportation, Federal Aviation 
Administration, Western Region, 
Attention: Regional Counsel, 
Airworthiness Rule Docket, P.O. Box 
92007. Worldway Postal Center, Los 
Angeles, California 90009. 

The applicable service information 
may be obtained from: Rockwell 
International, Sabreliner Division, 827 
Lapham Street, El Segundo, California 
90245. 

FOR FURTHER INFORMATION CONTACT: 

Jerry Presba, Executive Secretary 
Airworthiness. Directive Review Board, 
Federal Aviation Administration, 
Western Region, P.O. Box 92007, World 
Way Postal Center, Los Angeles, 
California 90009. Telephone: (213) 536- 
6351. 

SUPPLEMENTARY INFORMATION: 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Interested persons are 
also invited to comment on the 
economic, environmental, and energy 
impact that might result because of 
adoption of the proposed rule. 
Communications should identify the 
regulatory docket number and be 
submitted in duplicate to the address 
specified above. All communications 
rceived on or before the closing date for 
comments will be considered by the 
Administrator before taking action on 
the proposed rule. The proposal 


contained in this notice may be changed 
in light of comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rules Docket for 
examination by interested persons. A 
report summarizing each FAA-public 
contact, concerned with the substance 
of the proposed AD. will be filed in the 
Rules Docket. 

There have been reports of cracking of 
the fuselage structure below the cabin 
entrance door on certain Rockwell 
International Model NA 265-40 and -60 
Series airplanes that could result in 
cabin depressurization. 

Since this condition is likely to exist 
or develop on ether airplanes of the 
same type design, the proposed AD 
would require the incorporation of 
inspection provisions, repetitive 
inspections and repair, as necessary, of 
the fuselage structure below the cabin 
entrance door on Rockwell International 
Model NA 265-40 and -60 Series 
airplanes. 

Proposed Amendment 

Accordingly, the Federal Aviation 
Administration proposes to amend 
§ 39.13 of Part 39 of the Federal Aviation 
Regulations (14 CFR 39.13) by adding the 
following new Airworthiness Directive: 

Rockwell International: Applies to Model NA 
265-40 Series. Serial Numbers 282-1 thru 
282-137. and -60 Series, Serial Numbers 
306-1 thru 306-64, 306-68. 306-71 thru 
306-103 airplanes certificated in all 
categories, not modified in accordance 
with Life Extension Modification per 
North American Rockwell Drawing 306- 
053010 or Service Kit SK 13808-40. 

Compliance required as indicated, unless 
already accomplished. 

To prevent inadvertent cabin 
depressurization accomplish the following: 

(a) On aircraft with 2,000 or more hours’ 
total time in service, within the next 600 
hours* additional time in service or within the 
next 12 months from the effective date of this 
AD, whichever occurs first; 

(1) Gain access and conduct a close visual 
inspection of the fuselage structure below the 
cabin entrance door and adjacent areas in 
accordance with “Modification Instructions 1 
through 4” of Sabreliner Service Bulletin No. 
56 dated March 31.1980. Access is gained by 
modification in accordance with Service Kit 
SK 13808-10. 

(2) If no cracks are detected, repeat the 
inspections required by paragraph (a)(1) of 
this AD at intervals not to exceed 600 hours’ 
time in service since the last such inspection. 

(3) If cracks are detected which are less 
than one inch long in the outboard bays only, 
repair in a manner approved by the Chief, 
Aircraft Engineering Division, FAA Western 
Region and accomplish Service Kit SK 13808- 
20. Repeat the inspections rquired by 
paragrpah (a)(1) of this AD at intervals not to 
exceed 600 Hours' time in service since the 
last such inspection. 


(4) If cracks are detected which are less 
than one inch long in the inboard bays or 
inboard and outboard bays, repair in a 
manner approved by the Chief, Aircraft 
Engineering Division. FAA Western Region 
and accomplish Service Kit 13808-30. Repeat 
the inspections required by paragraph (a)(1) 

f this AD at intervals not to exceed 600 
ours’ time in service since the last such 
inspection. 

(5) If cracks are detected which are one 
inch or longer repair in a manner approved 
by the Chief. Aircraft Engineering Division, 
FAA Western Region and accomplish Service 
Kit 13808-40. The installation of Service Kit 
13808-40 terminates the inspections required 
by this AD. 

(b) Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base for the 
accomplishment of inspections required by 
this AD. 

(c) Alternative inspections, modifications 
or other actions which provide an equivalent 
level of safety may be used when approved 
by the Chief, Aircraft Engineering Division. 
FAA Western Region. 

(Secs. 313(a). 601. 603, Federal Aviation Act 
of 1958. as amended (49 U.S.C. 1354(a). 1421. 
1423); sec. 6(c) Department of Transportation 
Act (49 U.S.C. 1655(c)); 14 CFR 11.85) 

Note.—The FAA has determined that this 
document involves a proposed regulation 
which is not considerd to be significant under 
Executive Order 12044 as implemented by 
DOT Regulatory Policies and Procedures (44 
FR 11034; February 26.1979). In addition, the 
expected impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation. 

Issued in Los Angeles. Calif., on June 19, 
1980. 

W. R. Frehse. 

Acting Director. FAA Western Region. 

|FR Doc. 00-20472 Filed 7-S-SO: 6 45 am) 

BILLING CODE 4910-13-M 


14 CFR Part 39 

(Docket No. 80-WE-34-ADJ 

Airworthiness Directives; Rockwell 
International Model NA 265-40 and -60 
Series Airplanes 

agency: Federal Aviation 
Administration (FAA) DOT. 

ACTION: Notice of proposed rule making. 

summary: This notice proposes to adopt 
an airworthiness directive (AD) that 
would require incorporation of 
inspection provisions, repetitive 
inspections and repair, as necessary, of 
the fuselage structure below the cabin 
entrance door on Rockwell International 
Model NA 265^10 and -60 Series 
airplanes. The proposed AD is 
necessary to prevent crack growth 
which could result in loss of cabin 
pressure. 

dates: Comments must be received on 
or before Septebmer 11,1980. 
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addresses: Send comments on the 
proposal to: Department of 
Transportation, Federal Aviation 
Administration, Western Region, 
Attention: Regional Counsel, 
Airworthiness Rule Docket. P.O. Box 
92007, Worldway Postal Center, Los 
Angeles, California 90009. 

The applicable service information 
may be obtained from: Rockwell 
International, Sabreliner Division, 827 
Lapham Street El Segundo, California 
90245. 

FOR FURTHER INFORMATION CONTACT: 

Jerry Presba, Executive Secretary 
Airworthiness Directive Review Board, 
Federal Aviation Administration, 
Western Region, P.O. Box 92007, World 
Way Postal Center. Los Angeles, 
California 90009. Telephone: (213) 536- 
6351. 

SUPPLEMENTARY INFORMATION: 

Interested persons are invited to 
participate in the making of the 
proposed rule by submitting such 
written data, views, or arguments as 
they may desire. Interested persons are 
also invited to comment on the 
economic, environmental, and energy 
impact that might result because of 
adoption of the proposed rule. 
Communications should identify the 
regulatory docket number and be 
submitted in duplicate to the address 
specified above. All communications 
received on or before the closing date 
for comments will be considered by the 
Administrator before taking action on 
the proposed rule. The proposal 
contained in this notice may be changed 
in light of comments received. All 
comments submitted will be available, 
both before and after the closing date 
for comments, in the Rules Docket for 
examination by interested persons. A 
report summarizing each FAA-public 
contact, concerned with the substance 
of the proposed AD, will be filed in the 
Rules Docket. 

There have been reports of cracking of 
the cabin entrance door stop (beam) on 
certain Rockwell International Model 
NA 265-40 and -60 Series airplanes that 
could result in cabin depressurization. 

Since this conidtion is likely to exist 
or develop on other airplanes of the 
same type design, the proposed AD 
would require the incorporation of 
inspection provisions, repetitive 
inspections and repairs, as necessary, of 
the cabin entrance door stop (beam) on 
Rockwell International Model NA 265- 
40 and -60 Series airplanes. 

Proposed Amendment 

Accordingly, the Federal Aviation 
Administration proposes to amend 
Section 39,13 of Part 39 of the Federal 


Aviation Regulations (14 CFR 39.13) by 
adding the following new Airworthiness 
Directive: 

Rockwell International: Applies to Model 
265-40 Series, Serial Numbers 282-1 
through 282-97 and -60 Series, Serial 
Numbers 306-1 through 306-63 airplanes 
certificated in all categories not modified 
In accordance with life extension 
modifications per North American 
Rockwell Drawing No. 306-053010. 

To prevent inadvertent cabin 
depressurization accomplish the following: 

(a) On aircraft with 2,000 or more hours’ 
total time in service as of the effective date of 
this AD. within the next 600 hours' additional 
time in service or within the next 12 months, 
whichever occurs first; 

(1) Conduct a dye penetrant inspection of 
the door stop (beam) in accordance with the 
Inspection Instructions of Sabreliner Service 
Bulletin No. 55 dated March 31,1980. 

(2) If no cracks are detected repeat the 
inspection at 600 hours’ time in service or one 
year intervals, whichever occurs first. 

(3) If cracks are detected replace the 
cracked parts with new parts or modify the 
aircraft in accordance with Sabreliner 
Service Bulletin No. 3. dated August 4.1978. 
Incorporation of Service Bulletin No. 3 
eliminates the inspection requirement of this 
AD. 

(b) On aircraft with less than 2.000 hours’ 
total time in service as of the effective date of 
this AD, prior to accumulating 2.600 hours’ 
time in service or within the next 12 months 
from the time the aircraft has accumulated 
2,000 hours’ time in service, whichever occurs 
first, accomplish the inspection and 
corrective action specified in (a)(1), (a)(2) and 
(a)(3) as applicable. 

(c) Special flight permits may be issued in 
accordance with FAR 21.197 and 21.199 to 
operate airplanes to a base for the 
accomplishment of inspections required by 
this AD. 

(d) Alternative inspections, modifications 
or other actions which provide an equivlanet 
level of safety may be used when approved 
by the Chief, Aircraft Engineering Division, 
FAA Western Region. 

(Secs. 313(a), 601, and 603, Federal Aviation 
Act of 1958. as amended (49 U.S.C. 1354(a), 
1421, and 1423); Sec. 6(c) Department of 
Transportation Act (49 U.S.C. 1655(c)); and 14 
CFR 11.89) 

Note.—The Federal Aviation 
Administration has determined that this 
document involves a proposed regulation 
which is not considered to be significant 
under Executive Order 12044 as implemented 
by DOT Regulatory Policies and Procedures 
(44 FR 11034; February 26.1979). In addition, 
the expected impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation. 

Issued in Los Angeles. California on June 
25,1980. 

John D. Mattson, 

Director. FAA Western Region. 

(FR Doc. 00-20527 Piled 7-fr-SO; S.45 am) 

BILLING CODE 4910-13-M 


14 CFR Part 71 

(Airspace Docket No. 80-ARM-06J 

Establishment of 700’ and 1,200' 
Transition Areas 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Notice of Proposed Rulemaking. 

SUMMARY: This Notice of Proposed 
Rulemaking (NPRM) proposes to 
establish 700' and 1,200' transition areas 
at Meeker, Colorado to provide 
controlled airspace for aircraft 
executing the new RNAV runway 3 
original and VOR-A original standard 
instrument approach procedures 
developed for the Meeker Municipal 
Airport, Meeker, Colorado. 
dates: Comments must be received on 
or before August 7,1980. 
address: Send comments on the 
proposal to: Chief, Air Traffic Division. 
Attn: ARM-500, Federal Aviation 
Administration, 10455 East 25th Avenue, 
Aurora, Colorado 80010. 

A public docket will be available for 
examination by interested persons in 
the office of the Regional Counsel, 
Federal Aviation Administration, 10455 
East 25th Avenue, Aurora, Colorado 
80010. 

FOR FURTHER INFORMATION CONTACT: 

Robert E. Greene, Airspace and 
Procedures Specialist, Operations. 
Procedures and Airspace Branch (ARM- 
539), Air Traffic Division, Federal 
Aviation Administration, Rocky 
Mountain Region, 10455 East 25th 
Avenue, Aurora, Colorado 80010; 
telephone (303) 837-3937. 
SUPPLEMENTARY INFORMATION: 

Comments Invited 

Interested persons may participate in 
the proposed rulemaking by submitting 
such written data, views, or arguments 
as they may desire. Communications 
should be submitted in triplicate to the 
Chief, Air Traffic Division, Federal 
Aviation Administration, 10455 East 
25th Avenue, Aurora, Colorado 80010. 

All communications received will be 
considered before action is taken on the 
proposed amendment. No public hearing 
is contemplated at this time, but 
arrangements for informal conferences 
with Federal Aviation Administration 
officials may be made by contacting the 
Regional Air Traffic Division Chief. Any 
data, views, or arguments presented 
during such conferences must also be 
submitted in writing in accordance with 
this notice in order to become part of the 
record for consideration. The proposal 
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contained in this notice may be changed 
in the light of comments received. 

Availability of NPRM 

Any person may obtain a copy of this 
Notice of Proposed Rulemaking (NPRM) 
by submitting a request to the Federal 
Aviation Administration. Office of 
Public Affairs. Attention: Public 
Information Center, APA-430. 800 
Independence Avenue. SW„ 

Washington. DC 20591, or by calling 
(202) 426-8058. Communications must 
identify the notice number of this 
NPRM. Persons interested in being 
placed on a mailing list for future 
NPRM's should also request a copy of 
Advisory Circular No. 11-2 which 
describes the application procedure. 

The Proposal 

The Federal Aviation Administration 
(FAA) is considering an amendment to 
subpart G of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) 
by establishing a 700' and 1,200’ 
transition area at Meeker, Colorado to 
provide controlled airspace for aircraft 
executing the new RNAV runway 3, 
original and VOR-A original standard 
instrument approach procedures 
developed for the Meeker Municipal 
Airport, Meeker, Colorado. It is 
proposed to make the establishment of 
the transition areas coincide with the 
effective date of the new standard 
instrument approaches. Accordingly, the 
Federal Aviation Administration 
proposes the following amendments to 
subpart G of Part 71 of the Federal 
Aviation Regulations (14 CFR Part 71) as 
follows: 

By amending subpart G, § 71.181 so as 
to establish the following transition 
areas: 

Meeker, Colo. 

That airspace extending upward from 700' 
above the surface within an area bounded by 
a point beginning at latitude 40‘16'20" N., 
longitude 108 a 13'00" to latitude 40“09'50" 
N.. longitude I0r36'00" W.; to latitude 
39*40W N., longitude 108*09'00" W., to 
latitude 39*49’50" N.. longitude 106*22'30" W., 
to point of beginning; and that airspace 
extending upward from 1,200' above the 
surface bounded on the north by the south 
edge of V-101; on the west by the east edge 
of V-187; on the east by the west edge of V- 
28, excluding the Hayden and Grand 
Junction. Colorado transition areas. 

Drafting Information 

The principal authors of this 
document are Robert E. Greene. Air 
Traffic Division, and Daniel J. Peterson, 
office of the Regional Counsel Rocky 
Mountain Region. 

This amendment is proposed under 
authority of section 307(a) of the Federal 
Aviation Act of 1958, as amended (49 


U.S.C. 1348(a)). and of section 6(c) of the 
Department of Transportation Act (49 
U.S.C. 1655(c)). 

Note.—The FAA has determined that this 
document involves a proposed regulation 
which is not significant under Executive 
Order 12044. as implemented by DOT 
Regulatory Policies and Procedures (44 FR 
11034; February 28,1979). Since this 
regulatory action involves an established 
body of technical requirements for which 
frequent and routine amendments are 
necessary to keep them operationally current 
and promote safe flight operations, the 
anticipated impact is so minimal that this 
action does not warrant preparation of a 
regulatory evaluation, and a comment period 
of less than 45 days is appropriate. 

Issued in Aurora, Colorado on June 25. 
1980. 

Isaac H. Hoover, 

Deputy Director, Rocky Mountain Region. 

[FV Doc. 80-20301 Piled 7-0-80: 8:45 am) 

BIUJNG COD€ 4910-3-41 


14 CFR Part 71 

[Airspace Docket No. 18605/79-AWE-18J 

Proposed Group II Terminal Control 
Area, Phoenix, Ariz. 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Notice of extension of comment 
period. 

summary: This notice extends the 
period for submission of public 
comments relating to Notice 18605/79- 
AWE-18 (45 FR 23457. April 7.1980) 
until August 8,1980. This action is in 
response to requests by the Aircraft 
Owners and Pilots Association (AOPA) 
and the Air Line Pilots Association 
(ALPA). Both have requested an 
extension to the comment period. 

DATES: Comments on Notice 18605/79- 
AWE-18 must be received on or before 
August 0,1980. 

ADDRESSES: Send comments on the 
proposal in triplicate to; Director, FAA 
Western Region, Attention: Chief. Air 
Traffic Division, Docket No. 18605/79- 
AWE-18, Federal Aviation 
Administration. P.O. Box 92007. 
Worldlway Postal Center, Los Angeles, 
California 90009. 

FOR FURTHER INFORMATION CONTACT. 

Richard Morrison, Airspace and 
Procedures Branch, Air Traffic Division, 
(AWE-530). Western Region, Federal 
Aviation Administration, P.O. Box 
92007, Worldway Postal Center, Los 
Angeles, California 90009; telephone 
(213) 538-6180. 

SUPPLEMENTARY INFORMATION: The FAA 

proposed Notice 18605/79-AWE-18, 
published in the Federal Register on 


April 7,1980 (45 FR 23457), to amend 
Part 71 of the Federal Aviation 
Regulations to establish a Terminal 
Control Area (TCA) for Phoenix. 

Arizona. In that notice, the FAA asked 
for comments from members of the 
public who desired to participate in the 
rulemaking process. The original 
comment period closes on July 8.1980. 

In response to Notice 18605/79-AWE- 
18, AOPA and ALPA requested a 
continuation of the comment period. 
AOPA requested the extension until 
September 15,1980. for the following 
reasons: 

1. The results of the before/after 
technical working group study of the 
San Diego TCA will be available in 
August 1980. They want to use those 
results in planning their proposed 
Phoenix TCA configuration. 

2. AOPA and ALPA have been 
working closely together to develop a 
joint alternate proposed airspace 
configuration and need the extended 
time to complete their efforts. 

ALPA requested an extension for at 
least 60 days for the following reasons: 

1. ALPA has not been able to review 
the airline airspace requirements for 
operations at the local level. 

2. The airspace configuration 
proposed is more in keeping with ALPA 
views regarding the use of climb 
corridors as opposed to previous 
proposals. For this reason, they need 
more time to explore the climb corridor 
concept of operations which can be 
applied at some locations. 

The proposed Phoenix TCA is the first 
TCA configuration proposed by the FAA 
which will consist largely of corridors 
providing ingress and egress to and from 
the TCA’s central hub area. This unique 
configuration is a substantial departure 
from the TCA configurations currently in 
effect or proposed for other locations. It 
is proposed in order to be responsive to 
the local air traffic conditions and traffic 
flows in the Phoenix area. The FAA 
believes it would be beneficial for * 
AOPA and ALPA to have more time to 
respond to this variation on the more 
traditional TCA configurations used 
elsewhere. 

The results of the technical working 
group study of the San Diego TCA may 
not be available before the close of the 
comment period for the Phoenix TCA. 
The direct applicability of this study to 
the Phoenix TCA is tangential at best. 
Moreover, it is the FAA’s intent to 
utilize the results of the San Diego study 
on a broader basis. 

After review of this request, the FAA 
has determined that a 31-day extension 
of the comment period should allow 
sufficient time for developing an 
alternate proposal and to furnish 
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comments that should and will be 
considered in determining what final 
action will be taken. In view of this, and 
consistent with the FAA’s desire to 
assure full public participation in its 
regulatory actions, it is concluded that it 
is in the public interest to extend the 
comment period until August 6,1980. 

Accordingly, the comment period for 
Notice 18605/79-AWE-18 is hereby 
extended from July 6,1980, until August 
6,1980. 

(Secs. 307, 313(a), Federal Aviation Act of 
1958 (49 U.S.C. 1348,1354(a); sec. 6(c), 
Department of Transportation Act (49 U.S.C. 
1655(c)); and 14 CFR 11.65) 

Issued in Washington, D.C., on July 3,1980. 
Ramon A. Alvarez, 

Acting Director, Air Traffic Service. 

|FR Doc 60-20574 Filed 7-0-80:8:45 am] 

BILLING CODE 4910-1341 


DEPARTMENT OF COMMERCE 
Office of the Secretary 
15 CFR Part 8a 

Nondiscrimination on the Basis of Age 
in Programs or Activities Receiving 
Federal Financial Assistance 

agency: Office of the Secretary of 
Commerce. 

action: Proposed Rule. 

summary: The Department of 
Commerce, (DOC) as is every other 
Federal department and agency, is 
required to issue regulations 
implementing the Age Discrimination 
Act of 1975, as amended (Act). The DOC 
proposes specific regulations to carry 
out this responsibility which will apply 
to all entities within the Department that 
administer programs of Federal financial 
assistance. The Act prohibits 
discrimination on the basis of age in 
programs or activities receiving Federal 
financial assistance. It contains certain 
exceptions which permit, under limited 
circumstances, continued use of age 
distinctions or factors other than age 
which may have a disproportionate 
effect on a particular age group. The Act 
excludes from its coverage most 
employment practices. The Department 
of Commerce has no statutory, 
regulatory or administrative age 
distinctions; however, we must ensure 
that adequate and effective protection is 
provided for any person who may have 
a complaint under this statute. 
dates: Comments must be received on 
or before September 8,1980. 
address: Send written comments to 
Director, Office of Civil Rights, Room 


4065, U.S. Department of Commerce. 
Washington, DC 20230. 

FOR FURTHER INFORMATION CONTACT: 

Ms. Alice K. Helm, Legal Advisor. Office 
of Civil Rights, Washington, DC 20230 
(£02) 377-4993. 

SUPPLEMENTARY INFORMATION: The 

history of the Act can be found in the 
background section of the general 
regulations issued by the Department of 
Health, Education & Welfare (HEW) to 
implement the Act and guide the 
development of each agency’s specific 
regulations. See 44 FR 33768 (June 12, 
1979). The Act is designed to prohibit 
discrimination on the basis of age in 
programs or activities which receive 
Federal financial assistance. The Act 
also contains certain exceptions which 
permit age distinctions and factors other 
than age to continue in use under certain 
circumstances. The Act applies to 
persons of all ages. 

Although the Act generally covers all 
programs and activities which receive 
Federal financial assistance, it does not 
apply to any age distinction 
’'established under authority of any 
law” which provides benefits or 
establishes criteria for participation on 
the basis of age or in age related terms. 
Thus, age distinctions which are 
“established under authority of any 
law” may continue in use. The phrase 
“any law” means Federal statutes. State 
statutes or local statutes adopted by 
elected, general purpose legislative 
bodies. 

The Act excludes from its coverage 
most employment practices, except for 
programs funded under the public 
service employment titles of the 
Comprehensive Employment and 
Training Act (CETA). The regulations 
cover any program or activity which is 
both a program of Federal financial 
assistance and provides employment. 

The Age Discrimination in Employment 
Act (ADEA), which is administered by 
the Equal Employment Opportunity 
Commission, is the Federal statute that 
prohibits employment discrimination for 
persons between the ages of 40 and 70. 
Individuals in this age range who 
experience employment discrimination, 
other than in CETA public service 
employment programs, must look to the 
ADEA for relief, not to the Age 
Discrimination Act. The Act authorizes 
a complainant to bring a private lawsuit 
after exhaustion of administrative 
remedies. 

The DOC regulations must be 
consistent with the government-wide 
regulations issued by the Department of 
HEW. Since we believe the type of 
programs administered by Commerce 
entities are unlikely to engender 


complaints of age discrimination, the 
proposed regulations will be based upon 
the government regulations published by 
HEW, 44 FR 33768 (June 12.1979). The 
section on a recipient's self evaluation 
however, will not be included. That 
^ section, 90.43 of the government-wide 
regulations, required each recipient 
employing the equivalent of 15 or more 
full time employees to complete a 
written self evaluation of its compliance 
under the Act within 18 months of the 
effective date of each agency's 
regulations. The evaluation was to 
identify and justify each age distinction 
imposed by the recipient. 

The Office of Management and 
Budget, (OMB) because of a perceived 
projected paper-work burden, refused to 
approve the self evaluation pursuant to 
its authority under the Federal Reports 
Act. Since the issue remains unresolved, 
it was believed to be more beneficial to 
publish these regulations without the 
self evaluation provision. When the final 
regulations are issued they will contain 
whatever will be required on this aspect. 
This Department will be pleased to 
received public comments on the matter. 

Although these regulations are 
generally duplicative of those of HEW. 
we believe it is in the best interest of the 
constituency of DOC programs to have 
the sections repeated rather than 
referenced so that the terms and 
requirements will be self contained in 
our part of the Code of Federal 
Regulations. 

The DOC programs of Federal 
financial assistance are listed in 
Appendix A to these proposed 
regulations, they update those programs 
listed in the revision and amendments to 
appendix a of DOC's regulations 
implementing title VI of the Civil Rights 
Act of 1964, title 15, Subtitle A, Part 8, 43 
FR 49303 (October 23,1978) and 44 FR 
12642 (March 8.1979). Appendix B 
reflects that DOC has no age 
distinctions which appear in Federal 
statutes and regulations which affect the 
agency's programs of federal financial 
assistance. 

These are not significant regulations 
within the meaning of E.0.12044. 

Dated: June 30,1980. 

Philip W. Klutznick, 

Secretary of Commerce . 

The Department of commerce 
proposes to add a new Part 8a to Title 15 
of the Code of Federal Regulations as 
follows: 
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PART 8a—NONDISCRIMINATION ON 
THE BASIS OF AGE IN PROGRAMS OR 
ACTIVITIES RECEIVING FEDERAL 
FINANCIAL ASSISTANCE 

Subpart A—General 

Sec. 

8a. 1 The purpose of DOC’s age 
discrimination regulations. 

8a.2 Programs to which these regulations 
apply. 

Ba.3 Definitions. 

Subpart B—Standards for Determining Age 
discrimination 

Ba.4 Rules against age discrimination. 

8a.5 Exceptions to the rules. 

8a.6 Burden of proof. 

Subpart C—Respnsibllities of DOC 
Recipients 

8a.7 General responsibilities. 

6a.8 Notice to subrecipients. , 

Ba.9 Information requirements. 

Subpart D—Investigation, Conciliation, and 
Enforcement Procedures 

8a.10 Compliance reviews. 

8a.11 Complaints. 

8a.l2 Mediation. 

8a .13 Investigation. 

Ba.14 Prohibition against intimidation or 
retaliation. 

8a. 15 Compliance procedure. 

8a.l6 Hearings, decisions, post-termination 
proceedings. 

8a.l7 Remedial action by recipients. 

8a.18 Alternate funds disbursal procedure. 

8a.19 Private lawsuits after exhaustion of 
administrative remedies. 

Appendix A—DOC programs of Federal 
financial assistance 
Appendix B—Age Distinctions which 
appear in the Federal Statutes and 
Regulations affecting DOC’s Programs of 
Federal Financial Assistance. 

Authority: Age Discrimination Act of 1975. 
as amended. 42 U.S.C. Sec. 6101 el seq. and 
the government-wide regulations 
implementing the Act, 45 CFR Part 90. 

Subpart A—General 

§8a.1 Purpose of DOC’s age ^ 

discrimination regulations, 

the purpose of these regulations is to 
set out DOC’s policies and procedures 
under the Age Discrimination Act of 
1975 and the government-wide age 
discrimination regulations. The Act and 
the government-wide regulations 
prohibit discrimination on the basis of 
age in programs or activities receiving 
Federal financial assistance. The Act 
and the government-wide regulations 
permit federally assisted programs and 
activities, and receipients of Federal 
funds, to continue to use age distinctions 
and factors other than age which meet 
the requirements of the Act and the 
government-wide regulations. 


§ 8a.2 Applicability of these regulations. 

These regulations apply to each DOC 
recipient and to each program or activity 
operated by the receipient which 
receives or benefits from Federal 
financial assistance provided by any * 
entity of DOC. 

§ 8a.3 Definitions. 

(a) The following terms used in these 
regulations are defined in the 
government-wide regulations as follows: 

“Act” means the Age Discriminatons 
Act of 1975, as amended, (Title HI of 
Pub. L. 94-135). 

“Action” means any act, acivity, 
policy, rule, standard, or method of 
administration: or the use of any policy, 
rule, standard, or method of 
administration. 

“Age distinction” means any action 
using age or an age-related term. 

“Age-related term” means a word or 
words which necessarily imply a 
particular age or range of ages (for 
example, “children,” “adult,” “older 
persons.” but not “student”). 

“Agency” means a Federal 
department or agency that is 
empowered to extend financial 
assistance. 

“Federal financial assistance” means 
any grant, entitlement, loan, cooperative 
agreement, contract (other than a 
procurement contract or a contract of 
insurance or guaranty), or any other 
arrangement by which the agency 
provides or otherwise makes available 
assistance in the form of: 

(1) Funds; 

(2) Services of Federal personnel; or 

(3) Real and personal property or any 
interest in or use of property, including: 

(i) Transfers or leases of property for 
less than fair market value or for 
reduced considerations; and 

(ii) Proceeds from a subsequent 
transfer or lease of property if the 
Federal share of its fair market value i9 
not returned to the Federal Government. 

“Normal operation” means the 
operation of a program or activity 
without significant changes that would 
impair its ability to meet its objectives. 

“Recipient” means any State or its 
political subdivision, any 
instrumentality of a State or its political 
subdivision, any public or private 
agency, institution, organization, or 
other entity, or any person to which 
Federal financial assistance is extended, 
directly or through another recipient. 
Recipient includes any successor, 
assignee, or transferee, but excludes the 
ultimate beneficiary of the assistance. 

“Statutory objective” means any 
purpose of a program or activity 
expressly stated in any Federal statute, 
State statute, or local statute or. 


ordinance adopted by an elected, 
general purpose legislative body. 

“United States” means the fifty States, 
the District of Columbia, Puerto Rico, 
the Virgin Islands, American Samoa. 
Guam, Wake Island, the Canal Zone, the 
Northern Marianas, and the territories 
and possessions of the United States. 

(b) Terms either pecular to DOC or 
which were not defined by HEW are 
defined as follows: 

“DOC” means the U.S. Department of 
Commerce. 

“FMCS” means the Federal Mediation 
& Conciliation Service. 

“Secretary” means the Secretary of 
Commerce or his or her designee. 

“Subrecipient” means any of the 
entities in Lhe definition of “recipient” to 
which a recipient extends or passes on 
Federal financial assistance. A 
subrecipient is generally regarded as a 
recipient of Federal financial assistance 
and has all the duties of a recipient in 
these regulations. 

Subpart B—Standards for Determining 
Age Discrimination 

§ 8a.4 Rules against age discrimination. 

The rules stated in this section are 
limited by the exceptions contained in 
Sec. 8a.5. 

(a) General rule: No person in the 
United States shall, on the basis of age, 
be excluded from participation in, be 
denied the benefits of. or be subjected to 
discrimination under any program or 
activity receiving Federal financial 
assistance. 

(b) Specific rules: A recipient may not. 
in any program or activity receiving 
Federal financial assistance, directly or 
through contractual, licensing, or other 
arrangements use age distinctions or 
take any other actions which have the 
effect, on the basis of age, of: 

(1) Excluding individuals from, 
denying them the benefits of. or 
subjecting them to discrimination under, 
a program or activity receiving Federal 
financial assistance, or 

(2) denying or limiting individuals in 
their opportunity to participate in any 
program or activity receiving Federal 
financial assistance. 

(c) The specific forms of age 
discrimination listed in paragraph (b) of 
this section do not necessarily constitute 
a complete list. 

§ 8a.5 Exceptions to the rules. 

(a) Normal operation or statutory 
objective: A recipient is permitted to 
take an action otherwise prohibited by 
§ 8a.4 if the action reasonably takes into 
account age as a factor necessary to the 
normal operation or the achievement of 
any statutory objective of a program or 
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activity. An action reasonably takes into 
account age as a factor necessary to the 
normal operation or the achievement of 
any statutory objective of a program or 
activity if all 4 of the following apply: 

(1) Age is used as a measure or 
approximation of one or more other 
characteristics: and 

(2) The other characteristic(s) must be 
measured or approximated in order for 
the normal operation of the program or 
activity to continue, or to achieve any 
statutory objective of the program or 
activity; and 

(3) The other characteristic(s) can be 
reasonably measured or approximated 
by the use of age: and 

(4) The other characteristic!s) are 
impractical to measure directly on an 
individual basis. 

(b) Reasonable factors other than age: 
A recipient is permitted to take an 
action otherwise prohibited by 5 8a.4 if 
such action is based on a factor other 
than age. even though that action may 
have a disproportionate effect on 
persons of different ages. An action may 
be based on a factor other than age only 
if the factor bears a direct and 
substantial relationship to the normal 
operation of the program or activity or 
to the achievement of a statutory 
objective. 

§ 8a.6 Burden of proof. 

The burden of proving that an age 
distinction or other action falls within 
the exceptions outlined in § 8a.5 is on 
the recipient of Federal financial 
assistance. 

Subpart C—Responsibilities of DOC 
Recipients 

§ 8a. 7 General responsibilities. 

Each DOC recipient has primary 
responsibility to insure that its programs 
and activities are in compliance with the 
Act, the government-wide regulations 
and these regulations. Each DOC 
recipient will provide an assurance that 
the program for which it is receiving 
Federal financial assistance will be 
conducted in compliance with all 
requirements of the Act and these and 
other DOC regulations. A recipient also 
has responsibility to maintain records, 
provide information, and to afford to 
DOC reasonable access to its records 
and facilities to the extent necessary to 
determine whether it is in compliance 
with the Act and these regulations. 

§ 8a.8 Notice to subrecipients. 

Where a recipient passes on Federal 
financial assistance from DOC to 
subrecipients, the recipient shall provide 
the subrecipients written notice of their 
obligations under these regulations. 


§ 8a.9 Information requirements. 

Each recipient shall make available 
upon request to DOC information and 
access as is necessary to determine 
whether the recipient is complying with 
the Act and these regulations. 

Subpart D—Investigation, Conciliation, 
and Enforcement Procedures 

§ 8a. 10 Compliance reviews. 

(a) DOC may conduct compliance 
reviews and pre-award reviews of 
recipients or use other similar 
procedures that will permit it to 
investigate and correct violations. DOC 
may conduct these reviews even in the 
absence of a complaint against a 
recipient. The review may be as 
comprehensive as necessary to 
determine whether a violation of these 
regulations has occurred. 

(b) If a compliance review or pre¬ 
award review indicates a violation of 
the Act or these regulations, DOC will 
attempt to achieve voluntary 
compliance with the Act. If voluntary 
compliance cannot be achieved, DOC 
will arrange for enforcement as 
described in § 8a.l5. 

§8a.11 Complaints. 

(a) Any person, individually or as a 
member of a class or on behalf of others, 
may file a compliant with DOC, alleging 
discrimination prohibited by the Act or 
these regulations based on an action 
occurring on or after July 1,1979, the 
effective date of the Act’s general 
implementirfg regulations. A 
complainant shall file a complaint 
within 180 days from the date the 
complainant first had knowledge of the 
alleged act of discrimination. However, 
for good cause shown, DOC may extend 
this time limit. 

(b) DOC will attempt to facilitate the 
filing of complaints wherever possible, 
including taking the following measures: 

(1) Publishing guidelines which will 
explain in detail the complaint process 
including the appropriate officials with 
whom complaints may be filed; 

(2) Accepting as a sufficient 
complaint, any written statement which 
identifies the parties involved and the 
date the complainant first had 
knowledge of the alleged violation, 
describes generally the action or 
practice complained of, and is signed by 
the complainant; 

(3) Freely permitting a complainant to 
add information to the complaint to 
meet the requirements of a sufficient 
complaint; 

(4) Widely disseminating information 
regarding the obligations of recipients 
under the Act and these regulations; 


(5) Notifying the complainant and the 
recipient of their rights and obligations 
under the complaint procedure, 
including the right to have a 
representative at all stages of the 
complaint procedure; 

(6} Notifying the complainant and the 
recipient (or their representatives) of 
their right to contact DOC for 
information and assistance regarding 
the complaint resolution process. 

(c) DOC will return to the complainant 
any complaint outside the jurisdiction of 
these regulations, and will state the 
reason(s) why it is outside the 
jurisdiction of these regulations. 

§ 8a.12 Mediation. 

(a) Referral of complainants for 
mediation: DOC will refer to the Federal 
Mediation and Conciliation Service all 
complaints that: 

(1) Fall within the jurisdiction of the 
Act and these regulations; and 

(2) Contain all information necessary 
for further processing. 

(b) Both the complainant and the 
recipient shall participate in the 
mediation process to the extent 
necessary to reach an agreement or 
make an informal judgment that an 
agreement is not possible. There must 
be at least one meeting with the 
mediator before DOC will accept a 
judgment that an agreement is not 
possible. However, the recipient and the 
complainant need not meet with the 
mediator at the same time. 

(c) If the complainant and the 
recipient reach an agreement, the 
mediator shall prepare a written 
statement of the agreement and have the 
complainant and recipient sign it The 
mediator shall send a copy of the 
agreement to DOC. DOC will take no 
further action on the complaint unless 
the complainant or the recipient fails to 
comply with the agreement. 

(d) The mediator is required to protect 
the confidentiality of all information 
obtained in the course of the mediation 
process. No mediator shall testify in any 
adjudicative proceeding, produce any 
document, or otherwise disclose any 
information obtained in the course of 
the mediation process without prior 
approval of the head of the FMCS. 

(e) DOC will use the mediation 
process for a maximum of 80 days after 
receiving a complaint. Mediation ends if: 

(1) 60 days elapse from the time DOC 
receives the complaint; and 

(2) Prior to the end of that 60 day 
period, an agreement is reached; or 

(3) Prior to the end of that 60 day 
period, the mediator determines that an 
agreement cannot be reached. 

(f) The mediator shall return 
unresolved complaints to DOC. 
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§ 8a.13 Investigation. 

(a) Informal investigation: 

(1) DOC will investigate complaints 
that are unresolved after mediation or 
are reopened becaue of a violation of a 
mediation agreement. 

(2) As part of the initial investigation, 
DOC will use informal fact finding 
methods, including joint or separate 
discussions with the complainant and 
recipient to establish the facts, and, if 
possible, settle the complaint on terms 
that are mutually agreeable to the 
parties. DOC may seek the assistance of 
any involved State program agency. 

(3) DOC will put any agreement in 
writing and have it signed by the parties 
and an authorized official at DOC. 

(4) The settlement shall not affect the 
operation of any other enforcement 
effort of DOC. including compliance 
reviews and investigation of other 
complaints which may involve the 
recipient. 

(5) The settlement is not a finding of 
discrimination against a recipient. 

(b) Formal investigation: If DOC 
cannot resolve the complaint through 
informal investigation, it will begin to 
develop formal findings through further 
investigation of the complaint. If the 
investigation indicates a violation of 
these regulations, DOC will attempt to 
obtain voluntary compliance. If DOC 
cannot obtain voluntary compliance, it 
will begin enforcement as described in 
§ 8a.15. 

§ 8a. 14 Prohibition against intimidation or 
retaliation. 

A recipient may not engage in acts of 
intimidation or retaliation against any 
person who: 

(a) Attempts to assert a right 
prptected by the Act or these 
regulations; or 

(b) cooperates in any mediation, 
investigation, hearing, or other part of 
DOC’s investigation, conciliation, and 
enforcement process. 

§ 8a. 15 Compliance procedure. 

(a) DOC may enforce the Act and 
these regulations through: 

(1) Termination of a recipient’s 
Federal financial assistance from DOC 
under the program or activity involved 
where the recipient has violated the Act 
or these regulations. The determination 
of the recipient’a violation may be made 
only after a recipient has had an 
opportunity for a hearing on the record 
before an administrative law judge. 
Therefore, cases which are settled in 
mediation, or prior to a hearing, will not 
involve termination of a recipients’s 
Federal financial assistance from DOC. 

(2) Any other means authorized by 
law including but not limited to: 


(i) Referral to the Department of 
Justice for proceedings to enforce any 
rights of the United States or obligations 
of the recipient created by these 
regulations. 

(ii) Use of any requirement of or 
referral to any Federal, State, or local 
government agency that will have the 
effect of correcting a violation of the Act 
or these regulations. 

(b) DOC will limit any termination 
under this section to the particular 
recipient and particular program or 
activity DOC finds in violation of these 
regulations. DOC will not base any part 
of a termination on a finding with 
respect to any program or activity of the 
recipient which does not receive Federal 
financial assistance from DOC. 

(c) DOC will take no action under 
paragraph (a) of this section until: 

(1) The head of the unit providing 
Federal financial assistance has advised 
the recipient of its failure to comply with 
the Act and these regulations and has 
determined that voluntary compliance 
cannot be obtained. 

(2) Thirty days have elapsed after the 
Secretary has sent a written report of 
the circumstances and grounds of the 
action to the committees of the Congress 
having legislative jurisdiction over the 
Federal program or activity involved. 
The Secretary will file a report 
whenever any action is taken under 
paragraph (a). 

(d) DOC also may defer granting new 
Federal financial assistance from DOC 
to a recipient when a hearing under 
section 8a.l6 is initiated. 

(1) New Federal financial assistance 
from DOC includes all assistance for 
which DOC requires an application or 
approval, including renewal or 
continuation of existing activities, or 
authorization of new activities, during 
the deferral period. New Federal 
financial assistance from DOC does not 
include increases in funding as a result 
of changed computation of formula 
awards or assistance approved prior to 
the beginning of a hearing under § 8a.l6. 

(2) DOC will not begin a deferral until 
the recipient has received a notice of an 
opportunity for a hearing under § 8a.l6. 
DOC will not continue a deferral for 
more than 60 days unless a hearing has 
begun within that time or the time for 
beginning the hearing has been 
extended by mutual consent of the 
recipent and the head of the entity 
providing Federal financial assistance. 
DOC will not continue a deferral for 
more than 30 days after the close of the 
hearing, unless the hearing results in a 
finding against the recipient. 


§ 8a. 16 Hearings, decisions, post¬ 
termination proceedings. 

Some of the procedural provisions 
applicable to Title VI of the Civil Rights 
Act of 1964 apply to DOC enforcement 
of these regulations. They are in 15 CFR 
Part 8, §§8.12 and 8.13. 

§ 8a. 17 Remedial action by recipients. 

(a) Where DOC finds a recipient has 
discriminated on the basis of age, the 
recipient shall take any remedial action 
that DOC may require to overcome the 
effects of the discrimination. If another 
recipient exercises control over the 
recipient that has discriminated, DOC 
may require both recipients to take 
remedial action. 

(b) Even in the absence of a finding of 
discrimination, a recipient may take 
affirmative action to overcome the 
effects of conditions that resulted in 
limited participation in the recipients’s 
program or activity on the basis of age. 

§ 8a.18 Alternative funds disbursal 
procedure. 

(a) When DOC withhqlds funds from 
a recipient under these regulations, the 
Secretary may disburse the withheld 
funds directly to an alternate recipient, 
i.e. any public or non-profit private 
organization or agency, or State or 
political subdivision of the State. 

(b) The Secretary will require any 
alternate recipient to demonstrate: 

(1) The ability to comply with these 
regulations; and 

(2) The ability to achieve the goals of 
the Federal statute authorizing the 
program or activity. 

§ 8a. 19 Private lawsuits after exhaustion 
of administrative remedies. 

(a) A complainant may file a civil 
action following the exhaustion of 
administrative remedies under the Act. 
Administrative remedies are exhausted 
if: 

(1) 180 days have elapsed since the 
complainant filed the complaint and 
DOC has made no finding with regard to 
the complaint; or 

(2) DOC issues any finding in favor of 
the recipient. 

(b) If DOC fails to make a finding 
within 180 days or issues a finding in 
favor of the recipient, DOC will: 

(1) Promptly advise the complainant 
of this fact; and 

(2) Advise the complainant of his or 
her right to bring a civil action for 
injunctive relief; an 

(3) Inform the complainant: 

(1) That the complainant may bring a 
civil action only in a United States 
district court for the district in which the 
recipient is located or transacts 
business: 
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(ii) That a complainant prevailing in a 
civil action has the right to be awarded 
the costs of the action, including 
reasonable attorney's fees, but that the 
complainant must demand these costs in 
the complaint: 

(iii) That before commencing the 
action the complainant shall give 30 
days notice by registered mail to the 
Secretary, the Attorney General of the 
United States, and the recipient: 

(iv) That the notice shall state: the 
alleged violation of the Act; the relief 
requested; the court in which the 
complainant is bringing the action; and. 
whether or not attorney's fees are 
demanded in the event the complainant 
prevails: and 

(v) That the complainant may not 
bring an action if the same alleged 
violation of the Act by the same 
recipient is the subject of a pending 
action in any court of the United States. 

Appendix A—Programs Covered by These 
Regulations 

The following is a list of programs of 
Federal financial assistance covered by these 
regulations. 

Economic Development Administration 

1. Loans, grants, technical and other 
assistance for public works and development 
facilities, for supplementing Federal grants- 
in-aid. for private businesses, and for other 
purposes, including assistance in connection 
with designated economic development 
districts and regions (Public Works and 
Economic Development Act of 1965, as 
amended 42 U.S.C. 3121 et seg.J. 

2. Financial and technical assistance to 
firms to aid economic adjustment to the 
effects of increased imports in direct 
competition with firm products (Trade Act of 
1974,19 U.S.C. 2341-2354). 

3. Assistance to communities adversely 
affected by increased imports in direct 
competition with products manufactured in 
the community area (Trade Act of 1974,19 
U.S.C. 2371-2374). 

Maritime Administration 

1. Operating differential subsidy assistance 
to operators of U.S. flag vessels engaged in 
U.S. foreign commerce (46 U.S.C. 1171 et 
seq.). 

2. Assistance to operate State maritime 
academies and colleges to train merchant 
marine officers (46 U.S.C. 1381-1388). 

3. Ship construction differential subsidies, 
direct payments (Merchant Marine Act of 
193a as amended. 46 U.S.C. 1151-1161). 

Minority Business Development Agency 

1. Assistance to minority business 
enterprises. Grants, contracts, (other than 
procurement contracts) cooperative 
agreements, advisory service technical 
information (15 U.S.C. 1512. Executive Order 
11625. October 13.1971). 

National Oceanic and Atmospheric 
Administration 

1. Assistance to States, educational 
institutions, and the commercial fishing 


industry for the development of tuna and 
other latent fisheries (16 U.S.C. 758e) 

2. Assistance to States for the development 
and implementation of programs to protect 
and study certain species of marine mammals 
(16 U.S.C. 1379b). 

3. Financial assistance to States with 
agencies which have entered into a 
cooperative agreement to assist in the 
preservation of threatened and endangered 
species (16 U.S.C. 1535). 

4. Assistance to coastal States for the 
development of estuarine sanctuaries to 
serve as field laboratories and for acquiring 
access to public beaches (16 U.S.C. 1461). 

5. Assistance to coastal States for the 
development, implementation, and 
administration of coastal zone management 
programs (16 U.S.C. 1454-1455). 

6. Assistance to coastal States to help 
communities in dealing with the economic, 
social, and environmental consequencies 
resulting from expanded coastal energy 
activity (16 U.S.G 1456). 

7. Assistance to public authorities, 
agencies, institutions, and individuals to 
determine means of minimizing or ending all 
dumping of materials into ocean or coastal 
waters. (33 U.S.C. 1443). 

8. Grants to conduct research and 
development, or other activities which relate 
to ocean pollution. (33 U.S.C 1705). 

9. Authority to enter into cooperative 
agreements with "colleges and universities, 
with game and fish departments of the 
several States, and with nonprofit 
organizations relating to cooperative research 
units.** Assistance limited to assignment of 
personnel supplies, and incidental expenses 
(16 U.S.C. 753 a and b). 

10. Grants for education and training of 
personnel in the field of commercial fishing 
"to public and nonprofit private universities 
and colleges" ... (16 U.S.C. 760d). 

11. Grants for "office and any other 
necessary space" for the Northern Pacific 
Halibut Commission (16 U.S.C. 772). 

12. The "Dingell-Johnson Act". 
Apportionment of dollars to States for 
restoration and management of sport or 
recreational species (18 U.S.C. 777-777i, 

777k). 

13. Authority to cooperate with and 
provide assistance to States in controlling 
jelly-fish, etc. (16 U.S.C. 1201,1202). 

14. Authority to cooperate with apd 
provide assistance to certain States and 
territories in the study and control of "Crown 
of Thoms" starfish (16 U.S.C. 1211-1213). 

15. Technical assistance to fishing 
cooperatives regarding catching and 
marketing aquatic products (15 U.S.C. 521- 
522). 

16. Fish research and experimentation 
program cooperation with other agencies in 
acquisition of lands, construction of 
buildings, employment of personnel in 
establishing and maintaining research 
stations (16 U.S.C. 778a). 

17. Assistance to upgrade commercial 
fishing vessels and gear (16 U.S.C. 742c). 

18. Assistance to State projects designed 
for the research and development of 
commercial fisheries resources of the nation 
(16 U.S.C. 779a-779f). 

19. Assistance to State and other non- 
Federal interests under cooperative 


agreements to conserve, develop, and 
enhance anadromous and Great Lakes 
Fisheries (17 U.S.C 757a et seq.). 

20. Grants and other assistance under the 
Nationat Sea Grant College and Program Act 
of 1966: To support establishment of major 
university centers for marine research, 
education, training and advisory services (33 
U.S.C. 1121-1124). 

21. Geodetic surveys and services: advisory 
services; dissemination of technical 
information (33 U.S.C. 883a). 

22. Nautical charts assistance; advisory 
services; dissemination of technical 
information (33 U.S.C. 883a). 

23. River and flood forecast and warning 
services; advisory services (15 U.S.C. 313). 

24. Weather forecast and warning services 
(15 U.S.C. 311 and 313, 49 U.S.C. 1351 and 
1463). 

25. Commercial fisheries disaster 
assistance (16 U.S.C. 779b). 

26. Provision for the Weather Service to 
assist in joint projects "of mutual interest" 

(15 U.S.C. 1525). 

National Bureau of Standards 

1. Grants to universities and other research 
organizations for fire research and safety 
programs (15 U.S.C. 278f). 

National Telecommunications and 
Information Administration 

1. Grants for the planning and construction 
of public telecommunications facilities for the 
production and distribution of non¬ 
commercial educational and cultural radio 
and television programming and related 
instructional and informational materials. 
(Public Telecommunications Financing Act of 
197a 47 U.S.C. Sections 390-394). 

2. Four year grant program to provide 
subsidies to wholesalers able to procure 
commercial satellite services at affordable 
costs to dispersed Federal and non-Federal 
public service users (Presidential Directive 
42. published in brochure "Dispersed Users 
Satellite Program", available from OTA. 
NTIA, 1325 G Street. NW„ Washington. D.C. 
20005). 

Regional Commissions 

1. Supplemental grants to Federal grant-in- 
aid programs and technical assistance funds 
for planning, investigations, studies, training 
programs, and demonstration projects, 
including demonstrations in energy, 
transportation, health and nutrition, 
education and indigenous arts and crafts 
(title V of the Public Works and Economic 
Development Act of 1965, as amended. 42 
U.S.C. 3181-3196). 

2. Grants, contracts (other than 
procurement contracts), and cooperative 
agreements for Technical and planning 
assistance by the Secretary of Commerce to 
aid the regional commissions to carry out 
their functions under PWEDA and to develop 
recommendations and programs. (Section 
505(a)(1) of PWEDA. 42 U.S.C. 3185(a)(1)). 

Departmentwide 

1. Authority under the Federal Grant and 
Cooperative Agreement Act of 1977 to use 
grants to accomplish a public purpose of 
support or stimulation authorized by Federal 
statute and where no substantial involvement 
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of the agency is anticipated, or cooperative 
agreements to accomplish a public purpose of 
support or stimulation authorized by Federal 
statute and substantial involvement of the 
agency is anticipated (41 U.S.C. 505 et seqs.). 

Appendix B—Age Distinctions Which Appear 
In the Federal Statutes and Regulations 
Affecting DOCs Programs of Federal 
Financial Assistance 

None. 
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DEPARTMENT OF THE TREASURY 

Customs Service 

19 CFR Parts 19, 24 

Customs Warehouses and Container 
Stations; Proposed Amendments to 
the Customs Regulations Pertaining to 
Fees for Processing Applications for 
Bonded Warehouses and Container 
Stations 

agency: U.S. Customs Service. 

Department of the Treasury. 

action: Proposed rule. _ 

summary: This document proposes to 
amend the Customs Regulations (1) to 
increase the fee that must accompany 
an application to establish a bonded 
warehouse, and (2) to require a fee to 
accompany an application to alter an 
existing bonded warehouse or to 
establish a container station. These 
changes are proposed by virtue of the 
requirement that Federal agencies 
charge appropriate fees for providing 
special benefits to identifiable recipients 
above and beyond those which accrue 
to the general public. The proposed 
amendments are not considered to be 
significant. 

DATES: Comments must be received on 
or before September 8,1980. 

ADDRESS: Comments (preferably in 
triplicate) may be addressed to the 
Commissioner of Customs. Attention: 
Regulations and Research Division, U.S. 
Customs Service, 1301 Constitution 
Avenue, N.W.. Room 2335, Washington, 
D.C. 20220. 

FOR FURTHER INFORMATION CONTACT: 

John Holl, Office of Inspection, U.S. 
Customs Service. 1301 Constitution 
Avenue, N.W., Washington, D.C. 20229 
(202-566-5354). 

SUPPLEMENTARY INFORMATION: 
Background 

The Independent Offices 
Appropriation Act. 1952 (31 U.S.C. 483a), 
the so-called "User Charges Statute", 
requires Federal agencies to be as self- 
sustaining as possible. This statute 


authorizes the head of each Federal 
agency to establish fees for services 
provided to identifiable members of the 
public. The fees must be fair and 
equitable, taking into consideration the 
direct and indirect costs to the 
Government, the value to the recipient, 
the public policy or interest served, and 
other pertinent facts. 

Office of Management and Budget 
(formerly Bureau of the Budget) Circular 
No. A-25, September 23,1959, contains 
policy guidelines implementing 31 U.S.C. 
483a. The Circular states that if a service 
(or privilege) provides special benefits 
to an identifiable recipient above and 
beyond those which accrue to the public 
at large, a charge should be imposed to 
recover the full cost to the Government 
of furnishing that service. The Circular 
also requires that the charges shall be 
determined or estimated from the best 
available agency records, and that the 
cost computation shall cover the direct 
and indirect costs to the Government of 
carrying out the activity, including, 
among other things, a proportional share 
of the agency’s management and 
supervisory costs. 

Although imported merchandise 
ordinarily is subject to entry and the 
payment of duty at the time and place 
the merchandise arrives in the United 
States, entry and payment of duty may 
be postponed in certain circumstances. 
For example, merchandise may be 
removed from the place of arrival to a 
Customs bonded warehouse or to a 
container station before entry and the 
payment of duty. 

Bonded warehouses are secured areas 
within the United States in which 
imported merchandise may be placed 
for up to five years from the date of 
importation without payment of duty. 
Merchandise in a bonded warehouse 
may be stored, or manipulated, or may 
undergo manufacturing operations. The 
merchandise then may be exported, 
withdrawn for use as supplies on a 
vessel or aircraft in international traffic, 
destroyed under Customs supervision, 
or withdrawn from warehouse for 
consumption. No duty is collected unless 
and until the merchandise is withdrawn 
from the warehouse for consumption. 

Container stations are secured areas 
within the United States into which 
containers of merchandise may be 
moved for the purpose of opening the 
container and delivering the contents 
before any entry is filed or duty is paid. 

The procedure relating to Customs 
warehouses, container stations, and the 
control of merchandise in these areas is 
found in Part 19, Customs Regulations 
(19 CFR Part 19). 


Bonded Warehouses 

Section 19.2, Customs Regulations (19 
CFR 19.2), provides, in part, that an 
owner or lessee desiring to establish a 
bonded warehouse shaU file a written 
application with the district director of 
Customs which, among other things, 
describes the premises, gives the 
location, and states the class of 
warehouse. As prescribed in that 
section and § 24.12. Customs 
Regulations (19 CFR 24.12), a fee of $80 
must accompany the application. 

Before an application may be 
approved. Customs must— 

(1) Determine that the application is in 
proper form; 

(2) Survey the premises to determine 
that all physical requirements are met; 

(3) Perform a background 
investigation of the applicant and the 
applicant’s officers and employees; 

(4) Prepare a report of that 
investigation; and 

(5) Review the application, survey, 
and background investigation report and 
prepare a response to the applicant. 

Section 19.3, Customs Regulations (19 
CFR 19.3), relates to alterations to 
existing bonded warehouses. Before an 
application to alter an existing bonded 
warehouse is approved, Customs must 
perform the same functions as are 
required in connection with an 
application to establish a bonded 
warehouse, except that a background 
investigation of the applicant and the 
applicant’s officers and employees is not 
required. However, no fee presently is 
required to accompany an application to 
alter an existing bonded warehouse. 

A review of the costs involved in 
performing these functions reveals that 
the $80 fee presently required with an 
application to establish a bonded 
warehouse in inadequate. As recently as 
November 1977, processing costs to 
Customs for initial applications were 
approximately $425, and the cost to 
Customs of processing an application to 
alter an existing bonded warehouse was 
approximately $195. 

Container Stations 

Section 19.40, Customs Regulations (19 
CFR 19.40), provides that a container 
station, independent of the importing 
carrier, may be established at any port 
or other area under the jurisdiction of a 
district director of Customs. To establish 
a container station, an application must 
be filed with, and approved by, the 
district director. However, even though 
the administrative costs to Customs to 
process the application are the same as 
for an application to establish a bonded 
warehouse, no fee now is required to 
accompany the application. 
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Proposed Action 

It is proposed to amend §§ 19.2.19.3, 
19.40, and 24.12, Customs Regulations 
(19 CFR 19.2,19.3,19.40, 24.12)— 

(1) To delete the reference in § 19.2(a) 
to the $80 fee required to accompany an 
application to establish a Customs 
bonded warehouse; 

(2) To provide in § 19.3(a) for a fee to 
accompany an application to alter a 
Customs bonded warehouse; 

(3) To provide in § 19.40 for a fee to 
accompany an application to establish a 
container station; and 

(4) To provide in § 24.12(a) for 
publication of a general notice in the 
Federal Register and the Customs 
Bulletin on or about August 31 of each 
year which will establish the fees for the 
next fiscal year. 

Although not specifically provided for 
in the proposed amendment to § 24.12, if 
the proposal is adopted before August 
31.1980, a general notice will be 
published to establish a fee schedule for 
the remainder of the 1980 fiscal year. 

In accordance with 31 U.S.C. 483a, the 
fee schedule will be based on the actual 
current costs to Customs of processing 
an application to establish or to alter a 
Customs bonded warehouse, or to 
establish a container station. These 
costs are related closely to Customs 
employees’ salaries and, therefore, are 
subject to change annually. 

Authority 

The authority for the proposed 
amendments is R.S. 251, as amended, 
section 624, 46 Stat. 759 (19 U.S.C. 66. 
1624); section 501, 65 Stat. 290 (31 U.S.C. 
483a). 

Inapplicability of E.0.12044 

This document is not subject to the 
Treasury Department directive of 
November 8.1978 (43 FR 52120) 
implementing E.0.12044, “Improving 
Government Regulations”, because it 
was in process before May 22,1978, the 
effective date of the directive. 

Comments 

Before adopting this proposal, 
consideration will be given to any 
written comments, preferably in 
triplicate, that are submitted timely to 
the Commissioner of Customs. 

Comments submitted will be available 
for public inspection in accordance with 
§ 103.8(b), Customs Regulations (19 CFR 
103.8(b)}, during regular business hours 
at the Regulations and Research 
Division. Headquarters. U.S. Customs 
Service, 1301 Constitution Avenue, 

N.W.. Room 2335, Washington. D.C. 
20229. 


Drafting Information 

The principal authors of this 
document were Shannon McCarthy and 
John Elkins, Regulations and Research 
Division. Office of Regulations and 
Rulings. U.S. Customs Service. However, 
personnel from other Customs offices 
participated in its development. 

Proposed Amendments 

It is proposed to amend Parts 19 and 
24. Customs Regulations, (19 CFR Parts 
19. 24). in the following manner; 

PART 19—CUSTOMS WAREHOUSES, 
CONTAINER STATIONS AND 
CONTROL OF MERCHANDISE 
THEREIN 

§ 19.2 lAmended! 

1. It is proposed to amend the first 
sentence of § 19.2(a) by deleting “of 
$80”. 

§19.3 (Amended) 

2. It is proposed to amend § 19.3(a) by 
adding a new last sentence to read as 
follows: 

* * * An application to alter a 
bonded warehouse shall be 
accompanied by the fee required by 
§ 24.12(a)(1) of this chapter. 

3. It is proposed to amend the 
paragraph before the bond in § 19.40 to 
read as follows: 

§ 19.40 Establishment of container 
stations. 

A container station, independent of 
the importing carrier, may be 
established at any port or portion of a 
port, or any area under the jurisdiction 
of a district director, upon the filing of 
an application, accompained by the fee 
required by 5 24.12(a)(1) of this chapter, 
and its approval by the district director. 
The applicant also must post a bond in 
the following format in the sum of 
$25,000 of such larger amount as the 
district director shall determine: 

PART 24—CUSTOMS FINANCIAL AND 
ACCOUNTING PROCEDURE 

It is proposed to amend § 24.12(a)(1), 
to read as follows: 

§ 24.12 Customs fees; charges for 
storage. 

(a) * * * 

(1) A Custoips fee shall accompany an 
application to establish or to alter a 
Customs bonded warehouse filed under 
the provisions of § 19.2 or § 19.3 of this 
chapter, or an application to establish a 
container station filed under the 
provisions of § 19.40 of this chapter. A 
general notice shall be published 
annually in the Federal Register and the 
Customs Bulletin on or about August 31 


to establish the fees to be effective 
during the next fiscal year. 

In accordance with 31 U.S.C. 483a, the 
fee shall be sufficient to cover the cost 
to Customs of processing the 
application. 

No fee shall be collected in 
connection with any application to 
discontinue a Customs bonded 
warehouse, or to reactivate a Customs 
bonded warehouse after its temporary 
suspension unless an alteration has 
taken place during the period of 
suspension, or for a cargo security 
survey of a container station. 

* « * * • 

William T. Archey, 

Acting Commissioner of Customs. 

Approved: June 19,1980. 

Richard J. Davis. 

Assistant Secretary of the Treasury. 

(FR Doc. 00-20610 Filed 7-0-60: 6 45 amj 

BILLING CODE 4610-22-M 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of the Secretary 

24 CFR Part 570 

(Docket No. R-80-832J 

Grant Administration Requirement for 
Use of Escrow Accounts for Property 
Rehabilitation Loans and Grants in 
CDBG Program; Transmittal to 
Congress 

agency: Department of Housing and 
Urban Development. 
action: Notice of transmittal of 
proposed rule to Congress under Section 
7(o) of the Department of HUD Act. 

SUMMARYTRecently enacted legislation 
authorizes Congress to review certain 
HUD rules for fifteen (15) calendar days 
of continuous session of Congress prior 
to each such rule’s publication in the 
Federal Register. This Notice lists and 
summarizes for public information a 
proposed rule which the Secretary is 
submitting to Congress for such review. 
The rule would amend 24 CFR Section 
570.503 by permitting a block grant 
recipient to establish an escrow account 
with a private lending institution to be 
used to pay a rehabilitation contractor 
for completed work. 

FOR FURTHER INFORMATION CONTACT: 
Burton Bloomberg, Director, Office of 
Regulations, Office of General Counsel, 
451 7th Street, S.W., Washington, D.C. 
20410 (202) 755-6207. 

SUPPLEMENTARY INFORMATION: 
Concurrently with issuance of this 
Notice, the Secretary is forwarding to 
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the Chairmen and Ranking Minority 
Members of both the Senate Banking, 
Housing and Urban Affairs Committee 
and the House Banking. Finance and 
Urban Affairs Committee the following 
rulemaking document: 

24 CFR Part 570—Grant Administration 
Requirement for Use of Escrow 
Accounts for Property Rehabilitation 
Loans and Grants in Community 
Development Block Grant Program 
(Section 7(o) of the Department of HUD 
Act, 42 U.S.C. 3535(o), Section 324 of the 
Housing and Community Development 
Amendments of 1978). 

Issued at Washington. D.C.. July 3.1980. 
Moon Landrieu, 

Secretary, Deportment of Housing and Urban 
Development 

jFR Doc 80-20036 Filed 7-9-40. 6 45 am] 

BILLING COOE 4210-01-M 


DEPARTMENT OF THE TREASURY 
Internal Revenue Service 

26 CFR Part 1 
[LR-139-76] 

FIFO and Other Ordering Rules for 
Investment Credit 

AGENCY: Internal Revenue Service, 
Treasury. 

action: Notice of proposed rulemaking. 

summary: This document contains 
proposed regulations relating to the first- 
in-first-out rule (FIFO) and other 
ordering rules for the investment credit. 
The proposed regulations also contain 
special rules for determining the amount 
of the energy credit. Changes in the 
applicable tax law were made by the 
Tax Reduction Act of 1975, the Tax 
Reform Act of 1976, the Revenue Act of 
1978. and the Energy Tax Act of 1978. 
DATES: Written comments and requests 
for a public hearing must be delivered or 
mailed by September 8,1980. 

In general, the amendments are 
proposed to be effective for taxable 
years beginning after December 31,1975. 
However, amendments under some of 
the Acts have later effective dates. For 
example, the amendments under the 
Energy Tax Act of 1978 are proposed to 
be effective for the period beginning on 
October 1,1978, and ending on 
December 31,1982. 

ADDRESS: Send comments and requests 
for a public hearing to: Commissioner of 
Internal Revenue, Attention: CC:LR:T 
(139-76), Washington, D.C. 20224. 

FOR FURTHER INFORMATION CONTACT: 

Richard L. Mull of the Legislation and 
Regulations Division, Office of the Chief 


Counsel, Internal Revenue Service, 1111 
Constitution Avenue. N.W., Washington, 
D.C. 20224, Attention: CC:LR:T (202-566- 
3458, not a toll free number). 

SUPPLEMENTARY INFORMATION: 

Background 

This document contains proposed 
amendments to the income tax 
regulations (26 CFR Part 1) under section 
46 (a) and (b) of the Internal Revenue 
Code of 1954. These proposed 
amendments revise sections 1.46-1 and 
1.46-2 to reflect certain changes made 
by the Tax Reduction Act of 1975 (89 
Stat. 36), the Tax Reform Act of 1976 (90 
Stat. 1580 and 1759) (1976 Act), the 
Revenue Act of 1978 (92 Stat. 2824) (1978 
Act), and the Energy Tax Act of 1978 (92 
Stat. 3194) (Energy Tax Act). This 
document does not reflect any 
amendments made by the Crude Oil 
Windfall Profit Tax Act of 1980 (Pub. L. 
96-223). Those changes will be reflected 
in a supplemental notice of proposed 
rulemaking. 

Significant Statutory Changes 

Section 802(a) of the 1976 Act contains 
a first-in-first-out rule (FIFO) for taxable 
years beginning after December 31,1975. 
Under this rule, investment credit 
earned First is used First. Under prior 
law, the credit earned for the taxable 
year was used before unused credit 
carried over from prior taxable years. 

Section 802(b) of the 1976 Act includes 
a special rule for certain carryovers of 
unused regular credit from taxable years 
ending before January 1,1971. These 
carryovers have a 10-yqar, rather than a 
7-year, carryover period. However, 
contrary to the normal rule, in certain 
circumstances use of a 10-year 
carryover may be postponed so that a 
later-earned 7-year carryover will not 
expire. 

Sections 1701 and 1703 of the 1976 Act 
contain alternative tax liability 
limitations for airline and railroad 
property for certain taxable years 
ending after 1976. 

Section 311 of the 1978 Act sets the 
regular investment credit rate 
permanently at 10 percent. Under prior 
law and section 301 of the Energy Tax 
Act, the 10 percent rate was only 
temporary. For taxable years ending 
after December 31,1978, section 312 
increases the tax liability limitation 
from 50 percent of the tax liability 
exceeding $25,000. The increase is 
phased in at an additional 10 percentage 
points per year beginning with taxable 
years ending in 1979 until it reaches 90 
percent for taxable years ending in 1982 
or later. Section 312 also contains 
special rules for railroads, airlines, and 
certain utilities to ensure that the phase 


in of this increase does not reduce the 
amount of the investment credit these 
taxpayers may be allowed under 
alternative limitations. 

Section 301 of the Energy Tax Act 
contains an additional 10 percent 
investment credit for energy property for 
the period beginning on October 1.1978, 
and ending on December 31,1982. The 
energy credit for solar or wind energy is 
. refundable. The energy credit for other 
types of energy property is not 
refundable, although the credit may be 
used against 100 percent of tax liability. 
That section of the Energy Tax Act also 
contains rules for determining the order 
of application of the regular, ESOP, and 
energy credits. The FIFO rule applies 
separately to the regular, ESOP, and 
energy credits. (“ESOP** is the term for 
Employee Stock Ownership Plan.) 

Implementation of Statutory Changes 

Under section 46(a)(10), as added by 
section 301 of the Energy Tax Act, 
section 46 (a) and (b) applies separately 
to the regular. ESOP, and energy credits. 
Three methods were considered for 
determining the order of application of 
those credits. Since the refundable 
energy credit is treated as an 
overpayment of tax and is not 
applicable against the tax liability 
limitations, treatment of that credit is 
not dependent on the method adopted. 

Under the first method, carryovers of 
regular, ESOP, and nonrefundable 
energy credit are applied first. All credit 
earned for the taxable year is applied 
next. Carrybacks are applied last. 

Under method two, regular and ESOP 
carryovers and credit earned are 
applied before nonrefundable energy 
carryovers and credit earned. 
Carrybacks are again applied last. 

Under method three, which this 
document proposes to adopt, all regular 
credit is applied first, all ESOP credit is 
applied second, and ail nonrefundable 
credit is applied last. 

The principal difference between 
methods one and two is that, all other 
things being equal, under method one, 
application of energy carryovers before 
regular credit earned for the taxable 
years results in a larger unused regular 
credit. Since the regular and ESOP 
credits have lower tax liability 
limitations,there is a greater potential 
for loss of credit under method one. One 
aspect of method three differs from 
methods one and two. Since regular 
carrybacks are applied before any 
nonrefundable energy credit, a regular 
carryback reported on an amended 
return may “bump” a nonrefundable 
energy credit reported on the original 
return. Method three was adopted, 
though, because it follows most closely 
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the Conference Committee Report 
language. See, S. Rept. No. 95-1324, 95th 
Cong. 2d Sess. 64 (1978). In particular, 
method three adheres most closely to 
the requirement that the FIFO rule apply 
separately to the regular. ESOP, and 
energy credit. 

Comments and Requests for a Public 
Hearing 

Before adopting these proposed 
regulations, consideration will be given 
to any written comments submitted 
(preferably six copies) to the 
Commissioner of Internal Revenue. All 
comments will be available for public 
inspection and copying. A public 
hearing will be held upon written 
request to the Commissioner by any 
person who has submitted written 
comments. If a public hearing is held, 
notice of the time and place will be 
published in the Federal Register. 

Drafting Information 

The principal author of these 
proposed regulations is Richard L. Mull 
of the Legislation and Regulations 
Division of the Office of Chief Counsel, 
Internal Revenue Service. However, 
personnel from other offices of the 
internal Revenue Service and Treasury 
Department participated in developing 
the regulations, both on matters of 
substance and style. 

Proposed amendments to the 
regulations. The proposed amendments 
to 26 CFR Part 1 are as follows: 

Paragraph 1. Section 1.46-1 is 
amended as follows: 

1. Paragraphs (a), (b). (c). and (d) are 
revised. 

2. Paragraph (e) is redesignated as 
paragraph (o) and is changed by revising 
the first sentence. 

3. Paragraph (f) is redesignated as 
paragraph (p) and is changed as follows: 

a. Subparagraph (1) is changed by 
revising the first sentence. 

b. Subparagraph (2) is changed by 
deleting the 7th sentence in subdivision 

(i). and by deleting “section 46(a)(2)" in 
subdivision (iii) and inserting in lieu 
thereof “section 46(a)(3)". 

c. Subparagraph (4) is changed by 
revising the second sentence. 

d. Examples (1) and (2) of 
subparagraph (5) are revised by 
changing "1970" wherever it appears to 
"1976", by changing “1971" wherever it 
appears to “1977". by changing "liability 
for tax" wherever it appears to "tax 
liability", and by changing “limitation 
based on amount of tax" wherever it 
appears to “tax liability limitation". 

4. New paragraphs (e) through (n) are 
added. These new and revised 
provisions read as follows: 


§ 1.46-1 Determination of amount. 

(a) Effective dates —(1) In general. 

This section is effective for taxable 
years beginning after December 31,1975. 
However, transitional rules under 
paragraph (g) of this section are 
effective for certain earlier taxable 
years.- 

(2) Acts covered. This section reflects 
changes made by the following Acts of 
Congress: 

Act and Section 

Tax Reduction Act of 1975, section 301. 

Tax Reform Act of 1976, section 802,1701, 

1703. 

Revenue Act of 1978. section 311. 312. 

Energy Tax Act of 1978, section 301. 

(3) Prior regulations. For taxable 
years beginning before January 1,1976, 
see 26 CFR § 1.46-1 (Rev. as of April 1. 
1979). Those regulations do not reflect 
changes made by Pub. L. 89-384, Pub. L. 
89-389, and Pub. L. 91-172. 

(b) General rule. The amount of 
investment credit (credit) allowed by 
section 38 for the taxable yeqj is the 
portion of credit available under section 
46(a)(1) that does not exceed the 
limitation based on tax under section 
46(a)(3). 

(c) Credit available. The credit 
available for the taxable year is the sum 
of— 

(1) Unused credit carried over from 
prior taxable years under section 46(b) 

(carryovers), 

(2) Amount of credit determined under 
section 46(a)(2) for the taxable year 
(credit earned), and 

(3) Unused credit carried back from 
succeeding taxable years under section 
46(b) (carrybacks). 

(d) Credit earned. The credit earned 
for the taxable year is the sum of the 
following percentages of qualified 
investment (as determined under section 
46(c) and (d))— 

(1) The regular percentage (as 
determined under section 46 (a) (2) (B)), 

(2) For energy property, the energy 
percentage (as determined under section 
46 (a) (2) (C)). and 

(3) The ESOP percentage (as 
determined under section 40 (a) (2) (E)). 

(e) Designation of credits. The credit 
available for the taxable year is 
designated as follows: 

(1) The credit attributable to the 
regular percentage is the “regular 
credit". 

(2) The credit attributable to the ESOP 
percentage is the “ESOP credit". 

(3) The credit attributable to the 
energy percentage for energy property 
other than solar or wind is the 
“nonrefundable energy credit". 

(4) The credit attributable to the 
energy percentage for solar or wind 


energy property is the “refundable 
energy credit". 

(f) Special rules for certain energy 
property. Energy property is defined in 
section 48 (1). Under section 46 (a) (2) 

(D), energy property that is section 38 
property solely by reason of section 48 

(1) (1) qualifies only for the energy 
credit. Other energy property qualifies 
for both the regular credit (and, if 
applicable, the ESOP credit) and the 
energy credit. For limitation on the 
energy percentage for property financed 
by industrial development bonds, see 
section 48 (1) (11). 

(g) Transitional rule for regular and 
ESOP credit —(1) In general. Although 
section 46 (a) (2) was amended by 
section 301 (a) (1) of the Energy Tax Act 
of 1978 to eliminate the transitional rules 
under section 46 (a) (2) (D). those rules 
still apply in certain instances. Section 
46 (a) (2) (D) was added by section 301 
(a) of the Tax Reduction Act of 1975 and 
amended by section 802 (a) of the Tax 
Reform Act of 1976. 

(2) Regular credit. Under section 46 
(a) (2) (D), the regular credit is 10 
percent and applies for the following 
property: 

(i) Property to which section 46 (d) 
does not apply, the construction, 
reconstruction, or erection of which is 
completed by the taxpayer after January 
21,1975, but only to the extent of basis 
attributable to construction, 
reconstruction, or erection after that 
date; 

(ii) Property to which section 46 (d) 
does not apply, acquired by the 
taxpayer after January 21,1975. 

(iii) Qualified progress expenditures 
(as defined in section 46 (d)j made after 
January 21.1975. 

(3) ESOP credit. See section 48 (m) for 
transitional rules limiting the period for 
which the ESOP percentage under 
section 46 (a) (2) (E) applies. For prior 
statutes, see section 46 (a) (2) (B) and 
(D). as added by section 301 of the Tax 
Reduction Act of 1975 and amended by 
section 802 of the Tax Reform Act of 
1976. 

(4) Cross reference, (i) The principles 
of § 1.48-2 (b) and (c) apply in 
determining the portion of basis 
attributable to construction, 
reconstruction, or erection after January 
21,1975, and in determining the time 
when property is acquired. 

(ii) Section 311 of the Revenue Act of 
1978 made the 10 percent regular credit 
permanent. 

(5) Seven percent credit. To the extent 
that, under paragraph (g) (1) of this 
section, the 10 percent does not apply, 
the regular credit, in general, is 7 
percent. For a special limitation on 
qualified investment for public utility 







46446 


Federal Register / Vol. 45, No. 134 / Thursday, July 10, 1980 / Proposed Rules 


property (other than energy property), 
see section 46 (c) (3) (A). 

(h> Tax liability limitation—(\) In 
general Section 46 (a) [3) provides a tax 
liability limitation on the amount of 
credit allowed by section 38 (other than 
the refundable energy credit) for any 
taxable year. See section 46 (a) [10) (C) 

(i) . Tax liability is defined in paragraph 

(j) of this section. The excess of 
available credit over the applicable tax 
liability limitation for the year is an 
unused credit which may be carried 
forward or carried back under section 46 

(b). 

(2) Regular and ESOP tax liability 
limitation\ In general, the tax liability 
limitation for the regular and ESOP 
credits is the portion of tax liability that 
does not exceed $25,000 plus a 
percentage of the excess, as determined 
under section 46 (a) (3) (B). 

(3) Nonrefundable energy credit tax 
liability limitation, (i) For 
nonrefundable energy credit carrybacks 
to a taxable year ending before October 
1,1978, tax liability limitation is the 
portion of tax liability that does not 
exceed $25,000 plus a percentage of the 
excess, as determined under section 46 
(a) (3) (B). 

(ii) For a taxable year ending after 
September 30.1978, the tax liability 
limitation for available nonrefundable 
energy credit is 100 percent of the year’s 
tax liability. 

(4) Alternative limitations . 

Alternative limitations apply for certain 
utilities, railroads, and airlines in 
determining, the regular tax liability 
limitation and, for nonrefundable energy 
credit carrybacks to taxable years 
ending before October 1.1978, the 
nonrefundable energy credit tax liability 
limitation. These alternative limitations 
do not apply in determining the energy 
tax liability limitation for a taxable year 
ending after October 1,1978. The 
provisions listed below set forth the 
alternative limitations: 

Code section, type, and years applicable 

46(a)(6) 1 , Utilities, Taxable years 
ending in 1975-1978. 

46(a)(7) 2 , Utilities, Taxable year 
ending in 1979. 

46(a)(8), Railroads and Airlines, 
Taxable year ending in 1979 or 1980. 

46[a)(8) 3 , Railroads, Taxable years 
ending in 1977 or 1978. 

46(a)(9) 3 , Airlines, Taxable years 
ending in 1977 or 1978. 


1 Section 46(a)(6) was added by section 301(b)(2) 
of the Tax Reduction Act of 1975 and redesignated 
as section 46(a)(7) by section 302(a)(1) of the Tax 
Reform Act of 197a 

* Section 46(a)(7) was amended by section 
312(b)(1) of the Revenue Act of 1978. 

3 These provisions were repealed by section 
312(b)(2) of the Revenue Act of 1978. 


(1) [Reserved] 

(j) Tax liability —(1) Regular and 
ESOP credit “Tax liability” for 
purposes of the regular and ESOP credit 
and carrybacks of nonrefundable energy 
credit to a taxable year ending before 
October 1,1978. means the liability for 
tax as defined in section 46(a)(4). For 
ordering of regular and ESOP credits, 
see paragraph (m) of this section and 

§ 1.46-8(c)(9)(ii). In addition to taxes 
excluded under section 46(a)(4), tax 
liability does not include tax resulting 
from recapture of credit under section 47 
and the alternative minimum tax 
imposed by section 55. See sections 
47(c) and 55(c)(1). 

(2) Nonrefundable energy credit. For a 
taxable year ending after September 30, 
1978, “tax liability” for purposes of the 
nonrefundable energy credit is liability 
for tax, as defined in section 46(a)(4) 
and paragraph (j)(l) of this section, 
reduced by the regular and ESOP credit 
allowed for the taxable year. 

(k) Special rule for refundable energy 
credit The amount of the refundable 
energy credit is determined under the 
rules of section 46 (other than section 
46(a)(3)). However, to permit the refund, 
the refundable energy credit for 
purposes of the Internal Revenue Code 
(other than section 38, part IVB, and 
chapter 63 of the Code) is treated as 
allowed by section 39 and not by section 
38. The refundable credit is not applied 
against tax liability for purposes of 
determining the tax liability limitation 
for other investment credits. Rather, it is 
treated as an overpayment of tax under 
section 6401(b). 

(l) FIFO rule. If the credit available for 
a taxable year is not allowed in full 
because of the tax liability limitation, 
special rules determine the order in 
which credits are applied. Under the 
first-in-first-out rule of section 46(a)(1) 
(FIFO), carryovers are applied against 
the tax liability limitation first To the 
extent the tax liability limitation 
exceeds carryovers, credit earned, and 
carrybacks are then applied. 

(m) Special ordering rule —(1) In 
general. In addition to the FIFO rule, a 
special rule is necessary to determine 
the ordering of regular, ESOP, and 
nonrefundable energy credits because of 
the different limitations that apply lo 
those credits. Under section 
46(a)(10)(A), credits available are 
applied against tax liability in the 
following order: 

(i) Regular carryovers, credit earned, 
and carrybacks; 

(ii) ESOP carryovers, credit earned, 
and carrybacks; and 

(iii) Nonrefundable energy carryovers, 
credit earned, and carrybacks. 


(2) Effect of carrybacks. Since regular 
and ESOP carrybacks are applied before 
nonrefundable energy credit under the 
special ordering rule, carrybacks of 
regular or ESOP credit to a prior year 
may displace nonrefundable energy 
carryovers or credit earned that 
previously were allowed for that prior 
year. Carrybacks of regular, ESOP, or 
nonrefundable energy credit do hot 
affect refundable energy credit, which is 
treated as an overpayment of tax under 
section 6401(b). See paragraph (k) of this 
section. 

(n) Examples. The following examples 
illustrate paragraphs (a) through (m) of 
this section. 

Example fl). (a) Corporation M's regular 
credit available for its taxable year ending 
December 31,1979 is as follows: 

Regular carryovers .. . ..—.— $5,000 

Regular credit earned ........................... 10.000 

Regular carrybacks ..~. 15.000 


Credit available...-.. $30,000 

(b) Mb "tax liability” for 1979 is $30,000. 
M’s tax liability limitation for 1979 for the 
regular credit is $28,000, consisting of $25,000 
plus 60 percent of the $5,000 of "tax liability" 
in excess of $25,000. 

(c) The regular carryovers and credit 
earned are allowed in full. However, only 
$13,000 of the regular carryback is allowed 
for 1979. The remaining $2,000 must be 
carried to the next year to which it may be 
carried under section 46(b). 

Example (2). (a) for its taxable year ending 
December 31,1980, corporation N has $30,000 
regular credit earned and $9,000 
nonrefundable energy credit earned. N has no 
carryovers to 1060 and no "tax liability" for 
pre-1980 years. 

(b) N’s "tax liability" for 1980 for the 
regular credit is $35,000. N’s tax liability 
limitation for 1980 for the regular credit is 
$32,000, consisting of $25,000 plus 70 percent 
of the $10,000 of "tax liability" in excess of 
$25,000. 

(c) The entire regular credit is allowed in 
1980. 

(d) N’s "tax liability” for 1980 for the 
nonrefundable energy credit is $5,000, 
consisting of $35,000 less $30,000 regular 
credit allowed for 1980. N’s tax liability 
limitation for 1980 for the nonrefundable 
energy credit is 100 percent of $5,000. 

(e) $5,000 of the nonrefundable energy 
credit is allowed for 1980. The remaining 
$4,000 energy credit is an unused 
nonrefundable energy credit which must be 
carried to the next year to which it may be 
carried under section 46(b). 

Example (3). (a) Assume the same facts as 
in example (2) except that in its tax year 
ended December 31.1981, N earns a regular 
credit of which it may carry back $2,000 to 
1980. 

(b) The $30,000 regular credit earned and 
$2,000 of the regular carryback is allowed for 
1980. N’s "tax liability" for 1980 for the 
nonrefundable energy credit is reduced to 
$3,000, consisting of $35,000 less $32,000 
regular credit allowed for 1980. The 
nonrefundable energy credit allowed for 1980 
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is reduced to $3,000. The remaining $6,000 is 
an unused nonrefundable energy credit which 
must be carried to the next year to which it 
may be carried under section 46(b). 

Example (4). (a) For its taxable year ending 
December 31,1980. corporation P’s regular 
credit earned is $20,000. P also has a $9,000 
refundable energy credit for 1980. There are 
no carryovers or carrybacks to 1980. 

(b) P's “tax liability” for 1980 for the 
regular credit is $25,000 which is also the tax 
liability limitation for the regular credit. 

(c) The entire $20,000 regular credit is 
allowed for 1980. The entire $9,000 refundable 
energy credit is treated as an overpayment of 
tax under section 6401(b), even though “tax 
liability’’ remains. 

Example (5). Assume the same facts as In 
example (4), except that in the following year 
P earns a regular credit, $5,000 of which it 
may carry back to 1980. The $5,000 carryback 
is allowed in full in 1980. 

(o) Married individuals. If a separate 
return is filed by a husband or wife, the 
tax liability limitation is computed by 
substituting a $12,500 amount for the 
$25,000 amount that applies under 
section 46(a)(3). * • • 

(p) Apportionment of $25,000 amount 
among component members of a 
controlled group —(1) In general. In 
determining the tax liability limitation 
under section 46(a)(3) for corporations 
that are component members of a 
controlled group on a December 31. only 
one $25,000 amount is available to those 
component members for their taxable 
vears that include that December 

31. * * * 

(4) Members of a controlled group 
filing a consolidated return. * * * In 
that case, the tax liability limitation for 
the group filing the consolidated return 
is computed by substituting for the 
$25,000 amount under section 46(a)(3) 
the total amount apportioned to each 
component member that joins in filing 
the consolidated return. * * * 

Par. 2. Section 1.46-2 is amended to 
read as follows: 

§ 1.46-2 Carryback and carryover of 
unused credit. 

(a) Effective date. This section is 
effective for taxable years beginning 
after December 31.1975. For taxable 
years beginning before January 1,1976. 
see 26 CFR 1*46-2 (Rev. as of April 1, 
1979). 

(bj In general. Under section 46(b)(1), 
unused credit may be carried back and 
carried over. Carrybacks and carryovers 
of unused credit are taken into account 
in determining the amount of credit 
available and the credit allowed for the 
taxable years to which they may be 
carried. In general, the rules of this 
section apply separately to the regular, 
ESOP. and nonrefundable energy 
credits. For example, the limitations on 


carrybacks and carryovers of unused 
nonrefundable energy credit tinder 
section 46(b)(2) and (3), respectively, 
differ in amount from the limitations on 
the regular and ESOP credits because 
the tax liability limitations for those 
credits differ. See $ 1.46-l(h). For a 
further example, see the special ordering 
rule in § 1.46-l(m). Section 46(b) does 
not apply to the refundable energy 
credit. 

(c) Unused credit . If carryovers and 
credit earned (as defined in § 1.46- 
1(c)(1)) exceed the applicable tax 
liability limitation, the excess 
attributable to credit earned is an 
unused credit. The taxable year in 
which an unused credit arises is referred 
to as the “unused credit ycaT”. 

(d) Taxable years to which unused 
credit may be carried. An unused credit 
is a carryback to each of the 3 taxable 
years preceding the unused credit year 
and a carryover to each of the 7 taxable 
years succeeding the unused credit year. 
An unused credit must be carried first to 
the earliest of those 10 taxable years. 

An unused credit then must be carried 
to each of the other 9 taxable years (in 
order of time) to the extent that the 
unused credit was not absorbed during a 
prior taxable year because of the 
limitations under section 46(b)(2) and 
(3). 

(e) Special rule for pre-1971 years—(1) 
In general. For unused credit years 
ending before January 1.1971, unused 
credit is allowed a 10-year carryover 
rather than the 7-year carryover. The 
principles of paragraph (d) of this 
section apply to this 10-year carryover. 

(2) Cross reference. For limitations on 
the taxable years to which unused credit 
from pre-1971 credit years may be 
carried, see paragraph (g) of this section. 


(f) Limitations on carrybacks. Under 
the FIFO rule to section 46(a)(1), 
carryovers and credit earned are 
applied against the tax liability 
limitation before carrybacks. Thus, 
carrybacks to a taxable year may not 
exceed the amount by which the 
applicable tax liability limitation for 
that year exceeds the sum of carryovers 
to and credit earned for that year. 
Carrybacks from an unused credit year 
are applied against tax liability before 
carrybacks from a later unused credit 
year. To the extent an unused credit 
cannot be carried back to a particular 
preceding taxable year, the unused 
credit must be carried to the next 
succeeding taxable year to which it may 
be carried. 

(g) Limitatons on carryovers — (1) 
General rule. Carryovers to a taxable 
year may not exceed the applicable tax 
liability limitation for that year. 
Carryovers from an unused credit year 
are applied before carryovers from a 
later unused credit year. 

(2) Exception. A 10-year carryover 
from a pre-1971 unused credit year may. 
under certain circumstances, be 
postponed lo prevent a later-earned 7- 
year carryover from expiring. This 
exception does not extend the 10-year 
carryover period for pre-1971 unused 
credit. See section 46(b)(1)(D). 

(h) Examples. The following examples 
illustrate paragraphs (a) through (g) of 
this section. 

Example (1). (a) Corporation M is 
organized on January 1.1977 and files its 
income tax return on a calendar year basis. 
Assume the facts set forth in columns (1) and 
(2) of the following table. The determination 
of the regular credit allowed for each of the 
taxable years indicated is set forth in the 
remaining portions of the table. 


(1) 

(2) 

(3) 

(4) 

(5) 

(6) (7) 




Tax liability 
limitation • 


Unused 




l remaining. 

Credit 

Remaining credit ((14- 

CredH 

Tax fceMity 

Percent 

from Col- 

allowed 

tax liability (5)) or 

available 



(6) on (lower of (1) limitation (amount 




preceding 

or (4)) 

«4H5)) absorbed) 




floe) 




1977: 


A. Credit earned. 


$20 000 

$45,000 

50 

$35,000 

C 15.000) 

$20,000 

15,000 

$15,000 

$0 

8 Carryback from 1978. 


. *15.000. 

1978: 








A Credit earned.. 


60 000 

55,000 

50 

40,000 

40.000 

o 

20.000 

015.000) 

05.000) 

Carryback to 1977. 




Carryback lo 1979. 








1979: 








A. Carryover from 1978. 


•■5.000 

50,000 

80 

40.000 

(35,000) 

5,000 

35,000 

35 000 


8. Credit earned..... 


50 000. 

o 

15,000 

015.000) 

Carryover to 1900. 






I960; 








A. Carryover from 1979. 


— c 55,000 

55.000 

70 

46,000 

(31,000) 

15,000 

25.000 

31.000 


8 Credit earned. 


.... 25,000 .. 

6,000 

o 








• For tine "A" each year Lesser of (1) lax liability or (2) $25,000 + (percentage n col. (3) x tool (2) $25.0001) See. 

$ 1.46-1(b) For other lines. Amount n col. (6) on preceding lino. 


Example (2). (a) Assume the same facts as in example (1) except for 1979 M earns a 
$35,000 nonrefundable energy credit. The following table shows the determinations for each 
year. 
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(1) 

(2) 

(3) 

(4) 




Tax liability 


Tax liability 


limitation* * 


(b) 


[remaining. 

Credit 

Energy 

Percent 

from Col. 

available 

(a) «2)(a)- 


(6)on G 


Regular (5)R) 


preceding 


(5) 


(?) 

Unused 


allowed Tax liability (5)) Of 
ower of (1) limitation (amount 
or(4)) «*M5)) absorbed) 


1977: 

Regular 

A CredM earned.. -- $20,000 $45,000 - 50 

B Carryback from 1978 _ *15,000 -- 

1978: 

Regular: 

A Credit earned .— 60.000 55.000 - 50 

Carryback to 1977 - — .—•....- 

Carryover to 1979...™..... .„ . .. . .— - - - 

Energy: 

A. Carryback from 1979 - 4 5.000 -- $15,000 100 

1979: 

Regular* 

A. Carryover from 1978 --— *5.000 50.000 .— . - 60 

B Credit earned ..... 50.000 --- 

Carryover to 1980 ----►—..... 

Energy: 

A Credit earned ___ 35.000 ....J.- 10,000 100 


Carryback to 1978 --- — - - --- 

Carryover to i960 -— . —.— .—— .— 

1980: 

Regular: 

A. Carryover from 1979 __ — '15,000 55,000 ..~~~. 70 

B. Credit earned ____- 25.000 ----— 

Energy. 

A. Carryover from 1979 _ *10,000 - 15,000 100 


$35,000 S20.000R $15,000 SO 

[15.000) 15.000R 0. 


40.000 40.000R 0 20.000 

__ (*15.000) 

........ (*5,000) 


15.000 5.000E 0 


40.000 5.000R 35.000 ... 

[35.000] 35.000R 0 15.000 

. (*15.000) 

10,000 10.000E 0 25.000 

_ (*15.000) 

_____ (* 10 . 000 ) 


46.000 15.000R 

[31.000] 25.000R 

15.000 10.000E 


31.000 .. 

6.000 0 

5.000 - 


• See footnote to the chart in example (1). 

(b) Although, in general, a nonrefundable energy credit may be carried back to taxable 
years ending before October 1. 1978. in this example the unused nonrefundable energy credit 
from 1979 may not be absorbed in 1977. The 1977 tax liability limitation for the nonrefunda¬ 
ble energy credit is the same as it is for the regular credit, reduced by regular credit 
previously allowed for 1977. See §$ 1.40-l(h)(3) and 1.48-l(m). 

Example (3). (a) Assume the same facts as in example (2) except M has regular credit of 
$37,000 for 1901 and M’s tax liability for 1981 is $32,500. The determinations for 1980 and 1981 
are set forth in the following table. 


<i) (2) (3) 

Tax labttty 
<b) 

Crodit Energy Percent 

available (a) «2)<a>- 

Regular (5)R) 


(4) (5) (6) (7) 

Tax liability 

limitation* Unused 

[remaining. Credit Remaining credit ((1)- 
from Col. allowed Tax liability (5)) or 
(6) on (lower of (1) limitation (amount 
preceding or (4» ((4)-(5)) absorbed) 

hne) 


1979 (restated): 

Energy 

To be carried over ..... 

Carryover to 1980 -.......—- 

Carryover to 1981 —-- 

1980 (restated): 

Regular. 

A. Carryover from 1979. --— 

B. Credit earned!- ... 

C. Carryback from 1981 ... 

Energy 

A. Carryover from 1979 .. 

1981: 

Regular 

A CredK earned . . ... 

Carryback to 1980 --- 

Energy: 

A. Carryover from 1979.... —.—- 


(-9,000) 

(* 1 . 000 ) 


$15,000 $55,000 . .. 70 $46,000 S15.000R $31,000 . 

•25.000 __-. —__ [31.000] 25.000R 6.000 0 

•6.000 .- .-. (6.000) 6.000R 0 ...... 

*9.000 _ $9,000 100 9.000 9.000E .. 


37,000 32.500 ™_ 00 31.000 31.000R 0 6.000 

.. . ........„ (• 6 . 000 ) 


'1.000 __ 1.500 100 1,500 1.000E 500 0 


See footnote to chart under example (1) 
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(tO Allowance of the regular carryback in 
1980 from 1961 requires that the computations 
for 1980 be restated. The energy tax liability 
limitation for 1980 is reduced from $15,000 (as 
determined in example (2)) to $9,000. Thus. 
$1,000 of the $10,400 energy credit allowed for 
1980 is displaced by the regular carryback. 
That amount may not be carried back 
because there is no remaining energy tax 
liability limitation for the prior 3 years (see 
table in example (2)). It may be carried over 
to 1981 and allowed in full in that year. 

(i) (Reserved) 

(j j Electing small business 
corporation. A shareholder of an 
electing small business corporation (as 
defined in section 1371(b)) may not take 
into account unused credit of the 
corporation attributable to unused credit 
years for which the corporation was not 
an electing small business corporation. 
However, a taxable year for which the 
corporation is an electing small business 
corporation is counted as a taxable year 
for determining the taxable years to 
which that unused credit may be 
carried. 

(k) Periods of Jess than 12 months. A 
fractional part of a year that is 
considered a taxable year under 
sections 441(b) and 7701(a)(23) is treated 
as a preceding or succeeding taxable 
year for determining under section 46(b) 
the taxable years to which an unused 
credit may be carried. 

(l) Corporation acquisitions. For 
carryover of unused credits in the case 
of certain corporate acquisitions, see* 
section 381(c)(23). 

Jerome Kurtz, 

Commissioner of Internal Revenue. 

irROac.«^aK24 ^irtl7-^-^ M5inn| 

BILLING COOE 400-01-41 


DEPARTMENT OF THE INTERIOR 

Office of Surface Mining Reclamation 
and Enforcement 

30 CFR Part 924 

Permanent Regulatory Program; 
Resubmission of Mississippi Program 

agency; Office of Surface Mining 
Reclamation and Enforcement (OSM). 
U.S. Department of the Interior. 
action: Proposed rule; reopening of 
public comment period. 

summary: On May 27,1980. the State of 
Mississippi resubmitted to the 
Department of the Interior portions of its 
proposed permanent regulatory program 
under the Surface Mining Control and 
Reclamation Act or 1977 (SMCRA). The 
resubmission is intended to implement 
those requirements found in 30 CFR 


Chapter VI1 (the permanent program 
rules issued by the Secretary of the 
Interior) which were not approved by 
the Secretary in his decision published 
March 25.1980. 

In the course of & lawsuit challenging 
the Secretary’s rules, certain provisions 
were suspended or remanded pending 
further rulemaking. On May 16,1980, the 
Court hearing the case ordered that the 
Secretary must disapprove in programs 
being considered all State provisions 
incorporating suspended or remanded 
Federal rules. On June 16,1980 the 
Secretary requested the Court to stay its 
order. This notice invites public 
comment on the Secretary's tentative 
determination identifying provisions in 
the Mississippi progr am which 
incorporate suspended or remanded 
Federal rules. 

date: All comments must be received by 
4:00 pm. on July 25.1980. 
addresses: Comments should be 
submitted to: David C. Short, Regional 
Director, Office of Surface Mining. 
Department of the Interior, 530 Gay 
Street SW., Suite 500, Knoxville, 
Tennessee 37902. 

Copies of the Mississippi program 
initial submission and resubmission and 
the opinions of the Court in the lawsuit 
discussed below are available for 
review and copying during normal 
business hours at: 

Administrative Record Room, Office of 
Surface Mining. Region II, 530 Gay 
Street SW. ? Suite 500, Knoxville. 
Tennessee 37902. 

Bureau of Geology and Energy 
Resources. Department of Natural 
Resources. 2525 N. West Street. 
Jackson, Mississippi 37216. 

Office of Surface Mining, Room 153,1951 
Constitution Avenue, Interior South 
Building. Washington, DJC. 20240. 
Copies of the Mississippi statutes and 
regulations contained in Mississippi's 
program submission may be obtained on 
request from: * 

Mr. Bill Bradford, Office of Surface 
Mining. 530 Gay Street SW., Suite 500, 
Knoxville, Tennessee 37902,615/637- 
8060. 

FOR FURTHER INFORMATION CONTACT: 

Mr. John T. Davis, Office of Surface 
Mining. 530 Gay Street SW., Suite 500. 
Knoxville, Tennessee 37902, 615/637- 
8060. 

SUPPLEMENTARY INFORMATION: 

Mississippi submitted its permanent 
regulatory program for approval by the 
Secretary of the Interior on August 2, 
1979. After opportunity for public 
comment on the program's completeness 
and adequacy, the Secretary approved 
the program, in part, and disapproved 


the program, in part. Notice of that 
decision and the Secretary’s detailed 
findings were published in the Federal 
Register on March 25,1980. (45 FR 
19268-19277). 

Section 503(c) of the Surface Mining 
Control and Reclamation Act (SMCRA) 
provides States with the opportunity to 
resubmit portions of a program that 
were disapproved. Mississippi 
submitted revisions to its program on 
May 27,1980. as a formal program 
resubmission. Notice of receipt of that 
resubmission was published in the 
Federal Register on June 2.1980. 

That notice summarized the contents 
of the program resubmission, announced 
a public hearing, which was held in 
Meridian, Mississippi on June 17,1980. 
and solicited public comments on the 
resubmission until June 20.1980. 

Before Mississippi made its initial 
program submission and its 
resubmission, challenges to the 
Secretary's permanent program 
regulations were brought by 
representatives of industry, two States 
and several environmental groups in the 
U.S. District Court for the District of 
Columbia. These suits were 
consolidated and heard in a single 
lawsuit entitled In Re: Permanent 
Surface Mining Regulation Litigation 
(Civil Action No. 79-1144). 

In response to the arguments raised in 
the challenges, the Secretary voluntarily 
suspended several of the permanent 
program regulations. These suspensions 
were announced in the Federal Register 
on November 27,1979. (44 FR 67942), 
December 31.1979, (44 FR 77447-77454) 
and January 30, 1980, (45 FR 6913). In 
two opinions the Court remanded 
certain other regulations which had 
been challenged in the lawsuit These 
opinions were issued on February 26, 
1980, and May 16,1980. A list of all the 
suspended and remanded regulations is 
set forth in the notice concerning the 
Louisiana permanent regulatory 
program published by OSM in the 
Federal Register on July 7,1980. 

In its May 16,1980, opinion, the Court 
ordered the Secretary to affirmatively 
disapprove any*regulation in a State 
program which incorporates a 
suspended or remanded regulation. 
Although the Secretary intends to 
appeal that portion of the Court’s 
opinion, he intends to comply with it 
pending its modification on appeal or as 
a result of his application for stay filed 
June 16.1980. 

The Secretary disapproved all of the 
regulations included in the initial 
submission because the regulations had 
not been fully promulgated and 
contained a number of deficiencies, as 










46450 


Federal Register / Vol. 45, No. 134 / Thursday, July 10. 1980 / Proposed Rules 


identified in the March 25,1980. Federal 
Register notice. Mississippi included 
fully enacted, revised regulations in its 
program resubmission on May 31,1900. 
Mississippi was aware of the regulations 
suspended by the Secretary and the 
regulations remanded by the court. 

In order to implement the Court’s May 
16.1980, decision, OSM has completed 
an initial review of the regulations 
contained in the Mississippi 
resubmission and had identified the 
provisions proposed for disapproval and 
the proposed extent of disapproval. 

These provisions are set forth below 
under “Proposed List of Mississippi 
Provisions Incorporating Suspended or 
Remanded Federal Regulations." 

T^iis list identifies provisions the 
Secretary would disapprove in the 
Mississippi program and sets forth the 
extent to which each of the provisions 
would be disapproved. 

The Secretary expects shortly to make 
a final decision to approve, with or 
without conditions, or to disapprove, in 
whole, the Mississippi program. The 
public comment period on the adequacy 
of the resubmission is now over. 
However, the Secretary is soliciting 
public comments at this time in order to 
enable the public to assist in complying 
with the Court’s May 16,1980, order. 
Accordingly, the public is now invited to 
comment only on the accuracy of the / 
Secretary’s list of provisions of the 
Mississippi program which incorporate 
suspended or remanded Federal 
regulations and the adequacy of the 
proposed extend of disapproval of those 
provisions. 

In particular, the Secretary wishes to 
know if other provisions should be 
included, or if any of those listed should 
not be. In addition, the Secretary is 
interested in comments on the proposed 
extent of the disapproval. 

The comment period is relatively 
brief, ending at 5:00 p.m. on (15 days 
after publication). This relatively brief 
period is necessary to enable the 
Secretary to make his decision on the 
Mississippi program within the 60 days 
allowed him by Section 503(c) of 
SMCRA. 

Miscellaneous Findings 

No environmental Impact Statement is 
being prepared in connection with the 
process leading to the approval or 
disapproval of the proposed Mississippi 
program. Under Section 702(d) of 
SMCRA (30 U.S.C. section 1292(d)) 
approval does not constitute a major 
action within the meaning of section 
102(2)(c) of the National Environmental 
Policy Act of 1979 (42 U.S.C. 4332). 

This document is not a significant rule 
under E.0.12044 or 43 CFR Part 14, and 


no regulatory analysis is being prepared 
on the decision of the Mississippi 
program. 

Dated: June 20,1980. 

David C. Short, 

Regional Director. 

Proposed List of Mississippi Provisions 
Incorporating Suspended or Remanded 
Regulations 

The following provisions would be 
disapproved: 

1. The definition of “Mine Plan Area" 
in Section 101 and its use in Section 179, 
180,183, and 184 to the extent the 
definition includes areas out-side the 
permit area. 

2. Sections 100.11(a), (b), and (c) 
insofar as they may be read to retain 
discretion in the commission to grant an 
exemption from reconstruction of 
existing structures after making the 
findings in Sections 180.12 or 184.12. 

3. In Section 161.5(2)(i), the “all 
permits test” used in defining valid 
existing rights to the extent it does not 
include persons who had made good 
faith applications for all necessary 
permits, but not yet received them. 

4. In Section 161.5, the definition of 
“public road.” 

5. Under Sections 161.11(c) and 
.12(f)(1) the limitation of surface mining 
operations which will affect places 
eligible for listing on the National 
Register of Historic Places. 

6. Sections 161.11(c) and .12(f)(1) 
insofar as they would apply to privately 
owned places listed on the National 
Register of Historic Places in addition to 
publicly-owned places. 

7. Sections 176.11(b)(3) and (5) to the 
extent that they require the notice of 
exploration to include a map rather than 
a description only. 

8. Sections 179.20 and 180.16. 

9. Sections 179.21 and 183.21 to the 
extent they apply to land not qualifying 
as prime farmland. 

10. Section 183.14(a)(1) insofar as it 
requires a geologic discription of the 
strata down to and immediately below 
any coal seam for areas to be affected 
only by “surface operations and 
facilities” where removal of overburden 
down to level of coal seam will not 
occur. 

11. Sections 183.25(c), (h), and (i). 

12. Sections 185.17(a) insofar as it 
exempts permits approved prior to 
August 3,1977, from prime farmland 
reconstruction standards. 

13. Sections 185.17(b)(3) and 223.14(c). 

14. Section 185.17(b)(8). 

15. In Section 186.5 the words “or has 
not been” from the definition of 
“irreparable harm to the environment.” 

16. Sections 206.12(e)(6)(iii) and 

(g)(7)(iii). 


17. Section 207.11(e) insofar as it does 
not allow citizen access to the mine site 
for performance bond release. 

18. Section 208.14(b). 

19. Sections 216.42(a)(1) and (7) 
insofar as they require runoff from 
reclaimed lands meet the same effluent 
limitations as that for actively mined 
lands. 

20. Sections 216.42(b) and 217.42(b). 

21. Sections 216.46(b) and 217.46(b). 

22. Sections 216.46(c) and 217.46(c). 

23. In Sections 216.46(d) and 217.46(d), 
the words “and shall have a discharge 
rate to achieve and maintain the 
required theoretical detention time.” 

24. Sections 216.46(h) and 217.46(h). 

25. Section 216.65(f). 

26. Sections 216.83(a) and 217.83(a) to 
the extent that they would preclude an 
exemption from the underdrain 
requirement for coal processing waste 
banks where an operator can 
demonstrate that an alternative to the 
required subdrainage systems would 
ensure structural integrity of the waste 
bank and protection of ground or 
surface water quality. 

27. Sections 216.95 and 217.95. 

28. Sections 216.103(a)(1) and 
217.103(a)(1). 

29. Sections 216.115, 217.115, 223.11(c), 
223.15(b), and 223.15(c) to the extent that 
they exceed the statutory authority 
which requires only that restored land 
be "capable” of supporting the 
designated use. 

30. Sections 216.116(b) and 217.116(b) 
to the extent that they delay triggering 
an operator’s five year period of 
responsibility for revegetation until the 
operator meets the standards for 
vegetative cover. 

31. Sections 216.113(b)(1) and 
217.133(b)(1) to the extent that an 
operator is not allowed to choose 
between restoring the land to condition 
capable of supporting prior-to-mining 
use or higher use. 

32. Sections 216.133(c)(4) and (9) and 
217.133(c)(4) and (9) concerning 
information needed to support 
alternative land uses to the extent that 
the operator need only demonstrate a 
“reasonable likelihood” of attaining a 
post mining use that is higher or better 
than previous use. 

33. Sections 216.150-176 concerning 
roads to the extent that notice and 
opportunity to comment must be 
provided to the public on the road 
classification system. 

34. Section 217.52(a), the language “on 
the recharge capacity of reclaimed lands 
and ..concerning groundwater 
monitoring to the extent that special 
precautionary measures for underground 
mining operations are not necessary to 
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protect the recharge capacity of water 
bearing formations. 

35. Section 217.54 concerning 
hydrologic balance to the extent that 
water replacement is required only for 
surface coal mining operations. 

36. Sections 217.101(b)(1) and 217.102 
concerning backfilling and grading to 
the extent that AOC regulations do not 
provide flexibility for settled fills that 
have become stabilized and revegetated. 

37. Part 223 concerning performance 
standards for operations on prime 
farmlands to the extent that it prevents 
an exemption for surface facilities 
actively used over extended periods but 
which affect a minimal amount of land. 

[FR Doc 80-20587 Piled 7-0-80. 8:45 am) 

BILLING CODE 4310-05-M 


FEDERAL EMERGENCY 
MANAGEMENT AGENCY 

44 CFR Part 67 

(Docket No. FEMA-5813J 

Revision of Proposed Flood Elevation 
Determinations for Cabarrus County, 
Unincorporated Areas, North Carolina; 
Under the National Flood Insurance 
Program 

AGENCY: Federal Insurance 
Administration, FEMA. 
action: Proposed rule. 

summary: Technical information or 
comments are solicited on the proposed 
base (100-year) flood elevations listed 
below for selected locations in Cabarrus 
County, North Carolina. 

Due to recent engineering analysis, 
this proposed rule revises the proposed 
determinations of base (100-year) flood 
elevations published at 45 FR 29602 on 
May 5,1980 and in the Concord Tribune , 
published on or about April 1,1980, and 
April 8,1980, and hence supersedes 
those previously published rules. 
dates: The period for comment will be 
ninety (90) days folowing the second 
publication of this notice in a newspaper 
of local circulation in the above-named 
community. 

addresses: Maps and other information 
showing the detailed outlines of the 
flood-prone areas and the proposed 
flood elevations are available for review 
at the Cabarrus County Courthouse, 77 
Union Street, Concord, North Carolina. 

Send comments to: Mr. Troy Cook, 
Chairman. County Board of 
Commissioners, Cabarrus County 
Courthouse, P.O. Box 707, Concord, 

North Carolina 28205. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Robert G. Chappell, National 
Flood Insurance Program (202) 426-1460 


or Toll Free Line (800) 424-8872, Federal 
Emergency Management Agency, 
Washington, D.C. 20472. 

SUPPLEMENTARY information: Proposed 
base (100-year) flood elevations are 
listed below for selected locations in 
Cabarrus County, North Carolina, in 
accordance with section 110 of the Flood 
Disaster Protection Act of 1973 (Pub. L. 
93-234), 87 Stat. 980, which added 
section 1363 to the National Flood 
Insurance Act of 1968 (Title XIII of the 
Housing and Urban Development Act of 
1968 (Pub. L. 90-448), 42 U.S.C. 4001- 
4128, and 44 CFR 67.4(a)). Program 
Number Flood Insurance 83.100. 

These base (100-year) flood elevations 
are the basis for the flood plain 
management measures that the 
community is required to either adopt or 
show evidence of being already in effect 
in order to qualify or remain qualified 
for participation in the National Flood 
Insurance Program (NFIP). 

These modified elevations will also be 
used to calculate the appropriate flood 
insurance premium rates for new 
buildings and their contents and for the 
second layer of insurance on existing 
buildings and their contents. 

The proposed base (100-year) flood 
elevations are: 


Source of flooding 

# Depth 
in feet 

Location above ground 

•Elevation 
m feet 
(NGVD) 

Anderson Creek_ 

Intersection of creek and 
center of U.S. Highway 

601. 

•499 


100 feet upstream from 
center of Troutman Road 

*512 


50 feet upstream from center 
of Bethel Church Road 

*567 

Back Creek ___ 

Intersection of creek and 
center of North Carolina 
Slate Route 1158. 

*540 

• 

100 feet downstream from 
center of Stallings Road 

*555 

Caldwell Creek. 

100 feet upstream from 
center of Pine Grove 

Church Road. 

*554 


300 feel downstream from 
center of North Carolina 
State Route 1134 

•588 

Chambers Branch. 

100 feet downstream from 

Lake Concord Dam. 

*642 


100 feet upstream from Lake 
Concord Dam. 

•665 


100 feel upstream from 
center of U.S. Highway 29 
and 601. 

•702 

Coddle Creek. 

100 feet upstream from 
center of Southern Railway. 

*548 


100 feet upstream from 
centor of U.S. Highway 29. 

•586 


100 feet upstream from 
center of North Carolina 

•621 


Highway 73. 



200 feet upstream from 
center of County Road 612 
(Archer Road). 

•677 

Cold Water Creek.. 

100 feet upstream from 
center of U.S. Highway 

601. 

*526 


100 feet upstream from 
center of North Carolina 
Highway 49. 

•549 


100 feet upstream from Lake 
Fisher Dam. 

*651 


H Depth 
in leet 

Source ol flooding Location above ground 

•Elevation 
in feet 
(NGVD) 


Common Ford Branch 100 feet upstream from *588 

downstream crossing of 
Penrwnger Road. 

100 feet upstream from *615 

upstream crossing of 
Penmnger Road 

Davis Branch. . At confluence with Rocky *557 

River 

100 feet downstream from *588 

center of North Carolina 
Highway 49 

Dutch Buffalo Creek... Intersection of creek and *506 

center of North Carolina 
Highway 200. 

Fisher Town Branch ... At confluence with Irish *666 

Buffalo Creek. 

Hamby 8ranch . Intersection of creek and *512 

North Carolina Highway 
200 . 

Hamby Branch At confluence with Hamby *530 

Tributary Branch 

Horse Branch .. Intersection of branch and *518 

Parks Lafferty Road. 

Horton Branch ....... 100 feet upstream from *545 

center of Robert Bost 
Road. 

50 feel upstream from center *576 
of Bethel Church Road. 

Irish Buffalo Creek . At confluence with Cold *525 

Water Creek. 

100 feet upstream from *567 

center of North Carolina 
Highway 49. 

100 feet upstream from *619 

center of North Carolina 
Highway 73. 

100 feet upstream from *670 

center of Rainbow Drive. 

Little Cold Water 100 feet upstream from *552 

Creek center of Old Airport Road. 

100 feet upstream from *572 

center of North Carolina 
Highway 73. 

100 feet upstream from *813 

center of Sapp Road. 

Little Meadow Creek ... At confluence with Rocky *496 

River. 


Mallard Creek ... Intersection of creek and *570 

center of State Route 1300. 

McCachern Branch _ At confluence with Rocky *556 

River. 

Moms Branch - 100 feet upstream from *595 

center ol Old Farm Road. 

Muddy Branch .. At confluence with Rocky *480 

River. 

Over cash Branch . At confluence with Irish *558 


Buffalo Creek. 

Patterson Branch y 100 feet upstream from *709 


center of Sfeplefon Dove. 

100 feet upstream from . *746 

center of Central Drive 

Reedy Creek .. 100 feet upstream from *543 

center of Lower Rocky 
R«ver Road. 

Rocky River .. 100 feet upstream from *484 


center of Southern Railway 

100 feet downstream from *494 
center of North Carolina 
Highway 27. 

100 feet upstream from *508 

center of North Carolina 
State Route 1006. 

tOO feet upstream from *531 

center of North Carolina 
State Route 1132. 

100 feet downstream from *547 

center of North Carolina 
State Route 1158 

At confluence with Mallard *570 

Creek. 

Rogers Lake Branch... 100 feet upstream from *640 

center of Oak wood Avenuo 

100 feel upstream from *716 

center of Rogers Lake 
Road 

Shinn Branch - Intersection of River and *506 

center of Reed Mine Road. 
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ft Depm 
m feel 

Source of flooding Location above ground 

* Elevation 
In feet 
(NGVD) 


50 feef upstream from center 560 
of North Carolina Highway 
200 

Tbreemile 0/anch 100 feet upstream from * *671 

center of Cloverleaf Plaza 
Road 

Tucker Branch-- At confluence with Anderson *499 

Creek. 

Yow Branch. Intersection ol branch and *508 

North Carolina Highway 

v 200 


(National Flood Insurance Act of 1968 (Title 
XIII of Housing and Urban Development Act 
of 1968), effective January 38.1969 (33 FR 
17804, November 28,1968), as amended; (42 
U.S.C, 4001-4128); Executive Order 12127, 44 
FR 19367; and delegation of authority to 
Federal Insurance Administrator.) 

Issue: June 23.1980. 

Gloria M. Jimenez, 

Federal Insurance Administrator. 

|ER Doc. 80-20466 Filed 7-9-80; 8:45 am| 

BILLING CODE 6718-03-M 


FEDERAL COMMUNICATIONS 
COMMISSION 

47 CFR Part 73 

(BC Docket No. 80-337; RM-3574) 

FM Broadcast Station in Jacksonville, 
Fla.; Proposed Changes in Table of 
Assignments 

AGENCY: Federal Communications 
Commission. 

action: Notice of Proposed Rule 
Making. 

summary: Action taken herein proposes 
the assignment of Channel 288A to 
Jacksonville. Illinois, in response to a 
request filed by Big Country of Missouri. 
Inc. The proposed channel could provide 
for a second FM broadcast service to the 
community. 

dates: Comments must be filed on or 
before August 25,1980, and reply 
comments must be filed on or before 
September 15,1980. 
address: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mark N. Lipp, Broadcast Bureau. (202) 
632-7792. 

SUPPLEMENTARY INFORMATION: 

In the matter of amendment of 
§ 73.202(b), Table of Assignments, FM 
Broadcast Stations. (Jacksonville. 
Illinois), BC Docket No. 80-337, RM- 
3574. 

Adopted: June 25.1980. 

Released: July 3,1980. 


1. Petitioner\ Proposal, Comments. (a) 
A petition for rule making 1 was filed by 
Big Country of Missouri, Inc. 
("petitioner"), proposing the assignment 
of FM Channel 288A to Jacksonville, 
Illinois, as that community’s second FM 
assignment. 

(b) Petitioner states it will apply for 
the channel, if assigned. 

2. Demographic Data. —(a) Location. 
Jacksonville, the seat of Morgan County, 
is located approximately 320 kilometers 
(200 miles) southwest of Chicago. 

Illinois. 

(b) Population. Jacksonville—20.553 2 ; 
Morgan County—36,174. 

(c) Local Aural Broadcast Service. FM 
Station WEAI, Channel 263; AM Station 
WJIL (daytime-only); and AM Station 
WLDS (daytime-only). 

3. Economic Considerations. 

Petitioner states that the economic base 
of the city of Jacksonville and Morgan 
County is a combination of agriculture, 
manufacturing and education. The major 
industrial firms doing business in the 
county are Mobile Chemical. Capitol 
Records, Anderson Clayton Foods, 
Carnation Company and Hertzberg-New 
Method. 

4. Although intermixture of two 
different classes of channels will occur, 
petitioner states he is willing to apply 
for the Class A channel. Therefore, the 
intermixture result is not an obstacle to 
our proposing a second FM channel 
assignment. 

5. Preclusion. A preclusion study for 
Channel 288A indicates that all or parts 
of the following nine counties will be 
affected: Illinois : Schulyer, Brown, Cass, 
Morgan, Scott, Pike. Greene, Sangamon; 
Missouri: Pike. 

6. In view of the above, the 
Commission believes it appropriate to 
propose amending the FM Table of 
Assignments, § 73.202(b) of the 
Commission’s rules, with regard to 
Jacksonville, Illinois, as follows: 


Channel No. 

City - 

Present Proposed 


Jacksonville. Illinois _____ 263 263.2S8A 


7. The Commission's authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 
NOTE: A showing of continuing interest 
is required by paragraph 2 of the 


1 Public Notice of the petition was given on 
February 20.1980. Report No. 1215. 

* Population figures are taken from the 1970 U.S. 
Census. 


Appendix before a channel will be 
assigned. 

8. Interested persons may file 
comments or before August 25.1980, and 
reply comments on or before September 
15,1980. 

9. For further information concerning 
this proceeding, contact Mark N. Lipp, 
Broadcast Bureau. (202) 632-7792. 
However, members of the public should 
note that from the time a Notice of 
Proposed Rule Making is issued until the 
matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one. which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. 

Federal Communications Commission. 

Henry L. Baumann, 

Chief, Policy and Rules Division, Broadcast 
Bureau. 

Appendix 

[BC Docket No. 80-337 RM-3574] 

1. Pursuant to authority found in Sections 
4(i), 5(d)(1). 303 (g) and (r), and 307(b) of the 
Communications Act of 1934, as amended, 
and § 0.281(b)(6) of the Commission’s rules, it 
is proposed to amend the FM Table of 
Assignments, $ 73.202(b) of the Commission's 
rules and regulations, as set forth in the 
Notice of Proposed Rule Making to which 
this Appendix is attached. 

2. Showings required. Comments are 
invited on the proposal(s) discussed in the 
Notice of Proposed Rule Making Lo which this 
Appendix is attached. Proponent(s) will be 
expected to answer whatever questions are 
presented in initial comments. The proponent 
of a proposed assignment is also expected to 
file comments even if it only resubmits or 
incorporates by reference its former 
pleadings. It should also restate its present 
intention to apply for the channel if it is 
assigned, and. if authorized, to build the 
station promptly. Failure to file may lead to 
denial of the request. 

3. Cut-off procedures . The following 
procedures will govern the consideration of 
filings in this proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that parties 
may comment on them in replay comments. 
They will not be considered if advanced in 
reply comments. (See § 1.430(d) of 
Commission Rules.) 

(b) With respect to petitions for rule 
making which conflict with the proposal(s) in 
this Notice, they will be considered as 
comments in the proceeding, and Public 
Notice to this effect will be given as long as 
they are filed before the date for filing initial 
comments herein. If they are filed later than 
that, they will not be considered in 
connection with the decision in this docket. 
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4. Comments and reply comments; service. 
Pursuant to applicable procedures set out in 
§§ 1.415 and 1.420 of the Commission’s rules 
and regulations, interested parties may Ole 
comments and reply comments on or before 
the dates set forth in the Notice of Proposed 
Rule Making to which this Appendix is 
attached. All submissions by parties to this 
proceeding or persons acting on behalf of 
such parties must be made in written 
comments, replay comments, or other 
appropriate pleadings. Comments shall be 
served on the petitioner by the person Oling 
the comments. Reply comments shall be 
served on the person(s) who filed comments 
to which the reply is directed. Such 
comments and reply comments shall be 
accompanied by a certificate of service. (See 
§ 1.420 (a), (b) and (c) of the Commission 
rules.) 

5. Number of copies. In accordance with 
the provisions of $ 1.420 of the Commission's 
Rules and Regulations, an original and four 
copies of all comments, reply comments, 
pleadings, briefs, or other documents shall be 
furnished the Commission. 

6. Public inspection of filings . All filings 
made in this proceeding will be available for 
examination by interested parties during 
regular business hours in the Commission s 
Public Reference Room at its headquarters, 
1919 M Street, NW, Washington, D.C. 

|FR Doc. 80-20564 Piled 7-9-80; 8:45 am) 

9HUNG CODE 6712-01-14 


47 CFR Part 73 

(BC Docket No. BO-327; RM 3544) 

FM Broadcast Station In Fruita, Colo.; 
Proposed Changes in Table of 
Assignments 

agency: Federal Communications 
Commission. 

action: Notice of Proposed Rule 
Making. 

summary: Action taken herein proposes 
the assignment of a Class C FM channel 
to Fruita, Colorado, in response to a 
petition filed by Richard G. Maynard. 
The proposed channel could be used to 
provide a First local aural service to 
Fruita in addition to significant first and 
second FM and nighttime aural services 
to the surrounding area. 
oates: Comments must be filed on or 
before August 22.1980, and reply 
comments must be Filed on or before 
September 11,1980. 
address: Federal Communications 
Commission, Washington, D C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mildred B. Nesterak. Broadcast Bureau, 
(202) 632-7792. 

SUPPLEMENTARY INFORMATION: 

In the matter of Amendment of 
§ 73.202(b). Table of Assignments, FM 
Broadcast Stations. (Fruita, Colorado). 
BC Docket No. 80-327, RM-3544. 


Adopted: June 20.1980. ^ 

Released: July 2,1980. 

1. Petitioner, Proposal, Comments, (a) 
A petition for rule making 1 was filed by 
Richard G. Maynard (“petitioner"), 
proposing the assignment of Class C 
Channel 260 to Fruita, Colorado, as that 
community’s First FM assignment. No 
responses to the proposal have been 
received. 

(b) The channel can be assigned to 
Fruita in compliance with the minimum 
distance separation requirements. 

(c) Petitioner states he will apply for 
the channel, if assigned. 

2. Community Data. —(a) Location: 
Fruita. in Mesa County, is located in the 
western part of Colorado, approximately 
35 kilometers (22 miles) northwest of 
Grand Junction. Colorado, and 322 
kilometers (200 miles) west of Denver, 
Colorado. 

(b) Population. Fruita—1,822; Mesa 
County—54,374.* * 

(c) Local Aural Broadcast Service: 
None. 

3. Economic Considerations: 

Petitioner states the prime economic 
base in Fruita is agriculture. He claims 
that the population of Fruita should 
reach 5,000 by 1985. Petitioner has 
submitted demographic and economic 
information with respect to Fruita in an 
effort to demonstrate a need for a first 
FM assignment. 

4. Preclusion Study. Preclusion would 
occur on co-channel 260 and all adjacent 
channels (257A, 258, 259, 261A. 262 and 
263). Communities located in the 
following counties may be foreclosed 
from a possible assignment of one or 
more of the affected channels if Channel 
260 is assigned to Fruita: 


Colorado 
Rio Blanco 
Garfield 
Mesa 
Montrose 
Delta 
Gunnison 
San Miguel 
Dolores 
Ouray 
Montezuma 
I .a Plata 
Sun luan 
Hinsdale 
Archuleta 


Utah 

San Juan 

Grand 

Uintah 

Garfield 

Wayne 

Emery 

San Pete 

Sevier 

|uab 

Duchesne 

Summit 

Carbon 

Wyoming 

Uinta 


Petitoner states that Channels 272A, 
276A, 280A and 292A are possible 
alternate channels that could be 
assigned to some of the precluded areas. 

5. Generally, a community as small as 
Fruita would be assigned a Class A 
channel. However, an exception is made 


1 Public Notice of the petition was given on 
February 1.1980. Report No. 1211. 

* Population figures are taken from the 1970 U.S. 
Census 


where the Class C proposal could 
provide a significant amount of first or 
second FM service to surrounding areas 
and populations. Petitoner shows in his 
Roanoke Rapids/Anamoso study that, 
operating a Class C FM station with 100 
kW power at an antenna height of 157 
meters (516 feet), a first FM service 
would be provided to 956 persons in a 
2,787 square kilometer (1,076 square 
miles) area, and a second FM service to 
117 persons in a 901 square kilometer 
(348 square miles) area. The same 
figures would apply to first and second 
nighttime aural service. It should be 
noted that these figures are based on 
reasonable facilities for all existing 
assignments rather than actual facilities 
where larger and projected 60 dBu 
contours using average terrain for 
individual radials rather than height 
above average terrain as defined in 
§ 73.310 of the Commission’s,rules. 
However, it appears that the correct 
figures would not differ substantially. 

6. Accordingly, in view of the first and 
second FM and nighttime aural services 
which can be provided, comments are 
invited on the following proposal to 
amend the FM Table of Assignments, 

§ 73.202(b) of the Commission’s rules, 
with regard to the community of Fruita, 
Colorado: 


City 

Channel No 

Present Proposed 

Fruita Colorado . 

260 



7. The Commission’s authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix below and are 
incorporated by reference herein. 

Note.—A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will he assigned. 

8. Interested parties may file 
comments on or before August 22,1980. 
and reply comments on or before 
September 11,1980. 

9. For further information concerning 
this proceeding, contact Mildred B. 
Nesterak. Broadcast Bureau, (202) 632- 
7792. However, members of the public 
should note that from the time a notice 
of proposed rule making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
•other than comments officially filed at 
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the Commission or oral presentation 
required by the Commission. 

Federal Communications Commission. 

Henry L Baumann, 

Chief \ Policy and Rules Division, Broadcast 
Bureau. 

Appendix 

|BC Docket No. 00-327; RM-35441 

1. Pursuant to authority found in Sections 
4(i), 5(d)(1), 303(g) and fir), and 307(b) of the 
Communications Act of 1934, as amended, 
and. § 0.281(b)(6) of the Commission's rules, it 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the Commission’s 
rules and regulations, as set forth in the 
Notice of Proposed Rule Making to which 
this Appendix is attached. 

2. Showings required. Comments are 
invited on the proposal(s) discussed in the 
Notice of Proposed Rule Making to which this 
Appendix is attached. Proponent(s) will be 
expected to answer whatever questions are 
presented in initial comments. The proponent 
of a proposed assignment is also expected to 
Tile comments even if it only resubmits or 
incorporates by reference its former 
pleadings. It should also restate its present 
intention to apply for the channel if it is 
assigned, and, if authorized, to build the 
station promptly. Failure to file may lead to 
denial of the request. 

3. Cut-off procedures. The following 
procedures will govern the consideration of 
filings in this proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that parties 
may comment on them in reply comments. 
They will not be considered if advanced in 
reply comments. (See $ 1.420(d) of 
Commission rules.) 

(b) With respect to petitions for rule 
making which conflict with the proposal(s) in 
this Notice, they will be considered as 
comments in the proceeding, and Public 
Notice to this effect will be given as long as 
they are filed before the date for filing initial 
comments herein. If they are filed later than 
that, they will not be considered in 
connection with the decision in this docket. 

4. Comments and reply comments; service. 
Pursuant to applicable procedures set out in 
§§ 1.415 and 1.420 of the Commission’s rules 
and regulations, interested parties may file 
comments and reply comments on or before 
the dates set forth in the Notice of Proposed 
Rule Making to which this Appendix is 
attached. All submissions by parties to this 
proceeding or persons acting on behalf of 
such parties must be made in written 
comments, reply comments, or other 
appropriate pleadings. Comments shall be 
served on the petitioner by the person filing 
the comments. Reply comments shall be 
served on the person(s) who Tiled comments 
to which the reply is directed. Such 
comments and reply comments shall be 
accompanied by a certificate of service. (See 
§ 1.420 (a), lb}, and (c) of the Commission 
rules.) 

5. Number of copies . In accordance with 
the provisions of § 1.420 of the Commission's 
rules and regulations, an original and four 
copies of all comments, reply comments, 


pleadings, briefs, or other documents shall be 
furnished the Commission. 

6. Public inspection of filings. All filings 
made in this proceeding will be available for 
examination by interested parties during 
regular business hours in the Commission’s 
Public Reference Room at its headquarters, 
1919 M Street. NW., Washington. D.C. 

[FR Doc- 80-20570 Filed 7-0-80; 8:45 am) 

BILLING CODE 6712-01-M 


47 CFR Part 73 

[BC Docket No. 80-329; RM-3447; RM- 
3553] 

FM Broadcast Stations in West Tulsa, 
Sand Springs, and Pawhuska, Okla.; 
Proposed Changes in Table of 
Assignments 

agency: Federal Communications 
Commission. 

ACTION: Notice of proposed rule making. 

summary: This action proposes to 
assign Channel 272A to either West 
Tulsa or Sand Springs, Oklahoma, in 
response to petitions filed by Westside 
Communications, Inc., and Music Sound 
Radio. Inc. Channel 285A would be 
substituted for unused Channel 272A at 
Pawhuska, Oklahoma, to accommodate 
either request. Both proposed 
assignments would represent a first 
local FM service. A question is raised, 
however, as to whether West Tulsa is a 
community for allocation purposes. 
dates: Comments must be filed on or 
before August 22.1980, and reply 
comments must be filed on or before 
September 11,1980. 

ADDRESSES: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Myra G. Kovey, Broadcast Bureau, (202) 
632-7792. 

SUPPLEMENTARY INFORMATION: 

Adopted: June 20,1980. 

Released: July 2,1980. 

In the matter of amendment of 
§ 73.202(b), Table of Assignments, FM 
Broadcast Stations. (West Tulsa, Sand 
Springs and Pawhuska. Oklahoma), BC 
Docket No. 80-329. RM-3447. RM-3553. 

1. The Commission has before it for 
consideration two mutually exclusive 
petitions for rulemaking, one seeking 
assignment of Channel 272A to West 
Tulsa, Oklahoma, the other seeking 
assignment of the same channel to Sand 
Springs, Oklahoma. 1 Both petitioners 
propose substituting Channel 285A for 
unused Channel 272A at Pawhuska, 


'The communities are only 10 kilometers (6 miles) 
apart in contrast with the 104 kilometers (65 miles) 
separation required for co-channel Class A 
assignments. 


Oklahoma, to accommodate their 
request 

2. RM-3447. West Tulsa, Oklahoma. 
Westside Communications, Inc., 
("Westside"), has requested the 
assignment of Channel 272A to West 
Tulsa. Oklahoma. 2 This community, 
according to petitioner, is divided by the 
Arkansas River from the rest of the city 
of Tulsa and contains approximately 
35,490 persons. West Tulsa's residents 
are basically working class people, 
Westside maintains, with needs and 
interests separate from those of the 
remaining metropolitan area. No AM or 
FM station is currently assigned to West 
Tulsa; the city of Tulsa as a whole is 
served by five fulltime AM stations, one 
daytime-only AM station and six FM 
stations. 

3. The information before U9. while 
sketchy, suggests that West Tulsa is not 
a community for allocation purposes. 
Thus, Westside itself describes West 
Tulsa as a "portion" of Tulsa, located 
within the boundaries of the city and 
participating in its government and 
services. Rather than deny the petition 
at this early stage, we will afford 
Westside the opportunity of providing 
otherwise, i.e. that West Tulsa is an 
independent entity and not simply an 
urban neighborhood. Westside in its 
comments, we note, faces a situation 
somewhat different from the usual one, 
where an incorporated area outside of 
any city limits seeks its own FM 
assignment. It seems to us, however, 
that the applicable indicia of community 
status, including the existence of 
community or civic organizations, local 
newspapers, shopping centers, post 
offices, utility services and schools, are 
the same in both instances. See e.g. 
North Naples and Immokalee, Florida, 

42 FR 63887 (1977). Westside should, in 
this regard, focus its showing not so 
much upon the existence of the above 
indicia, all of which presumably exists 
in Tulsa, as upon the extent to which 
they can be characterized as unique to 
West Tulsa. 

4. RM-3553. Sand Springs, Oklahoma. 
Music Sound Radio, Inc. ("Music 
Sound"), has requested assignment of 
Channel 272A to Sand Springs. 
Oklahoma, 3 which is located a few miles 
west of Tulsa. A city of 11,519 (1970 U.S. 
Census) in a county, Tulsa County, of 
401,663 (1970 U.S. Census), Sand Springs 
has one fulltime AM station and no FM 
allocation. 

5. Preclusion. Neither proposed 
assignment of Channel 272A would 


* Public Notice of the petition was given on 
August 17.1979, Report No. 1188. 

* Public Notice of the petition was given on 
February 1.1980, Report No. 1211. 
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cause preclusion to a community with a 
population exceeding 1,000. Assignment 
of Channel 285A to Pawhuska would 
cause preclusion to two communities 
with populations exceeding 1,000— 
Neodesha and Sedan, Kansas—neither 
of which has an AM or FM assignment 4 
The existence of alternative channel 
assignments, if any. for these two 
communities should be demonstrated. 

6. Since West Tulsa and Sand Springs 
are within 16 kilometers (10 miles) of 
each other and neither place has an FM 
assignment at present, should we find 
West Tulsa a community for allocation 
purposes, the 10-mile rule in § 73.203(b) 
of the Commission’s rules could be 
utilized to permit application at either 
city regardless of the place of 
assignment 

7. In view of the foregoing, the 
Commission proposes the following 
alternative amendments in the FM Table 
of Assignments, Section 73.202(13) of the 
Commission’s rules: 


City 

Channel Na 

Present 

Proposed 

Pawhuska. Okla. 

, . ?7?A 

285A 

Tulsa nitifl 


272A 


Or 

Pawhuska, Okla. 

272A 

285A 

Sand Springs, Okla.. 


272A 





8. Authority to institute rule making 
proceedings, showing required, cut-off 
procedures, and filing requirements are 
contained in the attached Appendix 
below and are incorporated by reference 
herein. 

Note.—A showing of continuing 
interest is required by paragraph 2 of the 
Appendix before a channel will be 
assigned. 

9. Interested parties may file 
comments on or before August 22, 1980, 
and reply comments on or before 
September 11,1980. 

10. For further information concerning 
this proceeding, contact Myra G. Kovey, 
Broadcast Bureau, (202) 632-7792. 
However, members of the public should 
note that from the time a notice of 
proposed rule making is issued until it is 
no longer subject to Commission 
consideration or court review, all ex 
parte contacts are prohibited in 
Commission proceedings, such as this 
one. which involve channel assignments. 


4 These calculations assume a Channel 272A 
transmitter located approximately 7.4 kilometers 
(4.6 miles) north of Sand Springs, a point which is 
also approximately 12.5 kilometers (7.8 miles) 
northwest of West Tulsa. The Channel 285A 
transmitter is assumed to be approximately 8.7 
kilometers (5.4 miles) northwest of Pawhuska. 
These sitings are required to avoid short-spacing. 


An ex parte contact is a message 
(spoken or written) concerning the 
merits of a pending rule making other 
than comments officially filed at the 
Commission or oral presentation 
required by the Commission. 

Federal Communications Commission. 

Henry L. Baumann, 

Chief, Policy and Rules Division. Broadcast 
Bureau . 

Appendix 

(BC Docket No. 80-329; RM-3447, RM-3553J 

1. Pursuant to authority found in Sections 
4(i), 5(d)(1). 303(g) and (r), and 307(b) of the 
Communications Act of 1934, as amended, 
and § 0.281(b)(6) of the Commission’s rules, it 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the Commission’s 
rules and regulations, as set forth in the 
Notice of Proposed Rule Making to which 
this Appendix is attached. 

Z Showings required. Comments are 
invited on the proposal(s) discussed in the 
Notice of Proposed Rule Making to which this 
Appendix is attached. Proponent(s) will be 
expected to answer whatever questions are 
presented in initial comments. The proponent 
of a proposed assignment is also expected to 
file comments even if it only resubmits or 
incorporates by reference its former 
pleadings. It should also restate its present 
intention to apply for the channel if it is 
assigned, and, if authorized, to build the 
station promptly. Failure to file may lead to 
denial of the request 

3. Cut-off procedures. The following 
procedures will govern the consideration of 
filings in this proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in intitial comments, so that parties 
may comment on them in reply comments. 
They will not be considered if advanced in 
reply comments. (See 5 1.420(d) of 
Commission rules.) 

(b) With respect to petitions for rule 
making which conflict with the proposal(s) in 
this Notice, they will be considered as 
comments in the proceeding, and Public 
Notice to this effect will be given as long as 
they are filed before the date for filing initial 
comments herein. If they are filed later than 
that, they will not be considered in 
connection with the decision in this docket. 

4. Comments and reply comments; service. 
Pursuant to applicable procedures set out in 
§§ 1.415 and 1.420 of the Commission’s rules 
and regulations, interested parties may file 
comments and reply comments on or before 
the dates set forth in the Notice of Proposed 
Rule Making to which this Appendix is 
attached. All submissions by parties to this 
proceeding or persons acting on behalf of 
such parties must be made in written 
comments, reply comments, or other 
appropriate pleadings. Comments shall be 
served on the petitioner by the person filing 
the comments. Reply comments shall be 
served on the persons(s) who filed comments 
to which the reply is directed. Such 
comments and reply comments shall be 
accompanied by a certificate of service. (See 
§ 1.420(a), (b) and (c) of the Commission 
rules.) 


5. Number of copies. In accordance with 
the provisions of $ 1.420 of the Commission’s 
rules and regulations, an original arid four 
copies of all comments, reply comments, 
pleadings, briefs, or other documents shall be 
furnished the Commission. 

8. Public inspection of filings. All filings 
made in this proceeding will be available for 
examination by Interested parties during 
regular business hours in the Commission '9 
Public Reference Room at its headquarters, 
1919 M Street, NW. Washington, D.C. 

JFR Doc 60-20567 Tiled 7-0^80.6:45 am] 

BILLING CODE 6712-01-41 


47 CFR Part 73 

(BC Docket No. 80-336; RM-3551] 

FM Broadcast Stations in Wichita and 
Winfield, Kans.; Proposed Changes in 
Table of Assignments 

agency; Federal Communications 

Commission. 

action: Notice of Proposed Rule Making 
and Order to Show Cause. 

summary: Action taken herein proposes 
the assignment of a Class C FM 
channnel to Wichita, Kansas, and the 
substitution of one Class A channel for 
another in Winfield, Kansas, in response 
to a petition filed by Stereo 105, Inc. The 
proposed channel could provide Wichita 
with a sixth FM assignment 
dates: Comments must be filed on or 
before August 25,1980, and reply 
comments must be filed on or before 
September 15.1980. 
address: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Montrose H. Tyree, Broadcast Bureau, 
(202) 632-9660. 

SUPPLEMENTARY INFORMATION: 

In the matter of amendment of 
§ 73.202(b), Table of Assignments, FM 
Broadcast Stations, (Wichita and 
Winfield, Kansas), BC Docket No. 80- 
336 RM-3551. Notice of proposed 
rulemaking and order to show cause. 

Adopted: June 25,1980. 

Released: July 3,1980. 

By the Chief. Policy and Rules 
Division: 

1. The Commission herein considers a 
petition for rule making 1 filed by Stereo 
105, Inc., which seeks the assignment of 
Class C Channel 287 to Wichita, Kansas, 
as that community’s sixth FM 
assignment and the substitution of 
Channel 232A for Channel 288A at 
Winfield, Kansas. 1 


' Public Notice of the petition was given on 
February 1, 198a Report No. 1211. 

*The Channel 288A transmitter for Station fCWKS 
is located In Winfield, Kansas, approximately 73 

Footnotes continued on next page 
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2. Wichita (pop. 276,554) 3 seat of 
Sedgwick County (pop. 350,694), is 
located approximately 200 kilometers 
(125 miles), southwest of Topeka, 

Kansas. Wichita is served locally by FM 
Stations KICT, KBRA, KFDI-FM, KEYN- 
FM AND KARD; fulltime AM Stations 
KAKE, KEYN, KFDI, KFH and KLEO; 
and daytime-only AM Station KSGL. 

3. Petitioner states that Wichita, the 
largest city in Kansas is experiencing 
rapid and substantial growth. Petitioner 
also states that the main and most 
important industries in the Wichita area 
are manufacturing, which includes 
products associated with aircraft, 
camping and recreational equipment; 
agriculture; meat processing and petro¬ 
chemicals. Petitioner has submitted 
economic and demographic information 
with respect to Wichita, which 
demonstrates the need for an additional 
FM assignment, 

4. Preclusion Studies: (1) Preclusion 
study for Channel 287 in Wichita, 
Kansas, was done taking into account 
the Channel 288A assignment to • 
Winfield to determine the new areas of 
impact. The transmitter must be located 
at least 5 kilometers (2 miles) west of 
Wichita, due to spacing requirements. 
Petitioner proposes to locate its 
transmitter 17 kilometers (10.5 miles) 
west-northwest of Wichita. Preclusion 
will occur on Channels 285A, 286, 287, 
and 288A in all or parts of the following 
thirty-six counties: Kansas: McPherson, 
Ellis, Russell. Rush, Rice. Pawnee, Reno, 
Lane, Dickinson, Chase, Harvey, Trego, 
Ness, Barton, Hodgeman, Stafford. Ford. 
Riley. Morris. Barber, Edwards, Clark, 
Comanche, Kiowa, Pratt, Kingman. 

Gove. Geary, Marion and Harper; 
Oklahoma : Woods, Kay, Grant. Galfield, 
Alfalfa and Noble. (2) Preclusion study 
for Channel 232A in Winfield. Kansas, 
was done with the assumption that the 
transmitter was located in the center of 
the city. The assignment of Channel 
232A to Winfield will cause co-channel 
preclusion in all or parts of the following 
nine counties: Kansas: Elk. Kingman, 
Sumner, Harper. Cowley, Reno, Butler 
and Sedgwick; Oklahoma : Kay. 
Petitioner should note whether alternate 
channels are available in the precluded 
areas. 

5. The channel of operation for Station 
KWKS is affected by the proposed 
assignment, therefore KWKS must be 


Footnotes continued from last page 
kilometers (46 miles) from the proposed site of the 
Channel 287 transmitter. The rules require a 
separation of 168 kilometers (105 miles) between a 
Class C operation and a first adjacent Channel A 
assignment. Therefore, it is necessary to propose a 
substitute assignment for Station KWKS. 

* Population figures are taken from the 1970 U.S. 
Census. 


given an opportunity to indicate whether 
it consents to or is opposed to the 
proposed change of its channel 
assignment and an attached Order to 
Show Cause is issued for that purpose. 

6. In view of the fact that the proposed 
channel could provide for a sixth 
commercial FM station to Wichita, we 
find it is in the public interest to solicit 
comments on the following proposal for 
the listed communities: 


City 

Channel No. 

Present 

Proposed 

Wichita, Kansas ... 

. 236. 250, 267, 279. 



297 

236. 250. 267, 279. 

287, 297 

Winfield, Kansas 

288A 

232A 


7. IT IS ORDERED, That pursuant to 
Section 316(a) of the Communications 
Act of 1934, as amended, Hawks 
Communications, Inc., the permittee of 
Station KWKS. Winfield, Kansas, 

SHALL SHOW CAUSE why its permit 
should not be modified to specify 
operation on Channel 232A if the 
Commission determines that the public 
interest would best be served by 
adopting the proposed assignment. 

8. Pursuant to section 1.87 of the 
Comnmission’s Rules and Regualtions, 
Station KWKS may. not later than 
August 25,1980, request that a hearing 
be held on the proposed modification. 
Pursuant to Section 1.87(f), if the right to 
request a hearing is waived, Station 
KWKS, may. not later than August 25, 
1980, file a written statement showing 
with particularity why its permit should 
not be modified as proposed in this 
Order to Show Cause. In this case, the 
Commission may call on Station KWKS 
to furnish additional information, 
designate the matter for hearing, or 
issue, without further proceedings, an 
Order modifying the permit as provided 
in the Order to Show Cause. If the right 
to request a hearing is waived and no 
written statement is filed by the date 
referred Jo above, Station KWKS will be 
deemed to consent to modification as 
proposed in the Order to Show Cause 
and the a final Order will be issued by 
the Commission, if the channel changes 
mentioned above are found to be in the 
public interest. 

9. The Commission’s authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix and are 
incorporated by reference herein. 

10. Interested parties may file 
comments on or before August 25,1980, 
and reply comments on or before 
September 15,1980. 

11. IT IS FURTHER ORDERED. That 
the Secretary of the Commission SHALL 


SEND a copy of this Order BY 
CERTIFIED MAIL RETURN RECEIPT 
REQUESTED, to Hawk 
Communicaitons, Inc., 2509 Fekten 
Drive, Hays, Kansas 67601. the party to 
whom the Order to Show Cause is 
directed. 

12. For further information concerning 
this proceeding, contact Montrose H. 
Tyree. Broadcast Bureau, (202) 632-7792. 
However, members of the public should 
note that from the time a notice of 
proposed rule making is issued until the 
matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presentation 
required by the Commission. 

Federal Communications Commission. 

Henry L. Baumann. 

Chief. Policy and Rules Division, Broadcast 
Bureau . 

Appendix 

1. Pursuant to authority found in 
Sections 4(i), 5(d)(1), 303(g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and Section 
0.281(b)(6) of the Commission’s Rules. IT 
IS PROPOSED TO AMEND the FM 
Table of Assignments, Section 73.202(b) 
of the Commission’s Rules and 
Regulations, as set forth in the Notice of 
Proposed Rule Making to which this 
Appendix is attached. 

2. Showings required. Comments are 
invited on the proposal(s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix i9 attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 
pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and, if 
authorized, to build the station 
promptly. Failure to file may lead to 
denial of the request 

3. Cut-off procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 
§ 1.420(d) of Commission Rules.) 
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(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, they will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket 

4. Comments and reply comments; 
service . Pursuant to applicable 
procedures set out in Sections 1.415 and 
1.420 of the Commission’s Rules and 
Regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
Appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on the person(s) who filed 
comments to which the reply is directed. 
Such comments and reply comments 
shall be accompanied by a certificate of 
service. (See § 1.420(a), (b) and (c) of the 
Commission Rules.) 

5. Number of copies. In accordance 
with the provisions of Section 1.420 of 
the Commission’s Rules and 
Regulations, an original and four copies 
of all comments, reply comments, 
pleadings, briefs, or other documents 
shall be furnished the Commission. 

6. Public inspection of filings. All 
filings made in this proceeding will be 
available for examination by interesed 
parties during regular business hours in 
the Commission's Public Reference 
Room at its headquarters, 1919 M Street, 
N.W., Washington, D.C. 

|FH Doc. 80-20565 Filed 7-3-80: B45 am) 

BILLING CODE 6712-Ot-M 


47 CFR Part 73 

IBC Docket No. 80-328; RM-3546] 

FM Broadcast Station in Bemidji, Minn.; 
Proposed Changes in Table of 
Assignments 

agency: Federal Communications 
Commission. 

action: Notice of Proposed Rule 
Making. 

summary: Action taken herein proposes 
the assignment of a Class C FM channel, 
as a second Class C assignment, to 


Bemidji, Minnesota, in response to a 
petition filed by Bemidji Radio. Inc. The 
Class C channel could provide for a 
station which could render substantial 
second service to the surrounding area. 
dates: Comments must be filed on or 
before August 22,1980. and reply 
comments must be filed on or before 
September 11,1980. 
addresses: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
Mildred B. Nesterak, Broadcast Bureau, 
(202) 632-7792. 

SUPPLEMENTARY INFORMATION: 

In the matter of amendment of 
§ 73.202(b), Table of Assignments, FM 
Broadcast Stations (Bemidji, 

Minnesota), BC Docket No. 80-328. RM- 
3546. 

Adopted: June 20,1980. 

Released: July 2,1980. 

1. Petitioner \ Proposal, Comments, (a) 
A petition for rule making 1 was filed by 
Bemidji Radio, Inc. ("petitioner") 
licensee of AM Station KKBJ. Bemidji, 
Minnesota, proposing the assignment of 
Class C Channel 275 to Bemidji as that 
community’9 second FM assignment 

(b) The channel can be assigned in 
conformity with the minimum distance 
separation requirements. 

(c) Petitioner states that, if the 
channel is assigned, it will apply for its 
use. 

2. Community Data— (a) Location . 
Bemidji, seat of Beltrami County, is 
located approximately 225 kilometers 
(140 miles) northwest of Duluth, 
Minnesota. 

(b) Population. Bemidji*-ll,490; 2 
Beltrami County—26,373. 

(c) Local Aural Broadcast Service . 
Bemidji is served locally by two fulltime 
AM stations (KBUN and KKBJ), FM 
Station KBHP (Channel 266) and non- 
commerical educational Station KBSB 
(Channel 209A). 

3. Economic Considerations . 

Petitioner states that Bemidji is the 
area's population center. It claims that 
the 1975 estimated population was 
12.335, and all current projections point 
to steady growth through the year 2000. 
Petitioner asserts that a second FM 
assignment in Bemidji would provide a 
diverse FM broadcast service to serve 
local interests. Petitioner has submitted 
demographic and economic data in 
order to show a need for a second FM 
assignment. 


' Public Notice of the petition was given on 
February 1, 1980. Report No. 1211. 

2 Population figures are taken from the 1970 U.S. 
Census. 


4. Preclusion Study and Coverage: 
Preclusion would occur on Channels 
272A 273, 274, 275, 276A, and 278. 
Channel 277 is already precluded by 
existing assignments. Communities 
located in the following counties may be 
foreclosed from a possible assignment 
on one or more of the affected channels 
if Channel 275 is assigned to Bemidji: 

Minnesota 

Lake, St. Louis. Koochiching. Itasca. Cass. 

Lake of the Woods. Beltrami. Hubbard. 

Wadena, Clearwater, Becker. Otter Tail. 

Mahnomen. Norman, Polk, Red Lake, 

Pennington, Marshall. Roseau, and Kittson. 

North Dakota 

Pembina, Walsh. Nelson. Grand Forks. 

Griggs, Steele. Traill Barnes. Cass, La 

Moure. Ransom. Dickey, and Sargent. 

South Dakota 
Marshall and Roberts. 

Petitioner states that Channels 228A and 
252A are possible alternate channels for 
assignment to some of the precluded areas. 

5. In a Roanoke Ropids/Anamosa 
study, petitioner shows that the 
proposed Class C channel operating 
with 100 kW power at an antenna height 
of 152 meters (500 feet) HAAT. would 
provide first FM and nighttime aural 
services to 3.586 persons in a 1,153 
square kilometer (445 square miles) 
area, a second FM service to 33.001 
persons in a 5.439 square kilometer 
(2,100 squre miles) area, and a second 
nighttime aural service to 18,500 persons 
in a 5,211 square kilometer (2.012 square 
miles) area. However, it should be noted 
that the amount of first FM and 
nighttime aural service is dependent 
upon the proposed station’s transmitter 
being located north of existing Station 
KBHP’s transmitter site. If the new 
transmitter site is located in the same 
vicinity as Station KBHP, only second 
FM and nighttime service would be 
provided. 

6. Sine Bemidji is located within 402 
kilometers (250 miles) of the U.S.- 
Canada border, the proposed 
assignment of Channel 275 to Bemidji, 
Minnesota, requires coordination with 
the Canadian Government before it can 
be assigned. 

7. In view of the fact that the proposed 
assigment would provide second FM 
and nighttime and possibly some first 
aural services to substantial areas and 
populations, we believe that 
consideration of the proposal is 
warranted. Accordingly, the 
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Commission proposes to amend the FM 
Table of Assignments. § 73.202(b) of the 
Commission’s rules, with respect to the 
city listed below, as follows: 


C*y 

Channel No 

Presem Proposed 

Mmfwcnts 

9R& Pfifi 97* 



8. The Commission’s authority to 
institute rule making proceedings, 
showings required, cut-off procedures, 
and filing requirements are contained in 
the attached Appendix below and are 
incorporated by reference herein. 

Note. —A showing of continuing interest is 
required by paragraph 2 of the Appendix 
before a channel will be assigned. 

9. Interested parties may File 
comments on or before August 22,1980. 
and reply comments on or before 
September 11,1980. 

10. For further information concerning 
this proceeding, contact Mildred B. 
Nesterak, Broadcast Bureau, (202) 632- 
7792. However, members of the public 
should note that from the time a notice 
of proposed rule making is issued until 
the matter is no longer subject to 
Commission consideration or court 
review, all ex parte contacts are 
prohibited in Commission proceedings, 
such as this one, which involve channel 
assignments. An ex parte contact is a 
message (spoken or written) concerning 
the merits of a pending rule making 
other than comments officially filed at 
the Commission or oral presenatation 
required by the Commission. 

Federal Communications Commission. 

Henry L. Baumann, 

Chief. Policy and Rules Divsion. Broadcast 
Bureau. 

Appendix 

1. Pursuant to authority found in 
Sections 4(i), 5(d)(1), 303(g) and (r), and 
307(b) of the Communications Act of 
1934, as amended, and Section 
0.281(b)(6) of the Commission's rules, it 
is proposed to amend the FM Table of 
Assignments, § 73.202(b) of the 
Commission’s rules and regulations, as 
set forth in the Notice of Proposed Rule 
Making to which this appendix is 
attached. 

2. Showings required. Comments are 
invited on the proposal(s) discussed in 
the Notice of Proposed Rule Making to 
which this Appendix is attached. 
Proponent(s) will be expected to answer 
whatever questions are presented in 
initial comments. The proponent of a 
proposed assignment is also expected to 
file comments even if it only resubmits 
or incorporates by reference its former 


pleadings. It should also restate its 
present intention to apply for the 
channel if it is assigned, and. if 
authorized, to build the station 
promptly. Failure to file may lead to 
denial of the request. 

3. Cut-off procedures. The following 
procedures will govern the 
consideration of filings in this 
proceeding. 

(a) Counterproposals advanced in this 
proceeding itself will be considered, if 
advanced in initial comments, so that 
parties may comment on them in reply 
comments. They will not be considered 
if advanced in reply comments. (See 

§ 1.420(d) of Commission rules.) 

(b) With respect to petitions for rule 
making which conflict with the 
proposal(s) in this Notice, t^ey will be 
considered as comments in the 
proceeding, and Public Notice to this 
effect will be given as long as they are 
filed before the date for filing initial 
comments herein. If they are filed later 
than that, they will not be considered in 
connection with the decision in this 
docket. 

4. Comments and reply comments; 
service. Pursuant to applicable 
procedures set out in § § 1.415 and 1.420 
of the Commission's rules and 
regulations, interested parties may file 
comments and reply comments on or 
before the dates set forth in the Notice 
of Proposed Rule Making to which this 
appendix is attached. All submissions 
by parties to this proceeding or persons 
acting on behalf of such parties must be 
made in written-comments, reply 
comments, or other appropriate 
pleadings. Comments shall be served on 
the petitioner by the person filing the 
comments. Reply comments shall be 
served on person(s) who filed comments 
to which the reply is directed. Such 
comments and reply comments shall be 
accompanied by a certificate of service. 
(See § 1.420(a), (b) and (c) of the 
Commission rules.) 

5. Number of copies. In accordance 
with the provisions of § 1.420 of the 
Commission's rules and regulations, an 
original and four copies of all comments, 
reply comments, pleadings, briefs, or 
other documents shall be furnished the 
Commission. 

6. Public inspection of filings. All 
filings made in this proceeding will be 
available for examination by interested 
parties during regular business hours in 
the Commission’s Public Reference 
Room at its headquarters, 1919 M Street, 
NW, Washington, D.C. 

[FR Doc. 80-20586 Filed 7-0-00: 8 45 am| 

BILLING CODE 6712-01-M 


47CFR Part 81 

(PR Docket No. 80-144; SS Docket No. 78- 
145! 

Deleting Provisions That Limit the 
Entry of New Stations Into the VHF 
Public Coast Station Market and 
Requiring Applicants for Public Coast 
Stations To Meet Certain Financial 
Qualifications; Order Extending Time 
for Filing Comments and Reply 
Comments 

agency: Federal Communications 

Commission. 

action: Order. 

summary: This document extends the 
time for filing comments in this 
proceeding from June 30,1980 to July 15. 
1980. and reply comments from July 30, 
1980 to August 15.1980. The original 
deadline for filing comments was 
published on April 30,1980, 45 FR 28781. 
The extension of time is granted at the 
request of the Marine Telephone 
Operators Association who needed 
more time for the preparation, execution 
and transmittal of member affidavits to 
accompany its comments. 
dates: Comments must be received on 
or before July 15,1980 and Reply 
Comments must be received on or 
before August 15.1980. 
addresses: Federal Communications 
Commission, Washington, D.C. 20554. 
FOR FURTHER INFORMATION CONTACT: 
John C. K. Hays, Private Radio Bureau 
(202) 632-7175 

SUPPLEMENTARY INFORMATION: 

Order 

Adopted: June 26.1980. 

Released: July 2,1980. 

In the matter of Amendment of the 
Commission rules to delete those 
provisions that limit the entry of new 
stations into the VHF public coast 
station market. Amendment of Part 81 of 
the Commission’s rules to require 
applicants for public coast stations to 
meet certain financial qualifications. 

(See 45 FR 28781). 

1. The Marine Telephone Operators 
Association (MTOA). pursuant to 
Sections 0.331 and 1.46 of the 
Commission’s rules, has requested the 
Chief, Private Radio Bureau to extend 
the time in this proceeding for filing 
comments from June 30,1980, to July 15, 
1980, and reply comments from July 30. 
1980 to August 15,1980. 

2. The MTOA states that substantial 
progress has been made toward the 
preparation of comments; however, the 
preparation, execution and transmittal 
of accompanying affidavits from some of 
its members cannot be completed before 
June 30,1980, and additional time is 
needed. In addition, MTOA states that 
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some additional time is necessary for 
the industry to become more fully 
informed of the Commission’s proposed 
rulemaking and its ramifications and to 
prepare comments, so that a truly broad- 
based response may be received and 
considered by the Commission. 

3. We find that the public interest will 
be served by the extension of time for 
filing comments and reply comments as 
requested by MTOA. Accordingly, the 
Motion For Extension of Time filed by 
MTOA is GRANTED, and the date for 
filing comments and reply comments are 
extended to July 15,1980 and August 15. 
1980 respectively. 

Federal Communications Commission. 

H. Walker Feasler, III, 

Acting Chief. Private Radio Bureau. 

|FR Doc. 80-20568 Filed 7-0-80. 8:45 om| 

BILLING CODE 6712-01-M 


INTERSTATE COMMERCE 
COMMISSION 

49 CFR Ch. X 

I Ex Parte No. MC-64 (Sub-No. 2A] 

Special Temporary Authority 
Procedures 

agency: Interstate Commerce 
Commission. 

action: Extension of time for filing 
public comments in proposed 
rulemaking. 

summary: The Commission, in Ex Parte 
No. MC-64 (Sub-No. 2A). proposes to 
add categories of factual situations to be 
handled by the special temporary 
authority procedures adopted in Ex 
Parte No. MC-64 (Sub-No. 2), General 
Temporary Order No. 22. The notice of 
proposed rules was published on June 5, 
1980, at 45 FR 37912 1 and the parties 
were given 30 days from that date in 
which to file comments. However, Ex 
Parte No. MC-64 (Sub-No. 2), which 
contains the procedures, was not 
published until June 16, at 45 FR 40680. 1 
Accordingly, the time for filing 
comments in this proceeding is extended 
until August 11,1980. 
dates: Written comments should be 
filed with the Commission on or before 
August 11,1980. 

addresses: Send an original and, if 
possible, 15 copies of comments to: Ex 
Parte No. MC-64 (Sub-No. 2A), Room 
5416, Office of Proceedings, Interstate 
Commerce Commission, Washington, 

DC 20423. 


'These documents should have appeared in the 
Proposed Rules*' section of the Federal Register. 


FOR FURTHER INFORMATION CONTACT: 

Jane Alspaugh (202) 275-4561 or Donald 
J. Shaw, Jr. (202) 275-7292. 

By the Commission. Robert C. Gresham. 
Acting Chairman. 

Dated: July 3,1980. 

Agatha L. Mergenovich, 

Secretary. 

(FR Doc. 80-20591 Filed 7-9-80:8:45 am| 

BILLING CODE 7035-01-M 


DEPARTMENT OF TRANSPORTATION 

National Highway Traffic Safety 
Administration 

49 CFR Parts 531, 533, 537, 571, 575, 
and 581 

Evaluation of Federal Motor Vehicle 
Safety and Fuel Economy Standards 

agency: National Highway Traffic 
Safety Administration (NHTSA) 
Department of Transportation. 
action: Review of regulations under 
Executive Order 12044; announcement 
of NHTSA Evaluation projects and 
request for comments. 

summary: This notice announces 
evaluations of existing Federal Motor 
Vehicle Safety and Fuel Economy 
Standards, both underway or planned to 
begin in FY 1980 and FY 1981. On March 
23,1978, the President issued Executive 
Order 12044, titled “Improving 
Government Regulation’ 1 which called 
for a government-wide analysis of 
proposed major regulations and review 
of existing regulations. 

The purpose of this notice is to solicit 
public views on the evaluations 
underway and planned (through FY 
1981). Specifically, the Agency would 
welcome comments on which 
regulations should receive priority 
consideration for evaluation, and 
suggestions on assistance in providing 
data and information to aid in 
effectiveness evaluations. 
address: All comments should refer to 
docket number and notice number and 
be submitted to: Docket Section, Room 
5108, Nassif Building, 400 Seventh 
Street, S.W., Washington, D.C. 20590. 
date: Closing date for comments on 
NHTSA evaluation program: October 8, 
1980. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Frank G. Ephraim, Director, Office 
of Program Evaluation, Room 5212, 
National Highway Traffic Safety 
Administration, 400 Seventh Street, 

S.W., Washington, D.C., 20590 (202) 426- 
1574. 

SUPPLEMENTAL INFORMATION! Since the 
establishment of the National Highway 
Traffic Safety Administration in 1970, 


and the creation of an Office of Program 
Evaluation, the Agency has been 
committed to evaluating the actual 
effectiveness of its programs. The early ✓ 
efforts were concentrated in Traffic 
Safety, particularly alcohol safety 
action, and selective traffic enforcement. 
The first major assessment of our State 
grant program (section 402) was 
completed in 1973, it was followed by an 
estimate of national highway safety 
progress in 1975. 

The regulatory program for motor 
vehicle safety, one of the Agency’s most 
important efforts, has been the subject 
of extensive reviews. By 1973 our 
evaluation capability was sufficiently 
established to direct our resources 
toward evaluating the actual benefits 
and costs of motor vehicle safety 
standards. 

The evaluation program is an integral 
part of the rulemaking process and 
provides analyses which are a basis for 
revising existing Motor Vehicle Safety 
and Fuel Economy Standards. The 
results of evaluations also help guide 
agency planning for new regulations. In 
selecting regulations for evaluation, and 
the priority for evaluation, the criteria 
used include: Public interest, continuing 
need, level of anticipated benefits, type 
and number of complaints and 
suggestions received, burdens imposed 
on those affected, and cost. Fifteen 
standard evaluations are currently 
underway and several more are 
scheduled to start later this year or early 
in 1981. 

Plans to evaluate the actual 
effectiveness of existing standards 
began in 1974. These were followed by 
the development of evaluation 
methodologies for Federal Motor 
Vehicle Safety Standards (FMVSS) 214 
(Side Door Strength), 215 (Exterior 
Impact Protection), 301 (Fuel System 
Integrity) and 208 (Occupant Protection). 
The methodologies were published in 
May 1977 (DOT HS-602-346 and DOT 
HS-802-340). 

-Executive Order (E.O.) 12044 sets 
forth a policy that regulations be as 
simple and clear as possible, achieve 
legislative goals effectively and 
efficiently, and shall not impose 
unnecessary burdens on the economy, 
on individuals, on public or private 
organizations, or on State and local 
governments. Agencies are to 
periodically review their existing 
regulations to determine whether the 
policy goals of E.O. 12044 are being 
achieved. 

To help implement the Executive 
Order, the Department of Transportation 
publishes a Semiannual Regulations 
Agenda and Review List. The latter 
names the regulations scheduled for 
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review, the reason for selection, officials 
to contact for information and target 
dates for completion. Each evaluation 
has as its objective the determination of 
the actual effectiveness of a Federal 
Motor Vehicle Safety or Fuel Economy 
Standard. The analyses cover both 
actual benefits and costs, based on a 
variety of sources, each reflecting the 
"on-the-road" experience of vehicles in 
compliance with standards. 

It should be pointed out that a 
statistically significant evaluation 
requires there be sufficient data on 
accidents or other measurable factors 
for vehicle model fleets both before and 
after the adoption of a standard. To 
achieve this degree of accuracy takes 
time—the accumulation of a sufficient 
accident case file involving model year 
vehicles incorporating a standard. The 
first evaluation completed under the 
program wa9 for FMVSS 214 (Side Door 
Strength). It was published in September 
1979 (DOT HS-804-858), at which time a 
notice was placed in the Federal 
Register requesting comments (49 CFR 
Part 571, Docket No. 2-6, Notice 9, 
August 30,1979). In October 1979 a plan 
for the evaluation of FMVSS 208 
(Occupant Crash Protection) was 
completed and notices were published 
in the Federal Register (49 CFR Part 571, 
Docket No. 74-14; Notices 15 and 16, 
October 22, and November 29,1979, 
respectively) requesting comments and 
establishing a closing date (February 29, 
1980) for comments. 

Existing motor vehicle safety and fuel 
economy standards are listed in the 
appendix. It is to this list that the 
criteria are applied for selecting 
standards for evaluation. One question 
that might be considered by commenters 
is the relative importance of each 
criterion. Another is our method for 
setting priorities for evaluations on the 
basis of one or more criteria. For 
instance, safety standards for crash 
avoidance may require unique 
evaluation methods and data from other 
than accident case files. Comments and 
suggestions on these and any other % 
aspect of the Agency’s evaluation 
program are welcomed. 

Schedule of NHTSA Evaluation 
Projects: The projects are listed in the 
order of their numerical Federal Motor 
Vehicle Safety Standard (FMVSS) 
designation and as such do not reflect a 
priority ranking. All indicated 
completion targets are contingent upon 
anticipated availability of data, meeting 
support contract procurement schedules 
and expected time frames for analysis, 
report preparation and review. 


Evaluation Projects Underway as of 
June 1,1980 

Completion Targets 

Fall 1981: Hydraulic Brakes for 
Passenger Cars, (49 CFR 571.105). The 
objective is to determine the degree 
brake failures were reduced and 
accidents were avoided. Current 
approach involves brake performance 
test on vehicles-in-use, possibly 
followed by an analysis of accident 
frequency data. 

Fall 1980: Side Marker Lamps for 
Passenger Cars, (49 CFR 571.108). The 
approach is to analyze changes in the 
frequency of nighttime angular 
collisions. 

Spring 1981: Head Restraints for 
Passenger Cars (49 CFR 571.202). The 
objective is to determine to what degree 
the severity of head and neck injuries 
have changed as a result of the 
standard. Accident and injury data from 
collisions where cars were struck in the 
rear will be analyzed. 

Fall 1980: Energy Absorbing Steering 
Column for Passenger Car9 (49 CFR 
571.203) and Steering Control Rearward 
Displacement for Passenger Cars (49 
CFR 571.204). The effect of the standards 
on injuries caused by contact with the 
steering control systems will be 
analyzed. 

Fall 1981: Windshield Glazing 
Materials (49 CFR 571.205). The purpose 
of the standard is to reduce the 
likelihood of lacerations to the face and 
to minimize the possibility of occupants 
penetrating the windshield. The 
evaluation approach is to detect changes 
in rate and severity of injuries from 
windshield contact 

Summer 1981: Seat Back Locks for 
Passenger Cars (49 CFR 571.207). Seat 
back locks were installed in 2 door cars 
in response to this standard. Their 
purpose is to prevent the seat from 
pushing the front-seat occupants 
forward in frontal crashes. The Agency 
will examine the changes in injury 
frequency and severity in 2 door cars 
relative to 4 door cars (which were not 
affected by this requirement). 

Plan Update. Fall 1980; First Report; 
Early 1981: Automatic Restraints (49 
CFR 571.208). An initial evaluation plan 
for the period 1980-1986 was completed 
in October 1979 (DOT-HS-805-066) and 
published for comment (49 CFR Part 571, 
Docket No. 74-14; Notices 15 and 16). A 
revision, based on those comments and 
other factors, will be prepared. 
Evaluation work on systems currently in 
use has begun. 

Fall 1981: Windshield Mounting for 
Passenger Cars (49 CFR 571.212). The 
purpose of the standard is to keep 
vehicle occupants within the passenger 


compartment during a crash. The 
evaluation approach is to detect changes 
in windshield retention and occupant 
ejection as a result of the standard. 

Spring 1981 (Preliminary): Child 
Seating Systems (49 CFR 571.213). The 
objective of the evaluation is to 
determine the change in the likelihood 
of injury and/or death to children in 
crashes or sudden stops as a result of 
usage of child restraints. 

Update, Early 1981: Side Impact 
Protection for Passenger Cars (49 CFR 
571.214). An evaluation report was 
completed in September 1979 (DOT HS- 
804-858). The effects of the standard will 
be further analyzed on the basis of 
additional accident data. 

Summer 1980, and Early 1981 (Part 
581): Exterior Impact Protection (49 CFR 
571.215 and 49 CFR Part 581). These 
bumper standards, as variously 
amended since 1972, are for the purpose 
of reducing damage to safety and other 
vehicle components. The objective of 
the evaluation is to measure the 
effectiveness of the standards in low 
speed collisions. 

Summer 1981: School Bus Seating and 
Crash Protection (49 CFR 571.222). The 
objective of this and related standards 
mandated by Congress is to reduce the 
frequency and severity of injury in 
school bus accidents (see note below). 
The initial approach to evaluation of 
this standard is to perform a clinical 
analysis of accidents to assess the 
impact of changes to seating systems, 
and the inclusion of padding and 
restraining barriers. 

Spring 1981: Fuel System Integrity for 
Passenger Cars (49 CFR 571.301). The 
evaluation objective is to analyze the 
degree to which the standard’s 
requirements reduces fuel leakage and 
fires resulting from crashes, and the 
effect of such dhanges on the frequency 
and severity of injuries. While a 
spectrum of potential data sources have 
been investigated, usable information is 
scarce, but will be analyzed to assess 
crash leakage and fire trends. 

Evaluation Projects Planned To Begin 
After June 1,1980, and During Fiscal 
Year 1981 

Begin: Fall 1980 (18 months): Fuel 
Economy Passenger Cars (49 CFR Part 
531). Fuel economy standards were 
made effective with 1978 model cars, 
and standards have been set for each 
subsequent model year through 1985 . 
The 1985 standard 27.5 mpg, also applies 
to subsequent years unless changed 
through rulemaking. The purpose of the 
evaluation is to determine the on-the- 
road fuel economy achieved by the fleet, 
compare this to the established 
standards and provide a basis for 
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measuring the amount of fuel 
conservation actually obtained. 
Following on evaluations are planned. 

Note.—Evaluations of school bus rollover 
protection (9 CFR 571.220) and school bus 
body strength (49 CFR 571.221) have not been 
scheduled since an analysis of methods to 
evaluate the effects of these two standards 
has. so far. not yielded a viable approach. 

Begin: Fall 1980: Cost of Fuel Economy 
Standards. Methods for estimating the 
cost of meeting fuel economy standards 
will be developed and such methods are 
expected to be applied, initially, to a 
selected series of systems and vehicles. 

Begin: Fall 1980: Light Truck Fuel 
Economy Standards (49 CFR Part 533). 
The project for passenger cars listed 
previously will include an evaluation of 
1978 and 1979 light truck fuel economy. 

Begin: Spring 1981: Extension of Motor 
Vehicle Safety Standards to Light 
Trucks: Interior Impact Protection (49 
CFR 571.201), Energy Absorbing Steering 
Column (49 CFR 571.203), Steering 
Control Rearward Displacement (49 CFR 
571.204). The effect of the standards on 
injuries caused by contact with the 
steering control systems will be 
analyzed. 

Begin: Fall 1980: Uniform Tire Quality 
Grading System—UTQGS (49 CFR Part 
575). The standard requires 
manufacturers to rate tires against 
published benchmarks on treadwear, 
traction, and temperature resistance. 

The objective is to determine the ability 
of consumers to use the system, how it 
is used by manufacturers, and retail tire 
dealers, and what effect the system is 
likely to have on the buying habits of 
consumers. 

Fall 1980: Semiannual Fuel Economy 
Reports (49 CFR Part 537). These reports 
are submitted by manufacturers and 
provide a forecast of Corporate Average 
Fuel Economy (CAFE) for the premodel 
year reports, and a status of CAFE for 
the mid-model year report. The objective 
of the evaluation will be to determine 
the timeliness and usefulness of data in 
the reports. 

Appendix—List of Existing Federal Motor 
Vehicle Safety and Fuel Economy Standards 

49 CFR Part 571— 

571.101— Controls and Displays. 

571.102— Transmission Sequence. 

571.103— Windshield Defrost. 

571.104— Windshield Wiping. 

571.105— Hydraulic Brakes. 

571.108—Brake Hoses. 

571.107— Reflecting Surfaces. 

571.108— Lamps 

571.109— New Pneumatic Tires. 

571.110— Tire Selection and Rims. 

571.1H —Rearview Mirrors. 

571.112— Headlamp Concealment. 

571.113— Hoodlatch Systems. 

571.114— Theft Protection. 


571.115— Vehicle Identification Number. 

571.116— Brake Fluids. 

571.117— Retreaded Tires. 

571.118— Power Windows. 

571.119— Tire Traction. 

571.120— Multi-piece Wheels. 

571.121— Air Brukes. 

571.122— Motorcycle Brakes. 

571.123— Motorcycle Controls. 

571.124— Accelerator Controls. 

571.125— Warning Devices. 

571.126— Truck-Camper Loading. 

571.127— Speedometer and Odometer. 

571.201— Interior Impact Protection (for Light 
Trucks MY *81). 

571.202— Head Restraints. 

571.203— Collapsible Steering Column. 

571.204— Column Displacement. 

571.205— Glazing Materials. 

571.206— Door Locks and Retention. 

571.207— Seating Systems. 

571.208— Occupant Protection. 

571.209— Seat Belts. 

571.210— Seat Belt Anchorage. 

571.211— Wheelnuts, etc. 

571.212— Windshield Mounting. 

571.213— Child Seating Systems. 

571.214— Side Impact Protection. 

571.215— Exterior Impact Protection. 

571.216— Roof Crush Resistance. 

571.217— Bus Window Retention. 

571.218— Motorcycle Helmets. 

571.219— Windshield Zone Intrusion. 

571.220— School Bus Rollover, 

571.221— School Bus Body Strength. 

571.222— School Bus Crash Protection. 

571.301—Fuel System Integrity. 

49 CFR Part 531—Passenger Car Fuel 
Economy Standards. 

49 CFR Part 533—Light Truck Fuel 
Economy Standards. 

49 CFR Part 575—UTQGS. 

Issued on July 2,1980. 

Barry Felrice, 

Associate Administrator for Plans and 
Programs. 

(FR Doc. 80-20519 Filed 7-9-BO: 8:45 am) 

BILLING COPE 4910-S9-M 

INTERSTATE COMMERCE 
COMMISSION 

49 CFR Part 1111 

(Ex Parte No. 282; Sub-No. 5] 

Rulemaking Concerning Traffic 
Protective Conditions in Railroad 
Consolidation Proceedings 

agency: Interstate Commerce 
Commission. 

action: Notice of Proposed Rulemaking. 

summary: The Commission proposes to 
issue a rule describing how it will treat 
the imposition of traffic protective 
conditions in future railroad 
consolidation proceedings and how it 
will interpret existing traffic protective 
conditions imposed in past railroad 
consolidation proceedings. The rule 
would eliminate the standard traffic 
protective conditions in all rail 
consolidations, both past and present. 
Comment on the overall policy 


considerations raised by eliminating 
these conditions in either past or future 
proceedings, or both, are solicited. • 
Those protected by these conditions are 
encouraged, in addition, to file 
comments demonstrating that the facts 
of a particular situation warrant the 
continuation of the past interpretation 
and present enforcement of these 
conditions as to them. A commenter, if a 
carrier, would need to show that 
elimination of the traffic protective 
conditions would result in substantial 
impairment of its ability to provide 
essential rail service, or, if a shipper, 
demonstrate that loss of adequate 
transportation service will result if the 
conditions are lifted. 
dates: Comments must be received on 
or before September 8,1980. 
address: All interested persons are 
invited to comment. Comments (an 
original and 20 copies, where possible) 
should be filed with the Section of 
Finance. Room 5414, Office of 
Proceedings, Interstate Commerce 
Commission, Washington, DC 20423. 
Comments should refer to Docket Ex 
Parte No. 282 (Sub-No. 5). 

FOR FURTHER INFORMATION CONTACT: 
Richard Kelly (202) 275-7245. 
supplementary information: Standard 
traffic protective conditions have 
generally been imposed in rail 
consolidation proceedings since 1950. 1 
These conditions are known as the 
“DT&I” Conditions’*, and are a 
distillation of traffic protective 
conditions the Commission has imposed 
in various consolidations since the 
1920’s. 2 

The “DT&I conditions” were 
developed to prevent adverse effects on 
transportation service to the public by 
railroads that were not participants in a 
consolidation. 3 The Commission has 
stated, however, that the “DT&I 
conditions” are not to be construed as 
precluding cancellations or 
modifications of through routes and joint 
rates where those actions are 
demonstrated in an appropriate 
proceeding to be in the public interest. 4 

We have interpreted the “DT&I 
conditions”, specifically condition 1, to 
require “rate equalization**. 5 This policy 


' Detroit, T.&l.fl Co.. Control. 2751.C.C. 455,492, 
(1950) (DT&I Case I). 

* Chicago Junction Case. 711.C.C. 631. 639-641 
(1922): Unification of Southwestern Lines, 124.1.C.C 
401. 439 (1927); St. Louis S. W. Ry. Co. Control. 180 
I.C.C. 175, 206 (1932). 

3 Detroit. T. &L R. Co., Control, supra at 493 and 
Savanoh & A. Ry. Co. Control, 282 l.C.C. 39.62 
(1951). 

4 Pacific Coast R.R. Co. Control, 282 I CC. 600.008 
(1951). 

4 The prohibition against reduced rates on 
restricted routings. 
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required a consolidated carrier to keep 
its single-line rates on a par with joint 
rates which existed at the time of 
consolidation or which were 
subsequently entered into with other 
carriers. 6 We feared that to lower a 
single-line rate without securing the 
concurrence of all connecting carriers in 
lowering the corresponding joint-line 
rates would result in the so-called 
“commercial closing” of existing 
gateways, thereby reducing competition. 

We have recently reconsidered the 
need for the “DT&I Conditions”. In a 
recent rail consolidation case, we 
determined that we would impose these 
conditions only if the consolidation 
would result in: (1) substantial 
impairment of a carrier’s ability to 
provide essential services; or (2) the loss 
of adequate transportation service to a 
significant number of shippers. 7 
Applying these standards, we found the 
“DT&I Conditions” unnecessary, and 
they were not imposed. We have also 
recently reviewed “DT&I Conditions” 
that were imposed in past rail 
consolidations. 6 Our review noted that 
railroads should be permitted to use 
their assets to provide the most 
economical and efficient transportation 
service possible in today’s environment 
of high inflation, energy shortages, and 
declining traffic share of railroads. 9 We 
concluded in the Seaboard case that the 
“DT&I Conditions” would no longer 
preclude the establishment of reduced 
rates applicable only to single-line 
routings. 10 

We noted in DT&I II that it was 
unreasonable to use these protective 
conditions to insulate larger carriers 
from the enhanced competitive 
capabilities that a consolidation could 
bring to smaller carriers. On further 
reflection we are tentatively prepared to 
broaden our conclusion. We 
consequently open this proceeding in 
order to determine whether we should 
impose “DT&I Conditions” in any future 
rail consolidations, and whether we 
should eliminate “DT&I Conditions” 
imposed in past railroad consolidation 
proceedings. 

Congressional Policy 

The declaration of policy contained in 
the Railroad Revitalization and 


• Sand from Mars ton. NC to Wyoming. IL 359 
LCC. 98 (1978). affirmed sub. nom. Seaboard CLJL 
Co. v. United States. 509 F.2d 050 (1979). 

1 Norfolk & W.R. Co.—Control—Detroit TM. R. 
Co.. 360 I.C.C. 498 (1979) [DTGrl It). 

9 Seaboard Air Line R. Co. — Merger—Atlantic 
Coast Line. 3201.C.C. 122 (1903) and Louisville Sr 
N.R. Co. — Merger—Monon Railroad. 3381.C.C. 134 
(1970) l Seaboardl 

• Seaboard Coast Line R. Co.—Invest of Control. 
360 1-C.C 582.802 (1979). 

10 Id. 


Regulatory Reform Act of 1976 (4-R Act) 
states the Congress’ intent “to foster 
competition among all carriers by 
railroad”. To achieve this end, Section 
202(b) of the 4-R Act. codified at 49 
U.S.C. 10701(b)(1), prohibits the 
Commission from finding a rate 
reduction to be unreasonably low if it 
contributes to the going concern value of 
the firm. Additionally, the 4-R Act 
guarantees the right of independent 
action, prohibits voting and agreement 
on single line rates by carriers, and 
permits any carrier to participate in 
agreements with respect to joint line 
movement only to the extent that a 
carrier practicably participates in the 
traffic. 

To the extent that they inhibit the 
ratemaking flexibility of individual 
carriers, the “DT&I Conditions” conflict 
with the 4-R Act. In the 4-R Act, 
Congress opted for competitive 
ratemaking even where it might 
ultimately reduce the ability of 
inefficient or weak rail firms to survive 
in particular markets. Retention of the 
“DT&I Conditions” would thus appear to 
be inconsistent with Congressional 
policy. Elimination of the rate 
equalization interpretation of the “DT&I 
Conditions” can be expected to result in 
increased inter- and intramodal price 
competition as expressly contemplated 
by the 4-R Act, which provides that rate 
reductions will not be considered 
unreasonable, if they contribute to the 
going concern value of the carrier 
proposing to adjust its rates. 

Analysis of Particular Defects with 
“DT&I Conditions” 

The “DT&I Conditions” as presently 
construed give one carrier the power to 
block change in competitive 
relationships by forcing the party 
initiating a rate change to seek specific 
relief from the Commission. The policy 
assumption underlying the “DT&I 
Conditions” is that changes in traffic 
patterns damage the system as a whole 
whenever they injure individual carriers. 
By keeping rates high and carrier 
relations static, “DT&I Conditions” thus 
prevent carriers from pricing their more 
efficient routings at lower rates. This in 
turn removes the incentives for shippers 
to use the most efficient routes. This is 
an especially important consideration In 
light of the energy problems facing our 
Nation. 

Furthermore, carriers subject to the 
“DT&I Conditions” finds themselves 
limited in their ability to attract new 
business to offering better or more 
specialized service rather than the price 
reductions many shippers may prefer. 
This restriction encourages the 


unnecessary utilization of resources to 
satisfy consumer demand. 

In addition, the “DT&I Conditions” 
hamper efforts by carriers to rationalize 
the rail system through the elimination 
of redundant interchanges and 
junctions. While traffic was actually 
interchanged at some 1,500 junctions in 
1974, 95% of all rail traffic was 
interchanged at fewer than 300 of 
these.* * The “DT&I Conditions” 
contribute to this problem by 
specifically freezing existing 
interchanges and junctions. The 
increased concentration of traffic over 
the last 30 years due to rail 
consolidations and intermodal 
competition has reduced the number of 
interchanges that warrant regulatory 
concern. The “DT&I Conditions” 
represent a blanket regulatory device 
that impedes streamling the rail system. 

The traditional focus of the “DT&I 
Conditions” has been on intramodal 
competition. However, the conditions 
appear to stifle the railroad industry’s 
ability to compete intermodally as well, 
thereby contributing to the 
underutilization of rail capacity. The 
rate equalization interpretation given to 
the “DT&l Conditions” permits 
connecting carriers to block rate 
reductions when those reductions are 
necessary to meet motor or water 
competition. In that joint-line 
movements tend to have higher costs 
than single-line movements, this feature 
of the “DT&I Conditions” keeps rates at 
a higher level than would otherwise be 
necessary. The inflated rate may be too 
high to be competitive with motor 
carriage. The lower single-line rate 
which would have been offered in the 
absence of the “DT&I Conditions.” may 
still be compensatory for the carrier 
offering single-line service and be low 
enough to attract traffic from trucks or 
barges. Thus traffic is needlessly lost by 
the rail system. Removal of the “DT&I 
Conditions” would increase the ability 
of individual rail carriers to set lower 
single-line rates in market pairs 
involving single-line or two carrier 
movements. The efficiencies of single- 
line service and lower rates (caused by 
the absence of “DT&I Conditions”) 
might well result in a single-line rate 
competitive with motor carriage. 
Attracting traffic away from motor 
carriers will result in better usage of the 
rail system’s capacity. In order to 
increase the rail system's intermodal 
competitiveness it may be necessary 


• Analysis of the Flow of Freight Truffle on the 
U.S. Railroad System for the Year 1974—Final 
Report. June 1978—prepared for the Interstate 
Commerce Commission by Princeton University 
Transportation Program. Data Source is the 1% 
National Waybill Sample. 
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that only the single-line carrier 
participate in a particular movement, 

“DT&I Conditions*’ Previously Imposed 

In light of the new statutory emphasis 
on competitive pricing and the changing 
structure of the transportation industry, 
we think it is necessary to re-evaluate 
the wisdom of retaining “DT&I 
Conditions" imposed in past 
consolidation proceedings. We note that 
almost 80 percent of the revenue of 
Class I railroads are generated by roads 
subject, in whole or in part, to these 
conditions. 

The Chessie system has filed four 
petitions to re-open consolidation 
proceedings in which it was involved 
where the “DT&I Conditions" were 
imposed. These proceedings are the Pere 
Marquette Ry. Co. Merger, 267 I.C.C. 207 
(1947), Chesapeake Sr O. Ry. Co .— 
Control—Baltimore Sr O.R. Co., 317 
I.C.C. 261 (1962), Chesapeake & O. Ry. 

Co .— Control—Western Maryland, 328 
I.C.C. 684 (1967), and Chesapeake Sr O. 
Ry. Co. — Control—Chicago S.S. &S.B.H, 
330 I.C.C. 477 (1966). 

Chessie notes that 32 years have 
passed since the Commission’s decision 
in the oldest of the cases [Pere 
Marquette). During this period the 
financial fortunes of the railroad 
industry have declined. Revenues 
continue to shrink in relation to 
expenses because of the industry's 
inability to reduce plant 
correspondingly. Many mergers have 
taken place restructuring competitive 
relationships and much legislation has 
been enacted which has modified the 
goals of the national transportation 
policy. 

Chessie argues that railroads are now 
only competitive intermodally for “rail 
oriented" traffic. Chessie contends that 
railroads must, and will be able to. 
recapture a greater share of the 
transportation market only if rail 
carriers can make the most of their 
efficiencies in handling high volume, 
long-haul freight. Chessie aigues that the 
rate equalization interpretation of the 
"DT&I Conditions" is a serious market 
impediment to maximum utilization of 
the railroad’s system. 

Chessie further argues that the “DT&I 
Conditions" prevent it from using its 
assets to the fullest by preventing it 
from offering a lower rate subject to a 
restrictive routing in order to obtain a 
long haul. This stifles rate reductions 
premised on single system handling and 
thwarts the efficiencies to be achieved 
through single system operational 
control. In turn, the railroads' share of 
the market is diluted because all 
•conceivable routes for handling traffic 


must be maintained regardless of 
efficiency or circuity. 

Chessie notes that our recent actions 
in DTSrl Case II and the Seaboard Case 
were prompted by a desire to promote 
freedom of intermodal competition. This 
is exactly the reason it seeks to reopen 
the four proceedings. It is argued that 
motor competition faced by Chessie is 
conducted primarily by carriers in single 
line service and that it is inequitable for 
the railroad to remain subject to the 
conditions while the motor carriers are 
not. 

Additionally, Chessie argues that it 
will be difficult to take full advantage of 
selective rate adjustments without the 
elimination of the “DT&I conditions." 
Seasonal or peak period rates, capital 
incentive rates, and contract rates 
require maximum flexibility in order to 
induce shippers to change their 
transportation patterns, make capital 
investments in rail related facilities, and 
commit their traffic to one carrier for a 
long period of time. 

Chessie believes that through single 
line operations it will achieve the 
efficiency needed to offer dependable 
service at rates competitive with motor 
transportation. Chessie states it has 
been harmed by the “DT&I Conditions" 
and that it needs this burden lifted. We 
intend to consider Chessie's request for 
removal of the conditions whether or not 
we ultimately adopt the more general 
approach we are considering. 

Exceptions 

We are prepared to evaluate whether 
or not there need be exceptions to 
nationwide applicability of the rule. Any 
beneficiary of such conditions may 
attempt to show that retention of the 
“DT&I Conditions" would, as to it, result 
in substantial impairment of its ability 
to provide essential rail service or 
prevent loss of adequate transportation 
service. In this way any party to a 
previous proceeding or beneficiary of 
the conditions who desires retention of 
the conditions has the opportunity to 
respond to this notice and demonstrate 
facts justifying the conditions. Parties 
will also have an opportunity to limit the 
scope of their participation to the 
narrow issues of a specific past 
consolidation proceeding. 

Conclusions 

Our intent is to examine the need for 
modifying the policy of imposing or 
continuing to give weight to “DT&I 
Conditions" previously imposed in rail 
consolidation proceedings. Our review 
of these conditions in other contexts 
suggests that they are contrary to our 


mandate of fostering competition. Those 
carriers, shippers, or others that 
nonetheless believe that they should not 
be removed industry-wide should come 
forward and indicate their reasons for 
that view. 

The issues before us in this 
rulemaking are whether the total 
elimination of all, or a substantial 
portion, of existing “DT&I Conditions", 
and a policy against imposition of such 
conditions in future cases, is required by 
the public interest and will further the 
national transportation policy. We are 
mindful that the “DT&I Conditions", 
beside insulating carriers from certain 
competitive effects of rail 
consolidations, may provide some 
safeguards for protection of shippers' 
existing service alternatives, routes, 
channels of trade, and ability to route 
traffic. In reaching any decision in this 
proceeding, therefore, we will balance 
competing interests to determine 
whether retention or elimination of 
transportation service to the public, 
competitive policies emphasized by the 
4-R Act, continued viability of affected 
carriers and any other issues raised by 
the comments, nonetheless justify 
retention, or continued imposition, of the 
conditions. 

If anticompetitive behavior occurs in 
the absence of conditions, we will 
entertain complaints and may enter 
appropriate cease and desist orders. Our 
governing statute 11 provides protections 
for the movement of traffic, including: 

(1) the imposition of the common carrier 
obligation to provide service and to 
establish reasonable through routes and 
rates: 12 (2) the requirement of equal 
interchange facilities: 13 (3) the authority 
for the Commission to establish through 
routes and divisions of joint rates, 14 and 
(4) a prohibition on the cancellation of 
joint rates where such cancellation is 
not in the public interest. 

In light of our recent decisions, and 
the statutory protections described 
above, we intend to state our policy 
concerning the"DT&I Conditions". We 
request public comment on: (1) the effect 
of not imposing the “DT&I Conditions" 
in the future rail consolidations; (2) the 
criteria to be used in imposing traffic 
protective conditions; (3) the 
interpretation that should be given to 
any future traffic protective conditions; 
(4) the effect a change of policy 
regarding the “DT&I Conditions" should 

11 49 U.S.C. Subtitle IV. 

12 49 U.S.C 11101. 

13 49 U.S.C. 10741. 

14 49 U.S.C. 10705. 
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have on previous rail consolidations ,5 . 
and (5) the Chessie proposal. 

This notice is not a major Federal 
action significantly affecting the quality 
of the human environment or the 
consumption of energy resources. 
Comments are invited as to whether the 
elimination of previously imposed 
conditions would alter substantially 
operational patterns or cause diversion 
so as to affect energy consumption. 

(5 USC 553, 556; 49 USC 11344) 

Decided: June 24,1980. 

By the Commission. Chairman Gaskins. 

Vice Chairman Gresham, Commissioners 
Stafford. Clapp. Trantum, Alexis, and 
Gilliam. Commissioner Stafford concurring in 
part and dissenting in part. 

Agatho L. Mergenovich. 

Secretary. 

Commissioner Stafford (Concurring in Part, 
Dissenting in Part) 

I have no problem with the concept that we 
should reevaluate, through rulemaking, the 
desirability of imposing "DT&I" conditions in 
future rulemaking proceedings. 

I disagree, however, with the proposed 
summary treatment to be given carriers 
presently protected by “DT&r’ conditions. 

For one. it makes more sense to first 
determine whether “DT&I” conditions 
continue to serve a useful purpose. 
Specifically, if the Commission concludes 
that “DT&r* conditions should continue to be 
imposed we will have needlessly put carriers 
to the expense and time of defending each of 
its existing “DT&I" conditions. I simply see 
no harm in considering existing “DT&r 
conditions after determining whether “DT&r 
conditions are needed in future cases. 
(Assuming, of course, that the Commission 
finds “DT&I" conditions no longer necessary.) 
Moreover, any consideration of existing 
“DT&I" conditions should be on a case-by- 
case basis. The very nature of “DT&r 
conditions dictates that no two carriers will 
incur the same effects. In other words. 

“DT&I" conditions may be of major 
importance to one carrier and of little 
importance to another. These individual 
effects may, in some instances, boil down to 
a few junctions and routings. It is thus 
obvious that any fair adjudication of the 
validity of existing conditions must be on a 
case-by-case basis. 

In conclusion. 1 would delete from the 
notice of proposed rulemaking any reference 
to considering existing imposed conditions. 

|FR Doc, 80-20386 Filed 7-0-80; 8 45 am) 

BILLING CODE 7035-01-M 

13 For example, “DT&I Conditions” were 
imposed in Illinois Cent. Gulf R.-Acquisition- 
G.M.&O. et al., 3381.C.C. 805 (1971). What 
effect will elimination of the rate equalization 
provision have upon traffic movement and 
routing, service to shippers, and competition 
between carriers (including rate 
competition)? 


DEPARTMENT OF THE INTERIOR 
Fish and Wildlife Service 

50 CFR Part 23 

Scientific Authority Procedures Under 
the Convention on International Trade 
In Endangered Species of Wild Fauna 
and Flora; Preliminary Notice of 1980- 

51 Export Findings for Certain 
Appendix II Species 

agency: U.S. Fish and Wildlife Service. 

action: Notice of intent of propose 
rules. 


summary: The Convention on 
International Trade in Endangered 
Species and Wild Fauna and Flora is a 
59-nation treaty regulating the 
international shipment of certain 
wildlife and plant species. The 
Convention is administered in 
participating nations by Management 
Authorities with advice from Scientific 
Authorities. In the United States, the 
1979 amendments to the Endangered 
Species Act of 1973 reassigned Scientific 
Authority responsibilities from the 
Endangered Species Scientific Authority 
(ESSA) to the Secretary of the Interior. 
These responsibilities now are carried 
out through the Fish and Wildlife 
Service. 

This notice requests comment on rules 
that, if adopted, would set forth 
procedures to be followed by the 
Service in carrying out Scientific 
Authority responsibilities under the 
terms of the Convention. It also states in 
general terms what types of information 
the Service needs to make findings in 
favor of export of legally obtained 
specimens of the following Appendix II 
species: American alligator, bobcat, 
lynx, river otter, Alaskan wolf, Alaskan 
brown bear and American ginseng. 

dates: All information and comments 
received by August 18.1980, will be 
considered with respect to matters of 
policy discussed in this notice. Closing 
dates for comment on proposed findings 
with respect to export of the seven 
species involved will be announced in 
future notices. The Service regrets that 
there is not sufficient time to provide for 
public comment on the preliminary 
notice of export findings, because the 
proposals are to be published in July 
1980. 

address: Please send correspondence 
concerning this notice to the Office of 
the Scientific Authority, U.S. Fish and 
Wildlife Service, Washington, DC 20240. 
Materials received will be available for 
public inspection from 7:45 a.m. to 4:15 
p.m., Monday through Friday, in room 


536.1717 H Street. NW„ Washington. 

DC. 

FOR FURTHER INFORMATION CONTACT: 

Dr. Richard L. Jachowski, Office of the 
Scientific Authority, U.S. Fish and 
Wildlife Service. Washington, DC 20240. 
telephone (202) 653-5948. 

SUPPLEMENTARY INFORMATION! The 
Convention, and its implementing 
regulations in 50 CFR Part 23, control 
international trade in animal and plant 
species included in any of three 
appendices. The Convention is 
implemented in each Party nation by 
one or more Management Authorities 
and one or more Scientific Authorities. 
Responsibilities of the Scientific 
Authority under Articles III and IV of 
the Convention are to advise the 
Management authority on certain 
matters concerning the issuance of 
permits for trade in species included in 
Appendix I or Appendix II. Prior to 
issuance of export permits for species in 
either appendix, the Scientific Authority 
must advise that the export will not be 
detrimental to the survival of the 
species. The Scientific Authority also 
must monitor Appendix II export 
permits, and advise on steps to limit the 
issuance of permits so as to maintain the 
species at a level consistent with its role 
in the ecosystems in which it occurs. 
Prior to issuance of import permits for 
Appendix I species, the Scientific 
Authority must advise that the import is 
for purposes not detrimental to the 
survival of the species, and that the 
proposed recipient is suitably equipped 
to house and care for any living 
specimens. Other responsibilities of the 
Scientific Authority, set forth in 
recommendations of the Conference of 
the Parties, are to advise the 
Management Authority on issuance of 
certificates under Article VII of the 
Convention for captive-bred wildlife and 
on registration of scientific institutions 
for purposes of exchanging specimens in 
their collections without need for 
permits. 

The Endangered Species Act of 1973 
implements the Convention in the 
United States. Amendments to the Act 
in 1979 transferred Scientific Authority 
responsibilites from the Endangered 
Species Scientific Authority (ESSA) to 
the Secretary of the Interior. The Fish 
and Wildlife Service now carries out the 
functions of the Scientific Authority in 
the Department of the Interior. In doing 
so. the Service considers it appropriate 
to develop rules for the procedures to be 
followed by the Scientific Authority, in 
order to insure that they will be carried 
out in a prescribed manner and in order 
to provide opportunities for public 
participation. 
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Previous ESSA Rules 

The ESSA published a proposed rule 
concerning its general procedures on 
July 11,1979 (44 FR 40598), but it never 
published a Final rule on this subject. 
The proposal set forth the 
responsibilities of the Scientific 
Authority and stated policies to be 
followed in carrying them out. The 
major proposed policies were as 
follows: 

(1) "Not detrimental to the survival of 
the species" means, with respect to 
exploitation resulting from demand for 
trade, that such exploitation is 
compatible with the following as applied 
to the long-term distribution and 
abundance of the affected population: 

(a) Measures of population attributes 
indicate the population is capable of 
maintaining itself or increasing 
throughout its occupied range; (b) The 
population’s geographic distribution is 
not currently being reduced by harvest 
or is expanding; (c) Exploitation and 
other human influences, such as 
significant habitat loss, are controlled to 
prevent removal or loss of more 
individuals than can be replaced by the 
population; and (d) The population’s 
distribution and abundance approach or 
are progressing towards historic norms 
to the extent potentially suitable habitat 
exists and consistent with scientific 
wildlife management. 

(2) The ESSA may in certain 
circumstances advise the Management 
Authority on detriment to the survival of 
the species with respect to an entire 
class of permits. Such general findings 
normally will be made when: 

(a) Information upon which the 
determination must be based is of such 
a nature that it is unlikely to be 
developed in the course of material 
submitted with any particular 
application; 

(b) The volume of trade in the species 
in question is significant; and 

(c) It would be administratively 
convenient to have the advice 
formulated on the basis of a class of 
permits rather than on a permit-by- 
permit basis. 

(3) A finding that import of specimens 
of Appendix I species is for purposes 
that are not detrimental to the survival 
of the species will be made only under 
the following circumstances: 

(a) The import is for an essential 
scientific use not detrimental to the 
survival of the species. Scientific use 
will be considered essential only if no 
alternative species are available and the 
number of speciemens proposed is the 
minimum that will produce acceptable 
scientific results; 


(b) The import will be of salvaged 
specimens intended for any bona fide 
scientific use, provided that the 
possibility of import neither directly or 
indirectly contributed to the specimen's 
death or removal from the wild; or 

(cj The import is likely to enhance the 
survival of the species, through captive 
breeding or other endeavors likely to 
have such an effect. 

Import for purposes other than those 
set forth above will not be approved 
unless clear and convincing evidence is 
presented demonstrating that approval 
of import will enhance the survival of 
the species. Imports in this category 
include, but are not limited to, import for 
profit, amateur collecting, falconry and 
trophies. 

(4) In determining whether the 
proposed recipient of a living Appendix 
I specimen is suitably equipped to house 
and care for it, the ESSA may, as 
appropriate, consider the following 
factors among others: 

(a) Housing . (i) Whether facilities are 
of a structure and state of repair 
adequate to contain and unlikely to 
injure the specimens. 

(ii) Whether facilities provide space 
essential to health and well-being. 

(iii) Whether facilities are served by 
an adequate power source. 

(iv) Whether facilities are properly 
ventilated and lighted and whether the 
temperature may be kept within the 
normal range of the specimen’s 
requirements. 

(v) Whether adequate facilities are 
available for the disposal of water and 
for cleaning. 

(vi) Whether food and other materials 
used in the care of the specimen will be 
stored and maintained in facilities that 
keep the food in a wholesome condition. 

(b) Care, (i) Whether ventilation, 
lighting, and temperature will be 
adequately monitored and controlled. 

(ii) Whether water, food, and other 
nutritional requirements will be supplied 
that are adequate in kind, amount, 
quality and availability. 

(iii) Whether waste will be removed 
expeditiously, and a high level of 
sanitation maintained generally. 

(iv) Whether persons caring for the 
specimens have appropriate experience 
with the same or similar species. 

(v) Whether the specimens will be 
sheltered from circumstances adverse to 
their well-being, and will be properly 
cared for if ill or injured. 

(5) For those species expressly 
included in the appendices in order to 
control trade in other species rather 
than because of threat or potential 
threat to their own survival, the ESSA 
will make findings on detriment with 
respect to the detrimental impact that 


trade in specimens of these species may 
have on those threatened or potentially 
threatened species that were meant to 
be protected by the inclusion. In making 
such findings, the ESSA will focus its 
analysis on any potential confusion in 
identification between the "control’’ 
species and those species that its trade 
is controlled to protect, as well as on 
any other identifiable effects of trade in 
the "control" species that may be 
detrimental to the survival of the species 
meant to be protected. The ESSA may 
establish any conditions on findings of 
no detriment for trade in control species 
that the ESSA considers necessary and 
appropriate to ensure that trade in such 
species will not be detrimental to those 
threatened or potentially threatened 
species meant to be protected. If 
considered appropriate by the ESSA. 
findings on detriment for certain species 
may address both the impact That trade 
in those species may have upon the 
species themselves as well as the impact 
on other species. Species included in the 
appendices as members of higher taxa 
generally will be treated in this manner 
unless they were expressly included in 
the appendices solely because of threat 
or potential threat to their survival or 
solely to control trade in other species. 

The ESSA developed advice on the 
issuance of export permits for certain 
Appendix II species so that it applied to 
all permits for specimens taken in a 
particular season, as indicated in item 
(2) above. Such advice was developed 
for species traded in substantial 
quantities, for which it was impractical 
to advise on the issuance of individual 
permits. Individual permit applicants 
could not reasonably be expected to 
provide information needed on the 
status of the species, and advice had 
more biological" meaning when based on 
a broader view of factors affecting 
populations of the species in question. 

The ESSA developed such advice 
during 1977,1978, and 1979 for export of 
the bobcat [Lynx rufus ), lynx [Lynx 
canadensis), river otter [Lutra 
canadensis), and American ginseng 
[Panax quinquefolius). Findings on 
export of the Alaskan wolf [Canis 
lupus), Alaskan brown bear [Ursus 
arctos ). and American alligator 
[Alligator mississippiensis) were made 
in this way in 1979. 

Each year the ESSA published a 
series of notices in the Federal Register 
concerning export findings for these 
species. The first notice in the series 
was an advance notice of potential 
rulemaking. It stated in general terms 
what types of information the ESSA 
needed in order to make findings in 
favor of export, announced policies 
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concerning the findings, and established 
procedures to be followed to help insure 
public participation. 

The second notice in the series 
summarized available information on 
the species in question and proposed 
advice on the issuance of export 
permits. The ESSA considered the 
information and proposed its findings on 
a State-by-State basis. 

The third notice in the series was a 
final rulemaking appearing in 50 CFR 
Part 810, which summarized the most 
recently gathered information on the 
species in question, evaluated it in terms 
of previously published standards, and 
announced the ESSA's decision on 
whether or not the Management 
Authority could issue export permits for 
specimens taken in particular States. 
This notice also specified any conditions 
under which permits could be issued, 
such as a requirement that all pelts be 
tagged to show State or origin and 
season of taking. 

New Service Rules 

The Service intends to establish rules 
for its performance of Scientific 
Authority responsibilities. These rules 
are expected to include policies, 
procedures for developing findings on 
the issuance of permits and certificates, 
and final determinations on the export 
of certain Appendix II species for which 
findings are made that apply to all 
exports of specimens taken in a 
particular harvest season or other period 
of time. 

Potential elements of these rules are 
policies on: (1) Circumstances under 
which the Scientific Authority would 
advise that exports of specimens of 
species included in Appendix I or II are 
not detrimental to the survival of the 
species; (2) Circumstances under which 
the Scientific Authority would advise 
that imports of specimens of species 
included in Appendix I are for purposes 
riot detrimental to the survival of the 
species. (3) Whether findings on export 
permits should be made with respect to 
the entire species or with respect to its 
component subspecies or geographically 
separate populations, in cases where an 
entire species is included in Appendix I 
or 11; (4) Whether findings on export 
permits should be made with respect to 
impact of trade on the species involved, 
or with respect to some other species, in 
those cases where a species was listed 
to effectively control trade in another 
species: (5) Formulation of advice on 
steps to limit export permits so as to 
insure that the species will be 
maintained at a level consistent with its 
role in the ecosystem in which it occurs 
and well above the level at which it 
might become eligible for inclusion in 


appendix I; and (6) Standards to be used 
in determining if an importer is suitably 
equipped to house and care for living 
specimens. 

With respect to general Scientific 
Authority findings on the export of 
certain Appendix II species, the Service 
plans to follow the ESSA’s procedure of 
publishing a series of notices 
culminating in a final rulemaking each 
year (or at some other appropriate 
interval). These findings will be 
incorporated in 50 CFR Part 23, with the 
Service's regulations on the Convention, 
and will replace those rules established 
by the ESSA in 50 CFR Part 810. 

Export Findings 

In addition to general matters of 
policy, this notice concerns Scientific 
Authority findings on the export of the 
following Appendix II species taken in 
the 1980-81 season: American alligator, 
bobcat lynx, river otter, Alaskan brown 
bear. Alaskan wolf, and American 
ginseng. The ESSA described the 
purposes of listing these species in 
Appendix II in its April 30,1979 Federal 
Register notice (44 FR 25384). 

According to Article II.2 of the 
Convention. Appendix II is to include: 

(a) All species which although not 
necessarily now threatened with 
extinction may become so unless trade 
in specimens of such species is subject 
to strict regulation in order to avoid 
utilization incompatible with their 
survival; and 

(b) Other species which must be 
subject to regulation in order that trade 
in specimens of certain species referred 
to in sub-paragraph (a) of this paragraph 
may be brought under effective control. 

As explained in April 30,1979 Federal 
Register notice (44 FR 25384), Parties to 
the Convention agreed that Alaskan 
brown bear and Alaskan wolf 
populations were to be treated as 
included under Article 11.2(b). 

Accordingly, the ESSA made a finding 
on the probable impact that export of 
Alaskan specimens would have on the 
status of other populations of the same 
species. 

The Parties further agreed to a 
proposal by the United States to include 
the American alligator in Appendix II 
under both Article 11.2(a) and Article 
11.2(b). The ESSA made findings on 
nondetriment to the survival of the 
species with respect to the impact of 
alligator export on both American 
alligators and other crocodilians (44 FR 
25384). 

The participating nations listed the 
bobcat, lynx, river otter, and American 
ginseng in Appendix II without 
reference to the reasons for including 
these particular species in that 


Appendix. The ESSA decided that when 
a single species has been included in 
Appendix II without such reference, it 
would treat the species as included 
under Article 11.2(a) alone, and applied 
this policy to American ginseng. The 
ESSA also decided that when a species 
is included in Appendix II as part of a 
higher taxon without such reference, it 
would treat the species as included 
under both Article 11.2(a) and Article 
11.2(b). This approach was taken in 1979 
for findings on export of the bobcat and 
lynx, which were included in the listing 
of the Felidae, and the river otter, which 
was included in the listing of the 
Lutrinae (44 FR 25384). For the bobcat 
and lynx, findings on nondetriment were 
made with respect to the effects of trade 
on those species and with respect to the 
effects of trade in bobcats and lynx on 
other species in the sariie family. For the 
river otter, such findings were made 
with respect to the effects of trade on 
that species and with respect to the 
effects of trade in river otters on other 
species in the same subfamily. 

The Service intends to develop 
findings on the export of these seven 
species by treating each of them as 
included under Article 11.2(a) or Article 
11.2(b) or both, as explained above. This 
approach is supported by statements in 
the adopted proposals to list the Felidae 
and Lutrinae (Doc. 1.15). and American 
alligator (Doc. 2.26, Annex 4) in 
Appendix II. and by explicit agreement 
of the Parties concerning the Alaskan 
brown bear and Alaskan Wolf (Plen. 
2.15). 

The ESSA published the following 
general criteria for determining whether 
an export will not be detrimental to the 
survival of the species (42 FR 35799, July 
11,1977): 

1. Whether similar export * * * has 
occurred in the past, and has not rduced 
the numbers or distribution of the 
species, nor caused signs of ecological 
or behavioral stress within the species, 
or in other species of the affected 
ecosystem. 

2. Whether life history parameters of 
the species and the structure and 
function of its ecosystem indicate that 
the present frequency of export * * * 
will not appreciably reduce the numbers 
or distribution of the species, nor cause 
signs of ecological or behavioral stress 
within the species or in other species of 
the affected ecosystem. 

3. Whether such export * * * is 
expected to increase, decrease, or 
remain constant in frequency. 

In the April 10,1978, Federal Register 
(43 FR 15098), the ESSA discussed 
practical aspects of applying these 
general criteria to the species in 
question. They concluded that certain 
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types of information on biology and 
current State management practices for 
the species would be particularly useful 
in establishing findings on export. 

Initially, the Service proposes to apply 
these same criteria and to seek 
essentially the same types of 
information as requested by the ESSA in 
making findings on whether an export 
will not be detrimental to the survival of 
the seven species metioned above. The 
Service will discuss any changes in 
Service policy concerning the criteria or 
information requirements in subsequent 
Federal Register notices. 

The Service has requested the 
following types of information from the 
States. 

Bobcat, lynx, and river otter 

A. Management and harvest reports. 

1. Complete current regulations for 
harvest, possession, transport, and sale 
of the species, and any changes to be 
made for 1980-81. (Please enclose copies 
of applicable regulations, and copies of 
regulation pamphlets or other summary 
information distributed to hunters, 
trappers, and dealers.) 

2. Under 1980-81 regulations, what is 
the anticipated total Statewide harvest 
of the species (“harvest level 
objective”)? How is this figure derived, 
and how does it relate to long-term State 
management goals for the species? 

Please give anticipated harvest figures 
for smaller units within the State, if 
available. (This information is sought 
not to set an export “quota,” but to 
obtain a best estimated of the level of 
harvest which is expected to result from 
the combined effects of curent 
regulations, demand, population status, 
and other factors.) 

3. Number of individual animals 
harvested in 1979-80. Please give 
methods of calculating each figure, and 
identify statistical limitations: (a) total 
harvest, (b) number taken by trappers. 

(c) number taken by hunters, (d) other 
harvest (identify), (e) total number 
tagged, (f) number bought by dealers 
licensed or operating within the State. 

4. Where data requested in (3) are 
available for county or game 
management unit areas, please give 
these also. 

5. Please check the harvest figures 
given for your State in the summary of 
recent harvest data as reported in ESSA 
notices and export data as recorded by 
the Federal Wildlife Permit Office, U.S. 
Fish and Wildlife Service, and provide 
us with appropriate corrections and 
reasons for those corrections. 

Togging, (a) Is tagging mandatory for 
all animals for all animals taken? If so, 
how long has this been required? (b) 

How are tags distributed, and who 


applies tags to the pelts? (c) How is your 
tagging program publicized? Please 
enclose samples of brochures and 
notices, (d) What measures insure that 
tags are applied only to pelts legally 
taken in your State? (e) How are tags 
recorded, and what provisions are made 
for return of unused tags? (f) What 
proportion of animals harvested are 
tagged? (g) How soon after harvest must 
a pelt be tagged or otherwise reported? 
(h) If a significant number of pelts are 
not tagged, what happens to these 
untagged pelts or animals? (i) Identify 
recent changes in tagging and reporting 
systems, and their effect on reported 
harvest figures. 

7. For 1978-79 and 1979-80 seasons, 
please indicate the prices paid to 
trappers for (a) an “average” pelt, (b) a 
typical top quality pelt (not necessarily 
the highest single price paid). How are 
the average prices calculated? 

8. For the 1978-79 and 1979-80 
seasons, please provide figures for your 
State on (a) the number of licensed 
trappers, (b) the number of trappers 
setting for this species, (c) harvest per 
trapper, (d) other measures of harvest 
per unit effort, (e) methods used in 
calculating these figures. 

B. Population assessment. 

1. Describe field methods being used 
to assess the current distribution, 
abundance, and general condition of the 
species* population in your State. 

Include descriptions of the extent and 
results of this work and of the methods 
for summarizing and integrating the 
results. 

2. Have you estimated the size of the 
Statewide population or of local 
populations? If so, please describe 
results and methods used to ensure that 
the estimate reflects current population 
conditions. 

3. Describe any population models 
being used in your State, as well as 
results of any analyses of age structure 
and reporductive parameters. 

4. How do these results relate to long¬ 
term population trends and to factors 
which might affect population status? 

5. What other current research on the 
species is being conducted in your 
State? 

6. Describe data available on trends in 
prey abundance (e.g., rabbit abundance 
or harvest, etc.) 

7. If your State contains significant 
range for more than one subspecies of 
the species in question, please describe 
how your State’s population assessment 
and management deals with them. 

Alaskan brown bear and Alaskan wolf 

A. Please supply complete current 
regulations for harvest, possession, 
transport, and sale of the species, and 


indicate any changes to be made for 
1980-81. (Please enclose both copies of 
applicable regulations and copies of 
regulation pamphlets or other summary 
information distributed to hunters, 
trappers, and dealers.) 

B. Please provide updated information 
on Alaska State tagging requirements 
for these species, indicating any changes 
that might have taken place since the 
1979-80 season. 

C. For the 1978-79 and 1979-80 
harvest seasons, please indicate the 
number of brown bears and wolves 
exported under the Alaska State export 
controls. 

American alligator 

A. Management and harvest reports. 

1. Complete current regulations for 
harvest, possession, transport, and sale 
of the species, and any changes to be 
made for 1980. (Please enclose copies of 
applicable regulations, and copies of 
regulation pamphlets or other summary 
information distributed to hunters, 
trappers, and dealers.) 

2. Under 1980 regulations, what is the 
anticipated total Statewide harvest of 
the species (“harvest level objective”)? 
How is this figure derived, and how 
does it relate to long-term State 
management goals for the species? 

Please give anticipated harvest figures 
for smaller units within the State, if 
available. (This information is sought 
not to set an export “quota”, but to 
obtain a best estimate of the level of 
harvest which is expected to result from 
the combined effects of current 
regulations, demand, population status, 
and other factors. 

3. Number of individual animals 
harvested in 1979. Please give methods 
of calculating each figure, and identify 
statistical limitations: (a) total harvest, 

(b) number taken by licensed hunters, 

(c) number taken in control programs by 
State agents or employees, (d) other 
harvest (identify), (e) total number 
tagged, (f) number bought by dealers 
licensed or operating within the State. 

4. Where data requested in (3) are 
available for county or game 
management unit areas, please give 
these also. 

5. Tagging, (a) How are tags 
distributed, and who applies tags to the 
hides? (b) What measures insure that 
tags are applied only to hides legally 
taken in your State? (c) How are tags 
recorded, and what provisions are made 
for return of unused tags? (f) What 
proportion of animals harvested are 
tagged? (e) How soon after harvest must 
a hide be tagged or otherwise reported? 
(f) If a significant number of hides are 
not sold, what happens to these unsold 
hides, (g) Identify recent changes in 
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tagging and reporting systems, and their 
effect on reported harvest figures. 

6. For the 1978 and 1979 seasons, 
please indicate the prices paid for (a) an 
"average” hide, (b) a typical top-quality 
hide (not necessarily the highest single 
price paid). How are the average prices 
calculated? 

7. For the 1978 and 1979 seasons, 
please provide figures for your State on 
(a) the number of licensed alligator 
hunters, (b) the number of State agency 
involved in alligator control programs. 

(c) harvest per hunter or trapper, (d) 
other measures of harvest per unit effort 
(e) methods used in calculating these 
figures. 

B. Population assessment. 

1. Describe field methods being used 
to assess the current distribution, 
abundance, and general condition of the 
species' population in your State. 

Include descriptions of the extent and 
results of this work and of the methods 
for summarizing and integrating the 
results. 

2. Have you estimated the size of the 
Statewide population or of local 
populations? If so, please describe 
results and methods used to ensure that 
the estimate reflects current population 
conditions. 

3. Describe any population models 
being used in your State, as well as 
results of any analyses of age structure 
and reproductive parameters. 

How do these results relate to long¬ 
term population trends and to factors 
which might affect population status? 

5. What other current research on the 
species is being conducted in your State. 

American ginseng 

A. Current and past abundance, range, 
and distribution. 

1. What are the amount, quality, and 
distribution of habitat available to 
American ginseng, including its specific 
abiotic preferences (e.g. slope of the 
terrain, soil type, and pH), and plant 
associates? 

2. Please provide any available 
information of Statewide abundance 
and distribution, including the methods 
used in determining abundance and the 
data base for distribution. 

3. Indicate any trends in the amount 
and quality of available habitat that 
may account for trends in abundance 
and distribution of the plant 

B. Life history, including reproductive 
biology. 

Please supply any available data on: 

1. Size and age composition of 
existing populations. 

2. Phenology, including flowering and 
fruiting periods. 

3. Variation of flower and fruit 
production as related to plant age. 
k 


4. Seed production, dormancy, 
viability, and dispersion. 

5. Reproductive success, including 
germination requirements and relation 
of seed predation to germination and 
dispersion. 

6. Vegetative growth and dormancy, 
including factors affecting root growth 
and dormancy. 

C. Harvest data and management 

1. What is the collecting pressure with 
reference to last season's harvest and 
with reference to trends, in the number 
of collectors, collecting effort, quantity 
of roots harvested, and number of roots 
per pound harvested? 

2. Please describe harvest practices, 
including degree of adherence to 
traditional harvest methods (e.g. 
collecting season, age of plants 
harvested, and measures taken to 
conserve the wild plants). 

3. What State agency or agencies have 
authority to manage this species and 
what is the extent of their authority? 

4. Please indicate management 
practices by private landowners and 
Federal and State officials. 

Request for Information and Comments 

The Service plans to publish proposed 
findings for the bobcat, lynx, river otter, 
Alaskan brown bear, and Alaskan wolf, 
American alligator, and American 
ginseng on or or about July 25,1980. 
Notices concerning those proposals will 
invite public comment, which will be 
considered in developing final findings. 
In order to propose findings in time to 
provide an opportunity for public 
comment on the proposals and in order 
to develop final findings in time for 
setting of State regulations in advance 
of normal harvest seasons, the Service 
has asked the States to submit all 
available information by July 15.1980, 
for these seven species. State agencies 
that are unable to provide complete data 
by this date have been urged to submit 
their best assessmentas of the missing 
information. 

In addition, the Service seeks to 
develop policies and procedures for the 
Scientific Authority that will aid in 
effectively implementing the Convention 
and that will provide sufficient 
opportunities for public participation. 
Toward this end, the Service requests 
comments by August 18,1980, on 
matters of policy concerning Scientific 
Authority responsibilities under the 
terms of the Convention, which will be 
addressed in a future proposed 
rulemaking. 

This notice was prepared by Dr. 
Richard L. Jachowski, Office of the 
Scientific Authority. 


Dated: July 7.1980. 

Lynn A Greenwalt, 

Director, Fish and Wildlife Service, 

FR Doc. 60-20638 Filed 7-8-80: 8:45 am) 

BILLING CODE 4310-55-11 
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DEPARTMENT OF AGRICULTURE 

Soil Conservation Service 

North Putnam School Land Drainage 
RC&D Measure, Indiana 

agency: Soil Conservation Service, U.S. 
Department of Agriculture. 
action: Notice of a Finding of No 
Significant Impact. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Buell M. Ferguson, State 
Conservationist, Soil Conservation 
Service, Suite 2200, Corporate Square- 
West, 5610 Crawfordsville Road, 
Indianapolis, Indiana 46224, telephone 
317-269-6515. 

notice: Pursuant to Section 102(2)(C) of 
the National Environmental Policy Act 
of 1969; the Council on Environmental 
Quality Guidelines (40 CFR Part 1500); 
and the Soil Conservation Service 
Guidelines (7 CFR Part 650); the Soil 
Conservation Service, U.S. Department 
of Agriculture, gives notice that an 
environmental impact statement is not 
being prepared for the North Putnam 
School Land drainage RC&D Measure, 
Putnam County, Indiana. 

The environmental assessment of this 
federally assisted action indicates that 
the project will not cause significant 
local, regional, or national impacts on 
the environment. As a result of these 
findings, Mr. Buell M. Ferguson, State 
Conservationist, has determined that the 
preparation and review of an 
environmental impact statement are not 
needed for this project. 

The measure concerns a plan for land 
drainage. The planned works of 
improvement include subsurface drains, 
an erosion control structure, and critical 
area planting to grass. 

The Notice of a Finding of No 
Significant Impact (FNSI) has been 
forwarded to the Environmental 
Protection Agency. The basic data 
developed during the environmental 


assessment are on file and may be 
reviewed by contacting Mr. Buell M. 
Ferguson, State Conservationist, Soil 
Conservation Service. Suite 2200, 
Corporate Square-West, 5610 
Crawfordsville Road, Indianapolis, 
Indiana 46224, telephone 317-269-6515. 
The FNSI has been sent to various 
Federal, State, and local agencies and 
interested parties. A limited number of 
copies of die FNSI are available to fill 
single copy requests at the above 
address. 

Implementation of the proposal will 
not be initiated until 30 days after the 
date of this publication. 

(Catalog of Federal Domestic Assistance 
Program No. 10.901, Resource Conservation 
and development Program—Public Law 87- 
703,10 U.S.C. 590a-f, q.) 

Joseph W. Haas, 

Deputy Chief for Natural Resource Projects . 
June 26.1980. 

[FR Doc. 80-20620 Filed 7-0-80; 8 45 am] 

BILLING CODE 3410-18-M 


Meadow Park Critical Area Treatment 
RC&D Measure, Pennsylvania 

agency: Soil Conservation Service, U.S. 
Department of Agriculture. 
action: Notice of a Finding of No 
Significant Impact. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Graham T. Munkittrick, State 
Conservationist, Soil Conservation 
Service, Room 820 Federal Building, 228 
Walnut Street, Harrisburg, Pennsylvania 
17108, telephone 717-782-2202. 
notice: Pursuant to Section 102(2)(C) of 
the National Environmental Policy Act 
of 1969; the Council on Environmental 
Quality Guidelines (40 CFR Part 1500); 
and the Soil Conservation Service 
Guidelines (7 CFR Part 650); the Soil 
Conservation Service, U.S. Department 
of Agriculture, gives notice that an 
environmental impact statement is not 
being prepared for the Meadow Park 
Critical Area Treatment RC&D Measure, 
Allegheny County, Pennsylvania. 

The environmental assessment of this 
federally assisted action indicates that 
the project will not cause significant 
local, regional, or national impacts on 
the environment. As a result of these 
findings, Mr. Graham T. Munkittrick, 
State Conservationist, has determined 
that the preparation and review of an 
environmental impact statement are not 
needed for this project. 


The measure concerns a plan for 
critical area treatment. The planned 
works of improvement include soil and 
water conservation practices to stabilize 
heavy use areas in the park. Practices 
include surface and subsurface 
drainage, regrading access and parking 
areas, and revegetation of bare and 
disturbed areas. 

The Notice of a Finding of No 
Significant Impact (FNSI) has been 
forwarded to the Environmental 
Protection Agency. The basic data 
developed during the environmenal 
assessment are on file and may be 
reviewed by contacting Mr. Graham T. 
Munkittrick, State Conservationist, Soil 
Conservation Service, Room 820, 

Federal Building, 228 Walnut Street 
Harrisburg, Pennsylvania 17108, 
telephone 717-782-2202. The FNSI has 
been sent to various Federal, State, and 
local agencies and interested parties. A 
limited number of copies of the FNSI are 
available to fill single copy requests at 
the above address. 

Implementation of the proposal will 
not be initiated until 30 days after the 
date of this publication. 

(Catalog of Federal Domestic Assistance 
Program No. 10.901. Resource Conservation 
and Development Program—Public Law 87- 
703.16 U.S.C. 590a-f, q.) 

Joseph W. Haas, 

Deputy Chief for Natural Resource Projects . 
June 26,1980. 

(FR Doc 80-20621 Filed 7-0-80; 8:45 am) 

8ILLING CODE 3410-18-M 


DEPARTMENT OF COMMERCE 

National Technical Information Service 

Government-Owned Inventions; 
Availability for Licensing 

The inventions listed below are 
owned by the U.S. Government and are 
available for domestic and, possibly, 
foreign licensing in accordance with the 
licensing policies of the agency- 
sponsors. 

Copies of patents cited are available 
from the Commissioner of Patents & 
Trademarks, Washington, DC 20231, for 
$.50 each. Requests for copies of patents 
must include the patent number. 

Copies of patent applications cited are 
available from the National Technical 
Information Service (NTIS), Springfield, 
Virginia 22161 for $5.00 each ($10.00 
outside North American Continent). 
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Requests for copies of patent 
applications must include the PAT- 
APPL number. Claims are deleted from 
patent applicaiton copies sold to avoid 
premature disclosure. Claims and other 
technical data will usually be made 
available to serious prospective 
licensees upon execution of a non¬ 
disclosure agreement. 

Requests for information on the 
licensing of particular inventions should 
be directed to the addresses cited for the 
agency-sponsors. 

Douglas ). Campion, 

Program Coordinator, Office of Government 
Inventions and Patents, National Technical 
Information Service, Department of 
Commerce. 

U.S. Department of the Air Force, AF/JACP, 
1900 Half Street SW., Washington, D.C 20324 

Patent application 0.103.644: Highly Accurate 
Projectile for Use with Small Arms; filed 
Dec. 14,1979. 

Patent application 6.104.923: Optical Dome 
Protection Device; filed Dec. 18,1979. 

Patent application 6.109,592: Variable 
Contrast Optical Pattern Generator, filed 
Ian. 4.1980. 

Patent application 6,110.145: Color Contrast 
Sensitivity Measuring Device; fded Jan. 7, 
1980. 

Patent application 6,110.957: Aircraft Load 
Factor Overload Warning Systems; filed 
Jan. 10.1980. 

Patent application 6.111.044: Stabilizer for an 
Ejection Scat; filed Jan. 10.1980. 

Patent application 6,114,533: Advanced Air- 
to-Surface Weapon; filed Jan. 23, 198a 
Patent 4,187,595: Method of Fabricating 
Nozzle Blades for Lasers; filed Sept. 12, 
1978; patented Feb. 12,1980; not available 
NT1S. 

Patent 4,187,675: Compact Air-to-Air Heat 
Exchanger for Jet Engine Application; filed 
Oct. 14,1977, patented Feb. 12. 198a not 
available NT1S. 

Patent 4,188.001: Latch Mechanism; filed July 
31.1978; patented Feb. 12,1980; not 
available NTIS. 

Patent 4.188,591: RF Excited Mercury Laser 
Lamp: filed Oct. 7,1977; patented Feb. 12, 
1980; not available NTIS. 

Patent 4.190.814: Single Axis Resonator for 
Laser; filed Mar. 1,1978; patented Feb. 26, 
1980; not available NTIS. 

Patent 4,192,235: Radiant-Energy Controlled 
Proximity Fuze; filed July 8,1964; patented 
Mar. 11,1980; not available NTIS. 

Patent 4,192,967: Teletype Mixer Apparatus 
for Coding and Decoding; filed May 26. 
1966; patented Mar. 11, 198a not available 
NTIS. 

Patent 4,193.059: Attitude Indicator 
Comparator Woming System; filed June 15. 
1978; patented Mar. 11,198a not available 
NTIS. 

Patent 4,194,200: Combined Receiver 
Protector, AGC Attenuator and Sensitivity 
Time Control Device; filed Nov. 1,1978; 
patented Mar. 18,198a not available NTIS. 
Patent 4,194,205: R. F. Power and Video 
Modulation Monitoring Circuit for 
Countermeasures System; filed Jan. 6,1978; 
patented Mar. 18, 198a not available NTIS. 


Patent 4,194,206: Instantaneous Frequency 
Measurement (IFM) Receiver with 
Capability to Separate cw and Pulsed 
Signals: filed Dec. 22.1978: patended Mar. 
18.198a not available NTIS. 

Patent 4,194,209: Broadband Waveguide Lens 
Antenna and Method of Fabrication, filed 
Dec. 30,1977; patented Mar. 18.198a not 
available NTIS. 

Patent 4,194,708: Remotely Piloted Vehicle; 
filed Sept. 21.1978; patented Mar. 25, 198a 
not available NTIS. 

Patent 4,194.811: Remotely Controlled 
Electromagnetic Optical Focusing 
Assembly; filed May 3.1978; patented Mar. 
25, 198a not available NTIS. 

U.S. Department of the Navy; Assistant Chief 

for Patents, Office of Naval Research. Code 

302; Arlington. Va. 22217 

Patent application 6,088.214: High Stability 
Commutator Bar; filed Oct. 18.1979. 

Patent application 6.097,454: Multiple 
Frequency Oscillator; filed Nov. 2a 1979. 

Patent application 6.10a788: Nondestructive 
Analysis of Multilayer Roughness 
Correlation; filed Dec. 2a 1979. 

Patent application 6,114,002: A Pattern 
Generator for Simulating Image 
Generation: filed Jan. 21,1980. 

Patent application 6.119,058: Optical Fiber 
Test Apparatus: filed Feb. 6,1980. 

Patent application 6,121,553: Wide Angle 
Infinity Display System; filed Feb. 14, 198a 

Patent application 6.122,222: An Improved 
Method of Liquid Phase Epitaxial Growth 
of III—V Compound; filed Feb. 19,1980. 

Patent 4,156,863: Conical Beam Transducer 
Array; filed Apr. 28,1978; patented May 29. 
1979; not available NTIS. 

Patent 4.171,664: Mine Simulator Planting 
Rack and Release Mechanism: filed Feb. 

13,1978; patented Oct. 23,1979; not 
available NTIS. 

Patent 4,171,669: Decoy Flare; filed Feb. 13, 
1978; patented Oct. 23.1979; not available 
NTIS. 

Patent 4.177,53a Buoy System for Vertical 
Ocean Profiling: filed May 15. 197a 
patented Dec. 11,1979; not available NTIS. 

Patent 4,178.708: Fiber Optic Visual Display 
System; filed June 21.1977; patented Dec. 
la 1979; not available NTIS. 

Patent 4,181,139; Multiple Function CO s 
Valve; filed Nov. 21,1977; patented Jan. 1, 
198a not available NTIS. 

Patent 4,181.152; Control Manifold, filed Mar. 
6.197a patented Jan. 1.198a not available 
NTIS. 

Patent 4.181,879: Mine Search Coil Simulator, 
filed Feb. 13.197a patented Jan. 1.198a not 
available NTIS. 

Patent 4,182,949; Self-Contained, Portable 
Underwater Stud Welder; filed July 10. 

1978; patented Jan. 8,198a not available 
NTIS. 

Patent 4.184.093: Piezoelectric Polymer 
Rectangular Flexural Plate Hydrophone; 
filed July 7. 1978; patented Jan. 15. 198a not 
available NTIS. 

Patent 4,184,539: Electronic Card Mount and 
Heat Transfer Assembly for Underwater 
Vehicles; filed July 10,197a patented Jan. 
22 .198a not available NTIS. 

Patent 4,184,801: Dual Loading and Stowage 
Apparatus, filed June 16,1978: patented 
Jan. 22,198a not available NTIS. 


Patent 4,185.804: Remotely Controlled Cyclic 
Graphnel Hook Apparatus; filed Mar. 23. 
1977; patented Jan. 29,1980; not available 
NTIS. 

Patent 4.188,631: Linkage Apparatus for 
Synchronizing Aircraft Door Movements 
with the Deployment of a Door-Enclbsed 
Antenna; filed June 13,1978; patented Feb. 
12.198a not available NTIS. 

Patent 4,188,971: Fluid Cutout Valve: filed 
Apr. 27.1978: patented Feb. 19. 198a not 
available NTIS. 

|FR Doc. 80-20532 Filed 7-0-80. 8:45 am) 

BILLING CODE 3510-04-M 


National Oceanic and Atmospheric 
Administration 

Availability of Funds To Support 
Experimental Climate Forecasting 

action: Notice. 


summary: The National Climate 
Program Office (NCPO) of the National 
Oceanic and Atmospheric 
Administration (NOAA) announces 
availability of grant funds to Initiate an 
experimental climate forecast center 
pursuant to the National Climate 
Program Act (15 USC 2901-2908). NOAA 
anticipates making a grant award in 
October 1980. 

dates: Completed applications and 
proposals must be received on or before 
September 10,1980. 
address: National Climate Program 
Office, National Oceanic and 
Atmospheric Administration, 6010 
Executive Blvd., Bldg. 5, Room 705, 
Rockville, Maryland 20852. 

FOR FURTHER INFORMATION CONTACT: 

Dr. William A. Sprigg, Telephone (301) 
443-8981. 

SUPPLEMENTARY INFORMATION: Section 
5(d) of the National Climate Program 
Act (15 USC 2904(d)(8) requires the 
establishment of “experimental climate 
forecast centers, which shall (A) be 
responsible for making and routinely 
updating experimental climate forecasts 
of a monthly, seasonal, annual, and 
longer nature, based on a variety of 
experimental techniques; (B) establish 
procedures to have forecasts reviewed 
and their accuracy evaluated; and (C) 
protect against premature reliance on 
such experimental forecasts.” Due to the 
nature of experiments in climate 
prediction, a multi-year funding period 
for the center is anticipated, funds to be 
issued in annual installments and 
dependent on availability of future year 
funds. A review board will consider all 
applications. 

Universities, colleges, and non- 
Federal research groups interested in 
applying for grant funds under this 
program may obtain additional 
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information and guidelines from the 
National Climate Program Office at the 
address listed above. 

Dated: July 3,1980. 

Francis ]. Balint, 

Acting Director, Office of Management and 
Computer Systems. 

|FR Doc. 80-20616 Filed 7-0-8Q; 8:45 am] 

BILLING CODE 3510-12-N 


Office of the Secretary 

Cost Comparison Reviews Scheduled 
for Commercial or Industrial Activities 
Performed by Government Personnel 
in the Office of the Secretary 

Notice is hereby given that pursuant 
to Office of Management and Budget 
(OMB) Circular A-76 and Department of 
Commerce Administrative Order 201-41, 
the Office of the Secretary intends to 
conduct cost comparisons of the 
following commercial or industrial 
activities performed by Government 
personnel in the Office of the Secretary 
and to issue an invitation for bids or 
request for proposals after the start date 
scheduled for each review: 


Description of activity 

Location 

start 

comple¬ 

tion 

Computer Center. 

m—a-'. — 

VY AoJ iT.qbrf., 

D.C. 

10/01/81 

3/31/82 

ADP Analysis and 

.do. 

...10/01/81 

3/31/82 

Programming. 

Forma design and stores. 

.do- 

~~ 1/01/81 

9/30/81 

Property distribution. 

.do.... 

5/01/81 

1728/82 

warehousing and tabor 
services. 

Library services 

.,,do. 

.9/01/80 

5/31/81 

Publications and internal 

.do- 

_.. 7/01/81 

3/29/82 

distrtxitions. 

Motor vehicle services— 


..... 5/1/81 

1/28/82 

Telecommunications 

do.. 

. 1/1/81 

9/30/81 

services. 

Mari and messenger 

.do - 

_7/01/81 

3/29/82 

services. 

Travel services_ 

•in 

.9/01/80 

5/31/81 

Hoalth services_ 

-...<*>- 

....10/01/80 

3 


Each invitation for bids or request for 
proposals will be announced in the 
Commerce Business Daily. 

A contract or contracts may or may 
not result from the cost comparison of 
each activity. Results of the cost 
comparison of an activity will be made 
available to responding bidders or 
offerors, and other interested parties. 
FOR FURTHER INFORMATION CONTACT: 
Albert D. Petrilak, Office of the 
Assistant Secretary for Administration. 
Department of Commerce, Washington. 
D.C. 20230 (202-377-2577). 

Dated: July 7.1980. 

Guy W. Chamberlin, Jr., 

Deputy Assistant Secretary for 
Administration. 

|FR Doc. 80-20640 Piled 7-0-80; &45 am) 

BILLING CODE 3510-BR-M 


COMMUNITY SERVICES 
ADMINISTRATION 

Proposed Rural Housing Initiatives 

action: Correction of Notice of 
Proposed Rural Housing Initiatives. 

summary: The Community Services 
Administration (CSA) published a notice 
in the Federal Register on June 12.1980, 
p. 39884, titled. “Notice of Proposed 
Rural Housing Initiatives.” In this 
Notice, CSA i9 clarifying the terms 
“states” whenever it appears in the 
Notice to include Puerto Rico, the Virgin 
Islands, and the District of Columbia. 
EFFECTIVE DATE: July 10, 1980. 

FOR FURTHER INFORMATION CONTACT: 
Larry Couch. Community Services 
Administration, 1200 19th Street NW„ 
Washington, D.C. 20506, telephone (202) 
254-6390, Teletypewriter (202) 254-6218. 

(Sec. 602, 78 stat 530: 42 U.S.C. 2942) 

Michael T. Blouin, 

Assistant Director for Community Action. 

[FR Doc. 80-20522 Piled 7-0-80; 8:45 am] 

BILLING CODE 631S-01-M 


DEPARTMENT OF DEFENSE 

Department of the Navy 

Chief of Naval Operations Executive 
Panel Advisory Committee; Closed 
Meeting 

Pursuant to the provisions of the 
Federal Advisory Committee Act (5 
U.S.C. App. I), notice is hereby given 
that the Command, Control and 
Communications Sub-Panel of the Chief 
of Naval Operations (CNO) Executive 
Panel Advisory Committee will meet on 
August 12-13,1980, from 8 a.m. to 5 p.m. 
each day. at 2000 North Beauregard 
Street, Third Floor Conference Room, 
Alexandria. Virginia. All sessions will 
be closed to the public. 

The entire agenda for the meeting will 
consist of discussions of the application 
of artificial intelligence to command and 
control and interim improvements to 
tactical data and communication links. 
These matters constitute classified 
information that is specifically 
authorized by Executive order to be kept 
secret in the interest of national defense 
and is, in fact, properly classified 
pursuant to such Executive Order. 
Accordingly, the Secretary of the Navy 
has determined in writing that the public 
interest requires that all sessions of the 
meeting be closed to the public because 
they will be concerned with matters 
listed in Section 552b(c)(l) of Title 5. 
United States Code. 

For further information concerning this 
meeting, contact Lieutenant Commander 


Catherine Z. Becker, Executive Secretary of 
the CNO Executive Panel Advisory 
Committee. 2000 N. Beauregard Street. Room 
392, Alexandria, VA 22311. Phone No. (703) 
756-1205. 

Dated: July 1,1980. 

P. B. Walker. 

Captain, /ACC. U.S. Navy . Deputy Assistant 
fudge Advocate General (Administrative 
Law). 

|PR Doc. 80-20563 Filed 7-0-80: M5 Ji m.) 
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DEPARTMENT OF ENERGY 

Bonneville Power Administration 

Pacific Northwest Coordination 
Agreement Charges; Order Confirming 
and Approving increased Power and 
Transmission Rates 

agency: Bonneville Power 
Administration, Department of Energy. 
action: Notice of Rate Order—Pacific 
Northwest Coordination Agreement, 
Section 14 Charges. 

summary: Notice is given of Rate Order 
BPA-3 of the Assistant Secretary for 
Resource Applications confirming and 
approving increased power and 
transmission rates under Section 14 of 
the Pacific Northwest Coordination 
Agreement (Agreement) for power 
marketed and transmitted pursuant to 
the Agreement to other parties to the 
agreement. The rate adjustment is 
pursuant to an offer of settlement filed 
with the Federal Energy Regulatory 
Commission (FERC) (Washington Water 
Power Co.. Docket ER 80-167) and 
involves a very small portion of 
Bonneville’s power revenues. 

Under the settlement agreement. 
Section 14 of the Agreement will be 
amended as reflected in the following 
Order. Transmission rates uder Section 
14(f) shall be subject to change 
beginning on July 1,1981, and each year 
thereafter. Other rates and charges will 
be negotiable beginning July 1,1984, and 
every fifth year thereafter. 
effective date: The new rates will be 
effective as of the later to occur of July 
1,1980, or the effective date of the Order 
of the FERC approving the settlement 
agreement. 

FOR FURTHER INFORMATION CONTACT: 

Michael C. Dotten, Attorney, Office of 
General Counsel, Bonneville Power 
Administration, Department of 
Energy, P.O. Box 3621. Portland, 
Oregon 97208 (503) 234-3361, Ex 4207. 
Lawrence A. Dean, Chief Branch of 
Power Supply, Bonneville Power 
Administration, Department of 
Energy, P.O. Box 3621. Portland. 
Orgeon 97208 (206) 696-0351, Ex 7501. 
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SUPPLEMENTARY INFORMATION: 

Bonneville is a party to the Pacific 
Northwest Coordination Agreement 
which was executed September 15,1964, 
by 17 entities in the Pacific Northwest 
including the United States of America 
(Bonneville, the Corps of Engineers and 
the “United States Entity”), three 
municipalities, six public utility districts 
of the State of Washington, and six 
privately owned utilities. A major 
objective of the agreement is to secure 
optimum firm load carrying capability 
for the coordinated system (the 
combined system of all the utilities). The 
Agreement contemplates the provision 
of interchange energy, interchange 
capacity, the wheeling of such energy, 
and certain storage services. In the 
event that at the end of a prescribed 
period of time a utility has not returned 
its obligation to another utility under the 
Agreement, the charges contained 
within Section 14 of the Agreement are 
collected from the obligated party. 
Section 14 also establishes charges for 
performing third party wheeling under 
the Agreement and for providing storage 
and load factoring services. It is these 
charges which are the subject of the 
attached Order. 

The revised charges under Section 14 
of the Coordination Agreement are 
designed to more accurately reflect the 
costs and values of the energy, capacity, 
and storage services which are provided 
under the agreement to avoid the 
creation of any artifical incentives for 
the participants in the agreement to 
unnecessarily use the energy, capacity, 
or storage facilities of other participants. 

The charges approved pursuant to the 
attached Order have been negotiated 
among the 16 parties to the coordination 
agreement and are subject to approval 
by FERC for jurisdictional utilities 
pursuant to Section 14(j) of the 
unamended agreement. Inasmuch as the 
charges are very close to those 
confirmed and approved on an interim 
basis by me by Order BPA-2 on 
December 3,1979, (44 FR 70517), the 
subject charges would be fair, 
reasonable, and the lowest possible 
consistent with sound business 
principles. After reviewing and 
considering the proposed settlement 
agreement, the proposed amendments to 
the Coordination Agreement and 
supporting material submitted to FERC, I 
am issuing a rate Order confirming and 
approving the subject charges under 
Section 14 of the Agreement, effective 
upon the later of July 1,1980, or the 
effective date of approval of the 
proposed settlement agreement by 
FERC. 


Issued in Washington. D.C., July 1, 1980. 
Ruth M. Davis, 

Assistant Secretary. Resource Applications. 

United States of America Department 
of Energy, Assistant Secretary for 
Resource Applications in the matter of 
Bonneville Power Administration— 
Pacific Northwest Coordination 
Agreement, Section 14 Charges; Rate 
Order BPA-3—Order confirming anji 
placing into effect upon approval by the 
FERC increased power and transmission 
rates, July 1,1980. 

The functions of the Secretary of the 
Interior and the Federal Power 
Commission under the Bonneville 
Project Act, 16 U.S.C. 832, the Federal 
Columbia River Transmission System 
Act, 16 U.S.C. 838. and other statutes 
relating to the Bonneville Power 
Administration were transferred to and 
vested in the Secretary of Energy 
pursuant to Sections 302(a) and 301(b) of 
the Department of Energy Organization 
Act, Public Law 95-91. By Delegation 
Order No. 0204-33. Effective January 1, 
1979, 43 F.R. 60636 (December 28,1978), 
the Secretary of Energy delegated to the 
Assistant Secretary for Resource 
Applications the authority to develop 
power and transmission rates, acting by 
and through the Administrator, and to 
confirm, approve, and place in effect 
such rates on an interim basis. Also 
under this delegation order, the 
Secretary of Energy delegated to the 
Federal Energy Regulatory Commission 
(FERC) the authority to confirm and 
approve on a final basis or to 
disapprove rates developed by the 
Assistant Secretary under the 
delegation. This rate order is issued 
pursuant to the delegation to the 
Assistant Secretary. 

Background 

Pacific Northwest Coordination 
Agreement 

Bonneville Power Administration 
(Bonneville) is a party to the Pacific 
Northwest Coordination Agreement 
(Agreement) which was executed 
September 15,1964, by 17 entities in the 
Pacific Northwest including the United 
States of America (Bonneville, the Corps 
of Engineers and the “United States 
Entity”), three municipalities, six public 
utility districts of the State of 
Washington, and six privately owned 
utilities. 

The Agreement provides for the 
implementation of two basis objectives. 
The major objective is to secure 
optimum Firm Load Carrying Capability 
(Sections 2(p), 6(c)(4). 6(i) and 6(j)) for 
the Coordinated System (Section 2(f)), 
without regard to the desires of the 
individual parties. In the planning 


sections of the Agreement (Sections 6. 7, 
and 8), the various resources of all 
parties are planned to operate to meet 
the Coordinate, System load, as if such 
resources were under single ownership. 
The draft of all storage from reservoirs 
is planned so that maximum energy 
generation during a recurrence of critical 
water conditions would result. (See 
Section 6(b)(1).) 

The second basic objective 
implemented by the Agreement'is to 
make the owners of all projects affected 
by headwater seasonal storage, whether 
downstream from or at the site of such 
storage, equal with respect to the 
operation of such storage. 

The inevitable imbalances between 
loads and resources on individual 
systems resulting from the complex firm 
power optimizing techniques established 
by the Agreement are handled through a 
series of energy interchanges designed 
to guarantee each participant its ability 
to meet firm loads equal to its firm 
capability. Under the steamflow 
conditions on which firm capability is 
based, all interchange energy delivered 
will be returned. However, since this 
streamflow pattern is extremely unlikely 
to be repeated exactly, based on a 
number of circumstances, the parties 
seldon are able to “zero out” balances 
of interchange energy. As a result, 
charges must be established for energy 
and capacity interchange imbalances. 
Such charges are set forth in 
Subsections 14(a) and 14(c). In addition 
to those charges the parties to the 
Agreement are compensated for 
providing a number of other services 
provided for in the Agreement, such as 
storage of energy, 14(e) and (g); 
transmission, 14(f); transfer to avoid 
spills, 14(h); charges for return of 
interchange energy onpeak, 14(b); and 
acceptance and retention of holding 
interchange energy, 14(d). It is these 
charges which are the subject of this 
Order. 

Revised Charges 

The revised charges under Section 14 
of the Agreement are designed to more 
accurately reflect the costs and values 
of the energy, capacity, wheeling, and 
storage services which are provided 
under the agreement to avoid the 
creation of any artificial incentives for 
the participants in the agreement to 
unnecessarily use the energy, capacity, 
or storage facilities of other participants. 

The rates and charges approved 
pursuant to this Order have been ' 
negotiated among the 16 parties of the 
Agreement and are subject to approval 
by the FERC for jurisdictional utilities 
and pursuant to Section 14(j) of the 
unamended agreement. 








Federal Register / Vol. 45, No. 134 / Thursday. July 10. 1980 / Notices 


46473 


Discussion 

Need for Rate Increase 

Most Coordination Agreement rates 
are subject to negotiation only once 
every 5 years under the existing 
agreement. Transmission charges under 
Section 14(f) are subject to revision 
annually under the proposed 
amendments. The charges under Section 
14 of the agreement were last amended 
in 1975. Since then, the cost of providing 
all services under the Agreement has 
increased to all parties to the agreement. 
As a result, the existing charges under 
Section 14 of the Agreement are 
inadequate to thoroughly compensate 
parties for services provided under the 
other sections of the agreement. 
Furthermore, the existing inadequate 
rates create improper incentives to 
obtain services under the agreement 
which could cause burdens to provider 
systems not anticipated at the time the 
agreement was executed. 

Nature of Settlement 

The 18 parties to the Agreement have 
agreed on charges for providing energy, 
capacity, transmission and storage 
services under the Agreement. Given 
that the parties have widely varying 
costs for provision of such services, the 
rates and charges proposed to the FERC 
are of necessity a compromise. Because 
the Agreement is necessary to the 
optimization of the firm load carrying 
capability of Bonneville, the Agreement 
is of sufficient benefit to Bonneville to 
warrant the approval of the revised 
charges. Furthermore, since the charges 
very closely resemble those confirmed 
and approved by me by Order BPA-2 on 
December 3.1979 (44 F.R. 70517), I find 
that the charges under Section 14 of the 
agreement are the lowest possible 
consistent with sound business 
principles having regard to the recovery 
of the cost of producing and transmitting 
the electric power, including 
amortization of the capital investment 
allocated to power, over a reasonable 
period of years. 

Order 

Based upon the foregoing, plus the 
materials submitted to the FERC in 
support of these charges by Bonneville 
and the other parties to the agreement, 1 
hereby confirm and approve, effective 
upon the later of July 1 . 1980. or the date 
of approval by the FERC of the proposed 
settlement agreement, the attached 
amendment to charges contained in 
Section 14 of the Pacific Northwest 
Coordination Agreement for application 
by Bonneville. 


Issued in Washington. D.C., July 1,1960. 
Ruth M. Davis, 

Assistant Secretary. Resource Applications. 

Amendatory Agreement No. 2—Pacific 
Northwest Coordination Agreement, 
September 1964 

This agreement, entered into as of the 

-day of May, 1980, by and between 

the United States of America, acting by 
and through the Administrator, 
Bonneville Power Administration of the 
Department of the Interior (now the 
Department of Energy) (hereinafter 
called the “Administrator") and the 
Division Engineer, North Pacific 
Division, Corps of Engineers. 
Department of the Army (hereinafter 
called the “Division Engineer"); the 
United States Entity designated 
pursuant to Article XIV of the Treaty; 
the City of Eugene, Oregon, a municipal 
corporation of the State of Oregon, the 
City of Seattle, Washington, a municipal 
corporation of the State of Washington, 
the City of Tacoma, Washington, a 
municipal corporation of the State of 
Washington; Public Utility District No. 2 
of Grant County, Washington, a 
municipal corporation of the State of 
Washington; Public Utility District No. 1 
of Chelan County, Washington, a 
municipal corporation of the State of 
Washington; Public Utility District No. 1 
of Pend Oreille County, Washington, a 
municipal corporation of the State of 
Washington: Public Utility District No. 1 
of Douglas County, Washington, a 
municipal corporation of the State of 
Washington; Public Utility District No. 1 
of Cowlitz County. Washington, a 
municipal corporation of the State of 
Washington; Puget Sound Power & Light 
Company, a corporation; Portland 
General Electric Company, a 
corporation; Pacific Power & Light 
Company, a corporation; the 
Washington Water Power Company, a 
corporation: Montana Power Company, 
a corporation: and Colockum 
Transmission Company, Inc., a 
corporation. 

Section 14 of the Pacific Northwest 
Coordination Agreement executed as of 
September 15.1964, as amended by 
Amendatory Agreement No. 1 effective 
July 1,1976, shall be amended to read as 
follows: 

Section 14. Other Charges. The charges 
listed in this section shall be applicable to 
exchanges, transfer and services performed 
under this Agreement. 

(a) Interchange Energy Imbalances . 
Interchange Energy Imbalances between 
Systems referred to in paragraph 9(e)(3) shall 
be paid at the following rates: 

(1) When supplied from hydroelectric 
sources, six (6.0) mills per kilowatt hour. 


(2) When supplied from thermal electric 
sources of the delivering party or purchases 
under firm contract, three (3.0) mills per 
kilowatt hour plus incremental costs, or six 
(6.0) mills per kilowatt hour, whichever is 
greater. Incremental costs shall include but 
not be limited to fuel costs, special 
maintenance costs and starting and 
shutdown costs of thermal electric plants, but 
shall not include fixed charges or other costs 
which would have been incurred by the 
supplying System if the transfer had not been 
made. 

# (3) When supplied from previously 
received Interchange Energy, the rate per 
kilowatt hour charged to the supplying 
System for such energy under this subsection 
14(a). Energy supplied as previously received 
Interchange Energy shall be limited to 
Interchange Energy received by the supplying 
System since the last settlement of 
Interchange Energy imbalances made 
pursuant to paragraph 9(e)(3). If the supplying 
System has previously received Interchange 
Energy at more than one rate and is 
delivering from such previously received 
Interchange Energy, it shall designate which 
of such energy it is delivering. Such received 
Interchange Energy shall be thermal 
Interchange Energy for the purpose of 
determining priorities pursuant to subsections 
9(f) and 9(g). Delivery of such received 
Interchange Energy shall constitute an 
assignment of the rights and obligations of 
the supplying System relating to such energy, 
with respect to the original supplying System 
under this agreement, to the receiving 
System, as if the original delivery of such 
energy had been made directly to the 
receiving System. If the supplying System 
previously paid interim cash advances on 
account for such energy, pursuant to 
paragraph 9(e)(6), the receiving System shall 
pay the equivalent cash advances to the 
supplying System at the time of deiievery. All 
Systems Bhall be notified promptly of the 
change of accounts by the supplying System. 

(b) Interchange Energy Service Charge . 

Any party returning Interchange Energy 
under subsection 9(e) shall pay to the original 
supplying party a service charge at the 
following rates: 

(1) No charge for energy returned during 
the period Monday through Saturday. 7:00 
a.m. through 10:00 p.m. 

(2) Two (2.0) mills per kilowatt hour when 
returned at other hours unless such energy 
was supplied during such other hours, or its 
return during such other hours was requested, 
in either of which events there shall be no 
charge. 

(c) Interchange Capacity Imbalances. 
Except for Interchange Capacity delievered 
under subparagraph 9(c)(2)(B). which shall be 
at no cost. Interchange Capacity imbalances 
between Systems resulting from Capacity 
Interchanges provided for in paragraph 
9(c)(2) shall be paid for at the end of each 
Contract Year at the rate of thirty-eight cents 
($0.38) per kilowatt week. 

(d) Holding Interchange Energy Service 
Charge. Any party accepting the return of 
Holding Interchange Energy under paragraph 
9(d)(4) shall pay to the importing party a 
service charge of two (2.0) mills per kilowatt 
hour. 
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When Holding Interchange Energy is 
delivered by a third party during the period 
Monday through Saturday. 7:00 a.m. through 
10:00 p.m., and said energy was delivered to 
the third party at other hours, the original 
exporting party shall pay to the third party a 
service charge of two (2.0) mills per kilowatt 
hour whenever such service is required for 
the original delivery or subsequent return of 
Holding Interchange Energy. 

(e) Stored Energy Service Charge. Energy 
returned from storage pursuant to paragraph 
9 (j)(l) shall be paid for by the party 
requesting the return of such energy at the 
following rates: 

(1) Three (3.0) mills per kilowatt hour when 
returned during the period Monday through 
Saturday, 7:00 a.m. through 10:00 p.m. 

(2) One (1.0) mill per kilowatt hour when 
returned at other hours. 

(0 Transmission Service Charges. 
Transmission capacity provided pursuant to 
subsection 10(a) by a party for transactions 
where it acts solely as a transferor shall in 
the absence of a separate agreement for such 
transmission between the parties involved, 
be paid for in accordance with the following 
rates and by the following parties: 

(1) Intercharge Energy delivered or 
returned—one (1.0) mill per kilowatt hour, 
paid by the original receiving System. 

(2) Holding Interchange Energy delivered or 
returned pursuant to subsection 9(d) and 
stored energy delivered or returned pursuant 
to subsection 9(j)—one (1.0) mill per kilowatt 
hour on each transfer, paid by the party 
delivering such energy or requesting the 
return of such energy: provided, however, 
that no charge shall be made, or if a charge 
has been made a rebate will be given, unpon 
receipt by the transferring party of notice that 
energy delivered as Holding Interchange 
Energy or stored energy has been spilled. 

(3) In Lieu Energy—no charge, except when 
the priorities of subsection 9(i) are invoked 
by the supplying or receiving System to 
require the transferor to provide such 
transmission, in which case the party 
invoking the priority shall pay one (1.0) mill 
per kilowatt hour. 

(4) Provisional Energy delivered or 
replaced pursuant to subparagraph 
9(n)(l)(B)—one (1.0) mill per kilowatt hour 
paid by the Reservior Party. 

(5) Energy deliveries associated with the 
delivery of Interchange Capacity pursuant to 
paragraph 9(c)(2) or energy deliveries 
associated with the delivery of emergency 
capacity due to Forced Outages pursuant to 
paragraph 9(q)(2), or the return of such 
energy—one (1.0) mill per kilowatt hour, paid 
by the original receiving System. 

(g) Special Storage Arrangement. Unless 
otherwise agreed to by the parties to the 
storage arrangement, energy returned from 
storage pursuant to paragraph 9(j)(2) shall be 
paid for by the party requesting the return of 
such energy at the following rates: 

(1) Three (3.0) mills per kilowatt hour when 
returned during the period Monday through 
Saturday, 7:00 a.m. through 10:00 p.m. 

(2) One (1.0) mill per kilowatt hour when 
returned at other hours. 

(h) Transfers to Avoid Spill 
Notwithstanding the foregoing subsections 
of this section there shall be no charge for the 


transfer of stored energy from the reservior of 
one party to the reservior of another party in 
order to avoid probable spill; provided 
however, that if such energy is returned to 
the original supplying System and if it is 
determined at the end of the Drawdown 
Period, on the basis of such System’s actual 
reservoir contents, that a part or all of such 
energy has been used by such supplying 
System, the energy so used shall be paid for 
by such supplying System to the party 
returning such energy at the rate of two (2.0) 
mills per kilowatt hour. 

(i) Billing. Other than as provided in 
paragraph 9(e)(6) and in subsection 13(d), 
parties shall be billed monthly and shall 
make payment within 20 days after billing. 

(j) Changes in Charges. Commencing on 
July 1,1981, and each year thereafter, the 
parties shall, upon notice given by any party 
prior to July 1 specifying desired changes, 
review the charges in subsection (f) above. 
Commencing on July 1,1984, and each fifth 
year thereafter the parties shall, upon notice 
given by any party prior to such July 1 
specifying desired changes, review the 
remaining charges in effect under this 
section. If the parties fail to agree on revised 
charges, the parties hereto who are subject to 
the jurisdiction of the Federal Energy 
Regulatory Commission with respect to such 
charges shall submit the matter on or before 
the following January 1 to the Commission for 
determination of charges to be made by such 
parties; and the other parties hereto agree, 
insofar as they may lawfully do so, that the 
charges to be made by them shall not be in 
excess of the charges so fixed by the 
Commission, provided that any of such other 
parties may, but shall not be obligated to, 
reduce any charge in effect at the time of 
such submission. Each party hereby gives its 
irrevocable consent to the intervention by all 
other parties in such proceeding before the 
Commission. The charges agreed upon or as 
finally determined by the Commission shall 
become effective at the beginning of the 
Contract Year following such agreement or 
determination. 

This Amendment shall be effective as 
of the later to occur of July 1,1980. or the 
effective date of the Order of the 
Federal Energy Regulatory Commission 
approving the Settlement Agreement 
pursuant to which this Amendment has 
been executed and the revised charges 
set forth herein shall become effective 
as of such date. 

Except as expressly amended hereby, 
all the terms and conditions of the 
Pacific Northwest Coordination 
Agreement shall remain in full force and 
effect. This Amendment is to be 
executed in counterparts and shall be 
binding when counterparts signed by all 
parties have been deposited with the 
Secretary of the Coordination Contract 
Committee. 

(Signatures of the Parties.) 

(FR Doc. 80-20766 Filed 7-S-80:8:45 am| 

BILLING CODE 6450-01-M 


Economic Regulatory Administration 

Consumers Oil Co.; Action Taken on 
Consent Order 

agency: Economic Regulatory 
Administration, Department of Energy. 
action: Notice of action taken and 
opportunity for comment on Consent 
Order. .__ 

summary: The Economic Regulatory 
Administration (ERA) of the Department 
of Energy (DOE) announces action taken 
to execute a Consent Order and 
provides an opportunity for public 
comment on the Consent Order and on 
potential claims against the refunds 
deposited in an escrow account 
established pursuant to the Consent 
Order. 

DATES: Effective date: May 30,1980. 
Comments by: August 11,1980. 

ADDRESS: Send comments to: Lon W. 
Smith, District Manager of Enforcement. 
Western District Office, 333 Market 
Street, San Francisco, CA 94105. 

FOR FURTHER INFORMATION CONTACT: 

Lon W. Smith, District Manager of 
Enforcement, Western District Office 
(415) 764-7038. 

SUPPLEMENTARY INFORMATION: On May 

30,1980, the Office of Enforcement of 
the ERA executed a Consent Order with 
Consumers Oil Company (’‘Consumers”) 
of Rosemead, California. Under 10 CFR 
205.199j(b), a Consent Order which 
involves a sum of less than $500,000 in 
the aggregate, excluding penalties and 
interest, becomes effective upon its 
execution. 

I. The Consent Order 

Consumers, with its home office 
located in Rosemead. Callifomia, is a 
firm engaged in the reselling and 
retailing of refined petroleum products, 
and is subject to the Mandatory 
Petroleum Price and Allocation 
Regulations at 10 CFR, parts 210, 211, 
212. To resolve certain civil actions 
which could be brought by the Office of 
Enforcement of the Economic Regulatory 
Administration as a result of its audit of 
Consumers, the Office of Enforcement, 
ERA, and Consumers entered into a 
Consent Order, the significant terms of 
which are as follows: 

1. The Consent Order settles 
allegations brought by the Office of 
Enforcement regarding Consumers’ 
operations as a reseller and retailer of 
refined petroleum products during the 
period October 1,1973 through 
September 30,1976 (the ‘‘audit period”). 

2. The Office of Enforcement alleged 
that Consumers violated the petroleum 
price regulations, specifically those 
found at 10 CFR Part 212, subpart F (and 
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iheir predecessors) during the audit 
period. 

3. Consumers denies the Office of 
Enforcement’s allegations. 

4. The terms of the Consent Order 
requires that Consumers refund 
$366,705.00 plus interest thereon in 
settlement of its civil liability. 

The refund is to be distributed to 
Consumers* gas oil customers 
($137,141.00 plus interest), diesel fuel 
customers ($156,104.00 plus interest), 
and gasoline customers ($73,460.00 plus 
interest). 

Gas oil and diesel fuel customers 
entitled to refunds of less than $10,000 
are to receive their refund within thirty 
days of execution of the Consent Order. 
Customers entitled to refunds in 
amounts greater than $10,000 will be 
paid in monthly installments over a 
period of up to 36 months. Interest on 
any unpaid balance accrues at the rate 
of 15.39 percent per annum. Refunds 
greater than $10,000 payable to non end- 
user/consumers shall be paid to the 
Assistant Administrator for 
Enforcement, Economic Regulatory 
Administration for distribution in a just 
and equitable manner in accordance 
with applicable laws and regulations. 

The gasoline refund will be made 
through a price rollback from 
Consumers market price. 

5. The provisions of 10 CFR 205.199J, 
including the publication of this Notice, 
are applicable to the Consent Order. 

II. Disposition of Refund Overcharges 

In this Consent Order. Consumers 
agrees to refund, in full settlement of 
any civil liability with respect to actions 
which might be brought by the Office of 
Enforcement, ERA, arising out of the 
transactions specified in 1.1 above, the 
sum of $366,705.00 plus interest thereon. 
Of this amount $70,965.00 plus interest, 
which would otherwise be refunded to 
non end-user/consumers, will be paid 
by certified check to the United States 
Department of Energy in the care of the 
Assistant Administrator for 
Enforcement, ERA. This amount will 
remain in a suitable account pending the 
determination of its proper disposition. 

The DOE intends to distribute this 
refund amount in a just and equitable 
manner in accordance with applicable 
laws and regulations. Accordingly, 
distribution of such refunded 
overcharges requires that only those 
“persons” (as defined at 10 CFR 205.2) 
who actually suffered a loss as a result 
of the transactions described in the 
Consent Order receive appropriate 
refunds. Because of the petroleum 
industry’s complex marketing syste, it is 
likely that overcharges have either been 
passed through as higher prices to 


subsequent purchasers or offset through 
devices such as the Old Oil Allocation 
(Entitlements) Program. 10 CFR 211.67. 

In fact, the adverse effects of the 
overcharges may have become so 
diffused that is a practical impossibility 
to identify specific, adversely affected 
persons, in which case disposition of the 
refunds will be made in the general 
public interest by an appropriate means 
such as payment to the Treasury of the 
United States pursuant to 10 CFR 
205.1991(a). 

III. Submission of Written Comments 

A. Potential Claimants. Interested 
persons who believe that they have a 
claim to all or a portion of the refund 
amount to be paid to ERA (i.e., $70,965. 
plus interest) should provide written 
notification of the claim to the ERA at 
this time. Proof of claim is not now being 
required. Written notification to the 
ERA at this time.is requested primarily 
for the purpose of identifying valid 
potential claims to the refund amount. 
After potential claims are identified, 
procedures for the making of proof of 
claims may be established. Failure by a 
person to provide written notification of 
a potential claim within the comment 
period for this Notice may result in the 
DOE irrevocably disbursing the funds to 
other claimants or to the general public 
interest. 

B. Other Comments. The ERA invites 
interested persons to comment on the 
terms, conditions, or procedural aspects 
of this Consent Order. 

You should send your comments or 
written notification of a claim to Lon W. 
Smith. District Manager of Enforcement, 
U.S. Department of Energy, 333 Market 
Street, San Francisco, California 94105. 
You may obtain a free copy of this 
Consent Order by writing to the same 
address or by calling (415) 764-7038. 

You should identify your comments or 
written notification of a claim on the 
outside of your envelope and on the 
documents you submit with the 
designation. “Comments on Consumers 
Oil Consent Order." We will consider 
all comments we receive by 4:30 p.m., 
local time, on August 11,1980. You 
should identify any information or data 
which, in your opinion, is confidential 
and submit it in accordance with 
procedures in 10 CFR 205.9(f). 

Issued in San Francisco, California, on the 
2nd day of July. 1980. 

Edward D. Paul. 

Acts. District Manager. Office of 
Enforcement. Western District. Economic 
Regulatory Administration. 

[FR Doc. 80-20624 Filed 7-4L80: 8 45 om| 

BILLING CODE 6450-01-W 


Seminole Refining, Inc.; Proposed 
Consent Order 

agency: Economic Regulatory 
Administration. Department of Energy. 
action: Notice of Proposed Consent 
Order and Opportunity for Comment. 

summary: The Economic Regulatory 
Administration (ERA) of the Department 
of Energy (DOE) announces a proposed 
Consent Order and provides an 
opportunity for public comment on the 
proposed Consent Order and on 
potential claims against the refunds 
deposited in escrow pursuant to the 
Consent Order. 
date: July 3.1980. 

COMMENTS BY: August 11,1980. 
address: Send comments to: Robert 
Gerring. Director, Program Operations 
Division, Office of Enforcement, 
Economic Regulatory Administration, 
2000 M Street. Washington, D.C. 20461. 
SUPPLEMENTARY INFORMATION: On July 
2,1980, the Office of Enforcement of the 
ERA executed a proposed Consent 
Order with Seminole Refining. Inc. 
(“Seminole") of St. Marks, Florida. 

Under 10 CFR 205.199J(b), a proposed 
Consent Order which involves a sum of 
$500,000 or more in the aggregate, 
excluding penalties and interest, 
becomes effective only after the DOE 
has provided an opportunity for 
comments with respect to the proposed 
Consent Order. Although the ERA has 
signed and tentatively accepted the 
proposed Consent Order, the ERA may, 
after consideration of the comments it 
receives, withdraw its acceptance and, 
if appropriate, attempt to negotiate an 
alternative Consent Order. 

1. The Consent Order 

Seminole, with its home office located 
in Saint Marks, Florida, is a firm 
engaged in the refining of crude oil and 
the marketing of motor gasoline and 
other refined petroleum products, and is 
subject to the Mandatory Petroleum 
Price and Allocation Regulations at 10 
CFR. Parts 210, 211, and 212. To resolve 
certain civil actions which could be 
brought by the Office of Enforcement of 
the Economic Regulatory Administration 
as a result of its audit of Seminole, the 
Office of Enforcement, ERA, and 
Seminole entered into a Consent Order, 
the significant provisions of which are 
as follows: 

1. At all times since the effective date 
of the Emergency Petroleum Allocation 
Act of 1973. as amended, 15 U.S.C. 751 et 
seq. (“EPAA") and the commencement 
of the Old Oil Allocation (Entitlements) 
Program, November 29,1974, Seminole 
was a refiner as defined in 10 CFR 
212.31 (and a small refiner as defined in 
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10 CFR 211.62), and subject to price and 
allocation rules and other provisions of 
law applicable to refiners as set forth in 
DOE’s Mandatory Petroleum Price 
Regulations, 10 CFR Part 212, Mandatory 
Petroleum Allocation Regulations, 10 
CFR Part 211, Administrative Procedures 
and Sanctions. 10 CFR Part 210, and 
other applicable provisions of law. 

2. Seminole and DOE desire and are 
willing to settle and resolve all civil 
matters in dispute or which could be in 
dispute between them with respect to 
DOE’s Mandatory Petroleum Price 
Regulations for the period December 
1973 through the Effective Date of the 
Consent Order, and with respect to 
DOE’s Mandatory Petroleum Allocation 
Regulations, the General Allocation and 
Price Rules, and the Administrative 
Procedures and Sanctions for the period 
November 1974 through June 1977. 

3. The Consent Order is for the 
purpose of settling and compromising 
disputed issues of alleged liability and 
constitutes neither an admission by 
Seminole that any DOE regulations have 
been violated nor a finding by the DOE 
that Seminole has violated DOE 
regulations. 

4. The provisions of 10 CFR 204.199J, 
including the publication of this Notice, 
are applicable to the Consent Order. 

II. Disposition of Refunded Overcharges 
and/or Benefits 

In this Consent Order, Seminole 
Refining, Inc. agrees to refund, in full 
settlement of any civil liability with 
respect to actions which might be 
brought by the Office of Enforcement 
ERA, arising out of those matters set 
forth in I. above, the sum of 
$1,900,000.00, payable as follows: 
$1,500,000.00 to be paid to DOE upon the 
effective date of this Consent Order, and 
$400,000.00 in two annual installments of 
$200,000.00 each, together with interest 
at the rate of 15.39 percent per annum, 
compounded quarterly, running from the 
effective date of the Consent Order. 
Refunded overcharges and/or benefits 
will be in the form of certified checks 
made payable to the United States 
Department of Energy and will be 
delivered to the Assistant Administrator 
for Enforcement, ERA. These funds will 
remain in a suitable account pending the 
determination of their proper 
disposition. 

The DOE intends to distribute the 
refund amounts in a just and equitable 
manner in accordance with applicable 
laws and regulations. Accordingly, 
distribution of such refunds requires that 
only those “persons" (as defined at 10 
CFR 205.2) who actually suffered a loss 
as a result of the transactions described 
in the Consent Order receive 


appropriate refunds. Because of the 
petroleum industry's complex marketing 
system, it is likely that overcharges have 
either been passed through as higher 
prices to subsequent purchasers or 
offset through devices such as the Old 
Oil Allocation (Entitlements) Program, 

10 CFR 211.67. in fact, the adverse 
effects of the overcharges may have 
become so diffused that it is a practical 
impossibility to identify specific, 
adversely affected persons, in which 
case disposition of the refunds will be 
made in the general public interest by 
an appropriate means such as payment 
to the Treasury of the United States 
pursuant to 10 CFR 205.1991(a). 

III. Submission of Written Comments 

A. Potential Claimants: Interested 
persons who believe that they have a 
claim to all or a portion of the refund 
amount should provide written 
notification of the claim to the ERA at 
this time. Proof of claims is not being 
required. Written notification to the 
ERA at this time is requested primarily 
for the purpose of identifying valid 
potential claims to the refund amount. 
After potential claims art identified, 
procedures for the making of proof of 
claims may be established. Failure by a 
person to provide written notification of 
a potential claim within the comment 
period for this Notice may result in the 
DOE irrevocably disbursing the funds to 
other claimants or to the general public 
interest. 

B. Other Comments: The ERA invites 
interested persons to comment on the 
terms, conditions, or procedural aspects 
of this Consent Order. 

You should send your comments or 
written notification of a claim to Robert 
Gerring, Director Program Operations 
Division, Office of Enforcement, 
Economic Regulatory Administration, 
2000 M St. N.W., Department of Energy, 
Washington, D.C. 20461. You may obtain 
a free copy of this Consent Order by 
writing to the same address or by calling 
202-654-3507. 

You should identify your comments or 
written notification of a claim on the 
outside of your envelope and on the 
documents you submit with the 
designation, “Comments on Seminole 
Refining, Inc. Consent Order.’* We will 
consider all comments we receive by 
4:30 pm, local time, on August 11,1980. 
You should identify any information or 
data which, in your opinion, is 
confidential and submit it in accordance 
with the procedures in 10 CFR 205.9(f). 

Issued in Washington. D.C. on the 3rd day 
of July, 1980. 


Dated: July 3,1980. 

Robert Gerring, 

Director, Program Operations Division, Office 
of Enforcement, Economic Regulatory 
A dministrution. 

Concurrence: 

Robert G. Heiss 

|FR Doc. 80-20023 Filed 7-9-80; 8:45 am] 

BILUNG CODE 6450-01-M 


Office of Special Counsel for 
Compliance 

Proposed Remedial Order to Tenneco 
Oil Co., Inc. 

agency: Department of Energy. 
action: Notice of Proposed Remedial 
Order to Tenneco Oil Company, Inc., 
and Opportunity for Objection. 

Pursuant to 10 CFR 205.192(c), the 
Office of Special Counsel for 
Compliance of the Economic Regulatory 
Administration (ERA), Department of 
Energy (DOE), hereby gives Notice that 
a Proposed Remedial Order was issued 
on June 23.1980, to Tenneco Oil 
Company, Inc. (Tenneco), P.O. Box 2511, 
Houston, Texas 77001. 

The Proposed Remedial Order Sets 
forth findings of fact and conclusions of 
law concerning Tenneco’s failure to 
supply Kern County Refinery, Inc. (Kern) 
appropriate volumes of crude oil from 
certain properties in the Yowlumne 
Field, loacted in Kern County, California 
during the period from June 1978 through 
December 1979. According to the 
Proposed Remedial Order, Tenneco 
failed to meet its supplier/purchaser 
obligation under 10 CFR 211.63 of the 
Mandatory Petroleum Allocation 
Regulations by (1) selling to third parties 
crude oil from Yowlumne Field 
properties from which all the crude oil 
had previously been sold to Kern and (2) 
by offering to Kern less than the 
percentage of production from one 
Yowlumne Field property equalling the 
percentage of first production from that 
property sold to Kem. 

The Proposed Remedial Order finds 
that beginning in October 1975 Tenneco 
and Kern entered into a series of 
contracts for the sale of the Yowlumne 
Field crude oil to Kern, which contracts 
gave rise to a supplier/purchaser 
relationship under 10 CFR 211.63(b)(l) 
and to Kern’s right to purchase 
increased productin from the subject 
properties under 10 CFR 211.63(c)(3). 
With respect to a unitized property in 
the Yowlumne Field which was 
developed after December 31,1975, the 
Proposed Remedial Order finds that, 
pursuant to 10 CFR 211.63(a)(4) and 
§ 211.63(b)(2), a supplier/purchaser 
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relationship was created entitling Kern 
to a percentage of the crude oil 
produced from that property and. 
pursuant to § 211.63(c)(3), the same 
percentage of any increased production 
from that property in a given month. 
Tenneco’s sales to third parties of 
Yowlumne crude oil have consequently 
been determined to violate the 
allocation regulations. 

However, the contracts giving rise to 
the supplier/purchaser relationship 
between the parties contained, as an 
explicit condition of each contract, 
clauses obligating Kern to supply 
Tenneco with certain volumes of West 
Texas and New Mexico crude oil. It is 
undisputed that Kern has failed to fully 
supply Tenneco with the specified 
volumes of this crude oil. Therefore, 
OSC has determined that the obligation 
of Tenneco to Kern should be reduced 
by the volumes that Kern failed to 
supply Tenneco under these contracts. 

In accordance with 10 CFR 205.192(c), 
any person may obtain a copy of the 
Proposed Remedial Order, from the 
ERA, with confidential information, if 
any, deleted. 

Copies of the Proposed Remedial 
Order may be obtained by written 
request addressed to: Division of 
Freedom of Information and Privacy Act 
Activities, Forrestal Building, Room GB- 
145,1000 Independence Avenue, SW, 
Washington, D.C. 20585. 

Copies of the Proposed Remedial 
Order may be obtained in person from: 
Reading Room, Forrestal Building, Room 
GA-152,1000 Independence Avenue, 
SW. Washington, D.C. 20585. 

On or before July 25,1980, any 
aggrieved person may file a Notice of 
Objection in accordance with 10 CFR 
205.193. Such Notice should be filed 
with: Officer Of Hearings and Appeals, 
Department of Energy, Room 8014, 2000 
M Street, NW, Washington. D.C. 20461. 

Issued in Washington, D.C.. July 1,1980. 
Avrom Landesman, 

Deputy Special Counsel for Compliance. 

(HR Doc 80-20549 Filed 7-0-80; 8:45 am] 

SILLING CODE 6450-01-#! 


Southwestern Power Administration 

Order Extending Confirmation and 
Approval of Transmission Rates on an 
Interim Basis. 

agency: Southwestern Power 
Administration (SWPA), Department of 
Energy. 

action: Notice of Transmission Rate 
Order. 

summary: The Assistant Secretary for 
Resource Applications has extended 


confirmation and approval, on an 
interim basis, of Schedule TDC 
(Revised) for transmission and/or 
displacement of non-federal power and 
energy over the system of SWPA. 
EFFECTIVE OATES: The effective date for 
the transmission rate, on an interim 
basis, is July 1.1980, for a period ending 
no later than December 31,1980. 

FOR FURTHER INFORMATION CONTACT: 
Walter M. Bowers, Chief, Division of 
Power Marketing, Southwestern 
Power Administration, Department of 
Energy, P.O. Drawer 1619, Tulsa, 
Oklahoma 74101. (918) 581-7529. 

John J. DiNucci. Office of Power 
Marketing Coordination, Resource 
Applications. Department of Energy. 
12th Street and Pennsylvania Avenue, 
N.W., Washington.D.C. 20461, (202) 
633-8380. 

SUPPLEMENTARY INFORMATION: The 

present Schedule TDC (Revised) was 
extended on an interim basis on June 18, 
1979, by the Assistant Secretary for 
Resource Applications through Rate 
Order No. SWPA-3, effective July 1, 
1979, for a period ending June 30,1980. 

Issued in Washington, D.C., this 1st day of 
July 1980. 

Ruth M. Davis. 

Assistant Secretary', Resource Applications. 

Rate Order No. SWPA-6 

Southwestern Power Administration— 
Schedule TDC (Revised) 

Order Extending Confirmation and Approval 
of Transmission Rates on an Interim Basis 
Issued July 1.1680. 

Pursuant to Sections 302(a) and 301(b) of 
the Department of Energy Organization Act, 
Pub. L. 95-91. the functions of the Secretary 
of the Interior and the Federal Power 
Commission under Section 5 of the Flood 
Control Act of 1944,16 U.S.C. 825s, for the 
Southwestern Power Administration (SWPA) 
were transferred to and vested in the 
Secretary of Energy. By Delegation Order No. 
0204-33, effective January 1.1979, 43 FR 60638 
(December 28,1978) the Secretary of Energy 
delegated to the Assistant Secretary for 
Resource Applications the authority to 
develop power and transmission rates, acting 
by and through the Administrator, to confirm, 
approve, and place in effect such rates on an 
interim basis, and delegated to the Federal 
Energy Regulatory Commission (FERC) the 
authority to confirm and approve on a final 
basis or to disapprove rates developed by the 
Assistant Secretary under the delegation. 

This rate order is issued pursuant to the 
delegation to the Assistant Secretary. 

Background 

Existing Rates 

On January 23.1973. the Assistant 
Secretary for Power and Water Resources, 
U.S. Department of the Interior approved 
SWIWs schedule of transmission and/or 
displacement charges (Schedule TDC) for 


transmission of non-federal power and 
energy over the SWPA transmission system 
for a period ending January 23.1976. No 
regulatory authority approval was required 
by statute. 

On June 29.1973, by the approval of the 
Assistant Secretary. Energy and Minerals, 
U.S. Department of the Interior, Schedule 
TDC was amended to provide that surplus 
capacity in SWPA transmission facilities 
could be made available to other than SWPA 
customers. No regulatory authority approval 
was required and the Assistant Secretary’s 
approval was extended until June 30,1976. 
Schedule TDC (Amended) was revised and 
later approved by the Assistant Secretary, 
Energy and Minerals, U.S. Department of the 
Interior, on August 2,1976, for a period 
ending June 30,1979. Schedule TDC (Revised) 
maintained the same pricing as the original 
Schedule TDC with provision to correct 
certain inequities in the adjustment for power 
factor. 

On June 18,1979. the Assistant Secretary 
for Resource Applications. U.S. Department 
of Energy approved the extension of the 
existing Schedule TDC (Revised), on an 
interim basis, effective July 1,1979, for a 
period ending June 30.1980, and submitted 
the extension to the FERC for final 
confirmation and approval. 

Discussion 

Eleven customers are presently being billed 
for transmission service under Schedule TDC 
(Revised): Ark-Mo Power Company; Public 
Service Company of Oklahoma; Associated 
Electric Cooperative; Western Farmers 
Electric Cooperative: Kennett, Missouri; New 
Madrid, Missouri; Paragould, Arkansas: 
Piggott, Arkansas; Poplar Bluff. Missouri; 
Sikeston. Missouri; and Grand River Dam 
Authority. Revenue under this rate schedule 
is estimated to be about 1 percent of the total 
expected integrated system gross revenue. 

An order extending confirmation and 
approval of Schedule TDC (Revised) on an 
interim basis is necessary for SWPA to 
receive revenues from billings for 
transmission service performed after June 30. 
1980, to allow time to complete a detailed 
study of the rates for the future and to 
provide opportunity for public participation 
and comments on any proposed revision. 

Order 

In view of the foregoing and pursuant to 
the authority delegated to me by the 
Secretary of Energy. I hereby extend 
confirmation and approval, on an interim 
basis, effective July 1. 1980, of Schedule TDC 
(Revised) for transmission and/or 
displacement of nonfederal power and energy 
over the system of SWPA. This rate shall 
remain in effect on an interim basis, through 
December 31,1980, unless such period is 
further extended or until the FERC confirms 
and approves this rate or a substitute rate on 
a final basis. 

Issued at Washington. D.C., this 1st day of 
July. 1980. 

Ruth M. Davis. 

Assistant Secretary Resource Applications. 

|HR Doc 80-20548 P«U»d 7-8-80. 8:45 am| 

BILLING CODE 6450-0 t-M 
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FEDERAL COMMUNICATIONS 
COMMISSION 

AM Station Assignments to Class I-A 
Clear Channels 

June 30,1980. 

In Public Notice No. FCC-318, 
released May 29,1980, the FCC listed 
communities to which an initial 
computer study indicated it would be 
possible to assign unlimited-time Class 
II—B stations on Class I-A clear 
channels. This list was made possible 
by rule changes adopted on May 29, 
1980, in the Clear Channel Proceeding, 
Docket No. 20642, FCC 80-317, 45 43172. 

Some of the new stations—those 
which would be assigned to cities in 
Florida and other southeastern states— 
may be affected by co-channel or 
adjacent channel stations operations in 
the Caribbean area. These Caribbean 
stations have not yet been officially 
notified to the United States and were 
not therefore, taken into account in 
preparing the U.S. station list submitted 
in May 31,1980, to the International 
Frequency Registration Board (IFRB). 
The Caribbean stations in question may 
be included in station lists submitted on 
that date by all Western Hemisphere 
countries. The IFRB is expected, shortly, 
to provide a list of all such notifications 
by Western Hemisphere countries. 
When it is received by the FCC, notice 
will be given of its availability to the 
public. 

Applicants for Class II—B stations will 
thereby be enabled to ascertain the 
particulars as to any possible conflicts 
between their proposed stations and 
others in neighboring countries. Upon 
receipt of the station notifications by 
other countries, the FCC will consider 
steps appropriate to the resolution of 
any conflicts which may exist with 
stations notified by the United Stales. 
Federal Communications Commission. 
William J. Tricarico, 

Secretary . 

|FR Doc. 80-20530 Filed 7-9-00. 8:45 amj 

BILUNG CODE 6712-01-M 


l FCC 80-3181 

International Notification of AM 
Station Assignments 

May 29,1980. 

At the March, 1980, First Session of 
the Region 2 (Western Hemisphere) 
Administrative Conference on AM 
Broadcasting, it was agreed that the 
Government of each participating 
country would submit, no later than 
May 31,1980, its basic inventory of AM 
broadcast stations for which it wished 
to establish protection from interference 


from neighboring countries. That 
inventory was to include existing 
stations and stations expected to be 
authorized by December 31,1982. 

The Federal Communications 
Commission has prepared such an 
inventory for AM stations in the United 
States, and arranged for its timely 
delivery to the International Frequency 
Registration Board (IFRB), of the 
International Telecommunications 
Union at Geneva. That inventory 
includes existing U.S. stations, 
construction permits for new or 
modified operations and applications for 
new or modified stations. It also 
includes projected Class II station 
assignments on the 25 Class I-A clear 
channels. 

The Commission opened the way for 
added unlimited-time operations on May 
29.1980, when it adopted its decision in 
Docket No. 20642, the omnibus rule 
making proceeding on the future use of 
the AM clear channels. That decision 
opened the way for the filing of 
applications under the established 
demand system for AM station 
assignments At the same time the 
Commission indicated that it would give 
due international notification, by the 
May 31, 1980 deadline, of those station 
assignments which could be expected to 
result from opening the Class I-A clear 
channels to additional unlimited-time 
operations. 

The Commission projected those 
foreseeable station assignments so as to 
accommodate the special problems of 
limited-time stations (which are already 
permitted to operate during some local 
nighttime hours when it is daytime at 
the dominant station), several particular 
Alaskan needs, and the predominant 
needs of more minority-owned stations 
and first nighttime local radio outlets in 
the 48 contiguous states. The top 80 
urbanized areas were arrayed in the 
descending order of their minority 
populations. A similar array was made 
of the larger communities (at least 10 
miles distant from sizable population 
centers) which have a daytime-only 
station, but no unlimited-time AM or FM 
station and no assigned FM channel. A 
single list was then prepared by 
interlacing those two lists by drawing 
alternately from the top of each of them. 

A computer study was then made to 
determine which of the places on the 
combined list of approximately 300 
communities, taking the largest first, 
were so located that it would be 
possible to assign an unlimited-time 1- 
kW Class II station to each of them on 
one of the 25 Class I-A clear channels, 
while providing requisite protection to 
the dominant stations, other existing 
stations and each other. The 35 station 


assignments so derived, totalling 15 in 
cities with sizable minority populations 
and 20 in places lacking a nighttime 
local radio service, were included in the 
basic inventory prepared for submission 
to the IFRB in time to meet the May 31, 
1980 deadline. 

The timely submission of the basic 
inventory achieves a certain degree of 
international precedence for the 
facilities included therein. However, 
modifications of that basic inventory 
can be submitted to IFRB until the first 
day of the Second Session of the Region 
2 Administrative Conference on MF 
Broadcasting, in November 1981. Any 
modifications after the beginning of the 
Second Session would be handled in 
accordance with procedures to be 
established at that Conference. 

The way is therefore open for 
interested parties to file applications for 
Class II unlimited-time station 
assignments which either meet the 
requirements of the new rules or are 
accompanied by meritorious waivers 
requests. It is possible that engineering 
studies carried to a degree of refinement 
not feasible for the initial, across-the- 
board computer study may show 
assignments to be possible in 
communities with large, needful 
populations for which the computer 
study found no assignment. Similarly, 
should further study disclose any 
'deficiencies in our initial list of 
projected Class II station assignments, 
which we based on our initial computer 
study of these possibilities it would 
become necessary to revise the 
projected assignments and their 
notifications accordingly. 

Applications for new Class II facilities 
other than those in the inventory, as 
well as applications for other facilities 
in the AM band, will be submitted to 
IFRB in supplementary inventories. It is 
probable that the earlier the notification, 
the more likely it will be that the new 
assignments can acquire a right to 
protection by neighboring countries 
under the Region 2 agreement which is 
expected to be drawn up at the Second 
Session of the Conference. 

It also appears possible that under the 
agreement being developed by the 
Conference, new assignments notified in 
the basis inventory or modifications 
thereto may lose protection rights unless 
the stations are authorized or in 
operation by December 31,1982. This 
underscores the importance of 
interested parties preparing and 
submitting applications for the new 
Class II facilities with the least possible 
delay, and taking all possible steps to 
mininize or, where possible, eliminate 
conflicts which would require time- 
consuming comparative hearings. The 
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Commission recognizes its obligation to 
examine revisions of its processing rules 
in order to provide as expeditious a 
handling as possible, consistent with the 
public interest. It also indicated that it 
would examine avenues within the 
hearing procedures by which mutually 
exclusive applicants could conclude 
hearings within the time constraints 
imposed by these international 
considerations. 

This need is reinforced by 
anticipations that after a new Region 2 
agreement comes into effect, the United 
States will no longer fully retain the 
right to the present standard of 
protection against interference on the 25 
clear channels on which, under existing 
agreements, this country has priority of 
use. That protection, which is at present 
effective at the border of the country, is 
expected to be replaced by protection to 
a service contour of the protected 
station, whenever such contour lies 
within the country. If and when contour 
protection replaces border protection, 
the United States will no longer be in a 
position to Teserve interference-free AM 
clear channel spectrum space within its 
bordes for potential future use, as it has 
been able to do under agreements 
negotiated in the past with its North 
American neighbors. 

Attached is a list of the station 
assignments included in the initial 
inventory as foreseeable results of the 
clear channel allocation revisions we 
have adopted today. 

The Commission will continue, as 


heretofore, to accept applications for 
new and changed AM facilities in all 
AM channels which meet the 
requirements stated in the rules or are 
accompanied by meritorious requests 
for waiver. 

Compliance with international 
requirements will continue, at present, 
to be governed by existing agreements. 
Applications received after the initial 
May 31,1980. deadline will be reported 
to IRFB in supplementary notifications. 

Action by the Commission May 29, 
1980. Commissioners Ferris (Chairman), 
Lee, Quello, Washburn, Fogarty and 
Brown, with Commissioner Jones 
abstaining from voting. 

Federal Communications Commission. 
William J. Tricarico, 

Secretory. 

Initial Projection of AM Unlimited-Time 
Class II Station Assignments to the 
Class I-A Clear Channels Resulting from 
Rule Revisions 

The following projected AM 
unlimited-time station assignments on 
Class I-A clear channels have been 
included in the U.S. station inventory 
submitted to the ITU International 
Frequency Registration Board (IFRB) at 
Geneva, in conformity with procedures 
prescribed by the Region 2 
Administrative Conferene on MF 
Broadcasting for establishing the right to 
protection against interference by 
stations in other Western Hemisphere 
countries. 


(Report No. A-13J 

TV Broadcast Applications Accepted 
for Filing and Notification of Cut-Off 
Date 

Released: July 8,1980. 

Cut-Off Date: August 14,1980. 

Notice is hereby given that the 
applications listed in the attached 
appendix are accepted for filing. They 
will be considered to be ready and 
available for processing after August 14. 
1980. An application, in order to be 
considered with any application 
appearing on the attached list or with 
any other application on file by the close 
of business on August 14,1980 which 
involves a conflict necessitating a 
hearing with any application on this list, 
must be substantially complete and 
tendered for filing at the offices of the 
Commission in Washington, D.C. no 
later than August 14,1980. 

Petitions to deny any application on 
this list must be on file with the 
Commission not later than the close of 
business on August 14,1980. 

Federal Communications Commission. 
William J. Tricarico, 

Secretary. 

BPCT-800130KI (New). Lebanon, 
Pennsylvania. The Great Lebanon County 
Telecasting Corp., Channel 59. ERP: Vis. 
1197 kW; HA AT: 1455 feet. 

BPCT-800310KF (New). Richardson, Texas. 
Buena Vista Telecasters of Texas, Inc., 
Channel 23. ERP: Vis. 328 kW; HAAT: 307 
feet. 

BPCT-80051BKK (New). Garland. Texas 
(Richardson allocation). International 
American Broadcasting Co., Inc., Channel 
23. ERP: Vis. 2109 kW; HAAT: 465 feet. 
BPCT-800402KF (New), Colorado Springs. 
Colorado, Light Communications, Inc., 
Channel 21. ERP: Vis. 1040 kW; HAAT: 

2267 feet. 

BPCT-800520KE (New). Colorado Springs, 
Colorado, Quality Media Corporation, 
Channel 21. ERP: Vis. 1087 kW; HAAT: 

2039 feet. 

BPCT-800507KE (New). West Point, 
Mississippi, Venture Systems. Inc., Channel 
27. ERP: Vis. 2020 kW; HAAT: 1680 feet. 
BPCT-800521KJ KCTV(TV). San Angelo. 
Texas, Estate of T. B. Lanford, d.b.a. Jewell 
Television. Channel 8. Change site: 
increase ERP Vis. to 316 kW; increase 
HAAT to 1445 feet. 

BPCT-800521KS WCIV(TV). Charleston, 

South Carolina, First Charleston Corp., 
Channel 4. Change site; increase HAAT to 
1826 feet. 

BPET-800521KT WITV(TV). Charleston. 

South Carolina, South Carolina ETV 
Commission. Channel 7. Change site; 
increase ERP Vis. to 318 kW; increase 
HAAT to 1728 feet. 

BPCT-800521KU WCSE-TV. Charleston. 

South Carolina. WCSC, Inc.. Channel 5. 
Change site; increase HAAT to 1826 feet. 


Channel (kHz) 

Alaska 

Cities with over 50,000 
minority populations 

First local outlet 

640. 


Atlanta Ga 

Uainai Clttu Fla Marianna 

650 



■ Mb • MuIhIi imU, 

Ark.. CoHinsvMle. Va.. 
Wiggins, Miss. 

. Woodbum. Oreg. 

Shelton. Wash 

660.. 


AihunitfVntje N M Frnfifln 

670.... 


CaW.. Phoenix. Artz 
. Miami Fla.. 

700.. 



. Rifle. Cok). 

Dallas, Oreg 

720 .•__ 



750... 

.. Anchorage.. 

. El Paso Tex 

760___I. 


San Antonio 


770._ 



Terrell Tex White CaoHa 1 ■ 

760.. .. 



■ ei >o.i, lo*., niww uWKiu, UL 

Sednna A nr 

820...... 

. Fairbanks. 

. Buffalo. N.Y 

wvwtiii niwu 

Newburypori. Mass 

Orange Park. Fla 

Lakeoort 

830... 


— Los Angeles. CaW.. Tucson, 
Ariz. 

. Portland. Oreg 

840... 


870... . . 



St Helens. Oreg 

880. 


Shreveport La 

1030._. 



Milbank. S.D. 

1160..... 


Mnhtle Ala 

1180 


. Houston, Tex .. 

Dlmmitt, Tex. v 

Canonsburg. Pa.. Tomahawk. 

1200. 




Wis.. Selma. N.C. 


Nota.—This Initial list wit! be supplemented wrth additional projected Class II assignments as continuing computer studies and 
engineering studies accompanying applications establish locations where additional Class II stations may be assigned. (Provision 
lor nighttime operations by limrtod-bme stations which arrange to give due protection to the Class I-A stations has been made 
on the basic station inventory.) 

|FR Doc. 80-2DS28 Piled 7-0-60: 8:45 am) 

BILLING CODE 6712-01-11 
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BPCT-800521KV WCBD-TV, Charleston. 
South Carolina, State Telecasting Co.. Inc., 
Channel 2. Change site; increase HAAT to 
1940 feet. 

|FR Doc. 80-20531 Filed 7-0-80; 8:45 am] 

BILLING COOE 6712-01-11 


FEDERAL MARITIME COMMISSION 

Agreements Filed 

The Federal Maritime Commission 
hereby gives notice that the fallowing 
agreements have been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
U.S.C. 814). 

Interested parties may inspect and 
obtain a copy of each of the agreements 
and the justifications offered therefor at 
the Washington Office of the Federal 
Maritime Commission, 1100 L Street 
NW, Room 10218; or may inspect the 
agreements at the Field Offices located 
at New York, N.Y.; New Orleans, 
Louisiana; San Francisco, California; 
Chicago. Illinois; and San Juan, Puerto 
Rico. Interested parties may submit 
comments on each agreement, including 
requests for hearing, to the Secretary, 
Federal Maritime Commission, 
Washington, D.C., 20573, on or before 
July 30,1980. Comments should include 
facts and arguments concerning the 
approval, modification, or disapproval 
of the proposed agreement. Comments 
shall discuss with particularity 
allegations that the agreement is 
unjustly discriminatory or unfair as 
between carriers, shippers, exporters, 
importers, or ports, or between 
exporters from the United States and 
their foreign competitors, or operates to 
the detriment of the commerce of the 
United States, or is contrary to the 
public interest, or is in violation of the 
Act. 

A copy of any comments should also 
be forwarded to the party filing the 
agreements and the statement should 
indicate that this has been done. 

Agreement No.: T-3788-3. 

Filing Party: H. H. Wittren, Manager, 
Waterfront Real Estate. Port of Seattle. P.O. 
Box 1209, Seattle. Washington 98111. 

Summary: Agreement No. T-3788-3 
amends the lease agreement between the Port 
of Seattle on the one hand and Japan Line. 
Ltd., Kawasaki Kisen Kaisha, Ltd., Mitsui- 
OSK Lines. Ltd., Nippon Yusen Kaisha. Ltd., 
Showa Line. Ltd., and Yamashita Shinnihon 
Steamship Company, Ltd. on the other hand, 
to provide that the lessees shall pay for 
certain additional improvements to the 
leased properties pursuant to a 19 year 
amortization schedule and to establish a 
monthly schedule for said payment. 
Agreements Nos.: T-3880-1 and T-3880-2. 


Filing Party: Randall V. Adams. 
Administrative Assistant, Port of Palm 
Beach. P.O. Box 9935, Riviera Beach. 

Florida 33404. 

Summary: Agreements Nos. T-3880-1 and T- 
3880-2, between Port of Palm Beach (Port) 
and Birdsall. Inc. (Birdsall), modify the 
parties’ basic agreement which provides for 
the consolidation of seven existing lease 
agreements between the Port and Birdsall 
in addition to two new undeveloped land 
areas. The purpose of Agreement No. T- 
3880-1 is to provide for the correction of an 
error in the square footage appearing in the 
basic agreement which, in turn, reduces the 
yearly compensation from $185,134.86 to 
$184,292.28. The purpose of Agreement No. 
T-3880-2 is to provide for Port’s lease of an 
additional 2,450 square feet of space to 
Birdsall and a corresponding increase from 
$184,292.28 to $184,782.28 in the yearly 
compensation. 

Agreements Nos.: T-3909 and T-39-9-A. 

Filing Party: Richard L Landes, Deputy. 
Harbor Branch Office. Offices of the City 
Attorney, of Long Beach. 333 West Ocean 
Boulevard, Long Beach. California 90802. 
Summary: Agreement No. T-3909, between 
the City of Long Beach (City) and Orient 
Overseas Container Line Limited 
(Assignee) provides for the preferential 
assignment of the City’s facilities at Berths 
243-244, Pier J. Port of Long Beach.The term 
of the agreement will be for ten (10) years, 
with options for 4 successive 5-year 
renewals. The agreement provides for the 
(a) nonexclusive preferential assignment of 
the wharf and contiguous wharf premises 
(together with improvements) at Berths 
243-244, Pier J; and (b) the exclusive 
preferential assignment of approximately 
40 acres of adjacent terminal area. 

Assignee may either File a tariff of all rates, 
charges, regulations and practices (which 
shall conform as nearly as possible with 
City’s tariff and will be subject to City’s 
review and control), or Assignee may elect 
to use and be bound by City’s tariff. City 
shall collect rental for the assigned 
premises in the sum of $128,00 per month. 
Assignee shall pay to City as compensation 
for new improvements a sum equal to one- 
twelfth of the product obtained by 
multiplying the total cost of construction of 
said improvements by 12.56 percent. 
Agreement No. 3903-A, between the same 
parties, provides for the non-exclusive 
preferential assignment of cranes at Berths 
243-244, Pier J. City will furnish two container 
cranes and will purchase two additional 40 
LT Mach Portainer cranes. Assignee shall pay 
to City as monthly rental for use of the cranes 
a sum equal to one-twelfth of the product 
obtained by multiplying the total cost of 
construction, erection and installation of the 
two container cranes by 16.98 percent. The 
agreement's provisions concerning Assignee’s 
tariff practices are substantively simliar to 
those in Agreement No. T-3909. 

Agreement No.: 5200-36 
Filing Party: David C. Nolan. Esquire, 
Graham & James, One Maritime Plaza. Suite 
300. San Francisco. California 94111. 

Summary: The amendment modifies Article 
4 of the basic agreement of the Pacific Coast 
European Conference to provide that 


membership will be terminated automatically 
for failure to meet service requirements for a 
period of 18 consecutive months, unless 
otherwise unanimously agreed. 

Agreement No.: 8660-11. 

Filing Party: Ralph M. Pais, Esquire, 
Graham & James, One Maritime Plaza, Suite 
300. San Francisco. California 94111. 

Summary: Agreement No. 8660-11 would 
amend Article 18 of the Latin America/ 
Pacific Coast Steamship Conference 
Agreement for the purpose of redefining the 
requisite service requirement within any of 
the agreement trade areas. The subject 
amendment would require a member line to 
provide a minimum of one sailing not more 
than three months apart as compared to the 
present minimum requirements of one sailing 
every four months. As defined above, the 
maintenance of a regular service within a 
particular trade area entitles a line, per 
Article 17 of the basic agreement, to vote on 
rate matters applicable to that trade area. 

Agreement No.: 8900-14. 

Filing Party: John R. Attanasio, Esquire, 
Billig. Sher & Jones. P.C., Suite 300, 2033 K 
Street, NW., Washington, D.C. 20006. 

Summary: Agreement No. 8900-14 modifies 
the 8900 Rate Agreement to provide that, 
pursuant to the terms of the basic agreement, 
the member lines, reserving their right of 
independent action, may. with other carriers 
or conferences serving inland points in 
Bahrain. Iran, Iraq, Kuwait. Oman. Qatar. 
Saudi Arabia, or the United Arab Emirates 
from places other than the United States, and 
with governmental authorities in such 
countries, discuss and agree upon rates, 
brokerage, rules, charges, or practices 
relating to inland transportation or the use of 
transportation or port facilities in such 
countries. 

Agreement No.: 8900-15. 

Filing Party: John R. Attanasio. Billig, Sher 
fk Jones, P.C., Suite 300, 2033 K Street NW.. 
Washington. D.C. 20006. 

Summary: Agreement No. 8900-15 amends 
the basic provisions of the Eighty-Nine 
Hundred Rate Agreement to provide (1) for 
agreement upon credit practices, and (2) that 
the right of independent action will be 
applicable to any credit rules. 

Dated: July 3,1980. 

By order of the Federal Maritime 
Commission. 

Francis C. Humey, 

Secretary. 

[FR Doc. aa-20534 Filed 7-9-SO; 8:45 am] 

BILLING CODE 6730-01-M 


Agreement Filed 

Notice is hereby given that the 
following agreement has been filed with 
the Commission for review and 
approval, if required, pursuant to section 
15 of the Shipping Act, 1916. as amended 
(39 Stat. 733. 75 Stat. 763, 46 U.S.C. 814). 

Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal 
Maritime Commission, 1100 L Street 
NW.. Room 10423: or may inspect the 
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agreement at the Field Offices located at 
New York, N.Y., New Orleans. 

Louisiana, San Francisco, California, 
and Old San Juan, Puerto Rico. 
Comments on such agreements, 
including requests for hearing, may be 
submitted to the Secretary, Federal 
Maritime Commission, Washington, 

D.C., 20573, on or before July 21,1980. 
Any person desiring a hearing on the 
proposed agreement shall provide a 
clear and concise statement of the 
matters upon which they desire to 
adduce evidence. An allegation of 
discrimination or unfairness shall be 
accompanied by a statement describing 
the discrimination or unfairness with 
particularity. If a violation of the Act or 
detriment to the commerce of the United 
States is alleged, the statement shall set 
forth with particularity the acts and 
circumstances said to constitute such 
violation or detriment to commerce. 

A copy of any such statement should 
also be forwarded to the party filing the 
agreement (as indicated hereinafter) and 
the statement should indicate that this 
has been done. 

Agreements Nos. T-3082-A and T-3082-A- 

1 . 

Filing Party: John S. Holten, Faegre ft 
Benson, 1300 Northwestern Bank Building, 
Minneapolis, Minnesota 55402. 

Summary: Agreement No. T-3082-A, 
between the Seaway Port Authority of Duluth 
(Port) and Cargill. Incorporated (Cargill), 
supplements the basic agreement between 
the parties providing for the construction and 
lease of a grain and grain byproduct handling 
facility on the waterfront in Duluth. 
Minnesota. Agreement No. T-3082-A sets 
forth the terms of the loan from Port to Cargill 
for the financing of a part of the cost of the 
acquisition, construction, reconstruction and 
improvement of the dock, wharf and related 
storage facility. Pursuant to the terms of the 
agreement, the Port has issued revenue bonds 
in the amount of $14,750,000 to Cargill. 
Agreement No. T-3082-A-1 provides for the 
issue of $4,500,000 of additional bonds for 
further improvements to the facility. 

Dated: July 3,1980. 

By order of the Federal Maritime 
Commission. 

Francis C. Hurney, 

Secretary. 

(FR Doc. 80-20535 Filed 7-0-80; 8:45 am\ . 

BILLING CODE 8730-01-81 


[Independent Ocean Freight Forwarder 
License No. 1452] 

Florida Cargo Brokers, Inc.; Order of 
Revocation 

On June 27,1980. Florida Cargo 
Brokers, Inc., 3900 N.W. 79th Avenue, 
Miami, Florida, 33166, requested the 
Commission to revoke its Independent 
Ocean. Freight Forwarder License No. 
1452. 


Therefore, by virtue of authority ' 
vested in me by the Federal Maritime 
Commission as set forth in Manual of 
Orders, Commission Order No. 201.1 
(Revised), section 5.01(c), dated August 
8,1977; 

It is ordered, that Independent Ocean 
Freight Forwarder License No. 1452 
issued to Florida Cargo Brokers, be and 
is hereby revoked effective June 27, 
1980, without prejudice to reapplication 
for a license in the future. 

It is further ordered, that Independent 
Ocean Freight Forwarder License No. 
1452 issued to Florida Cargo Brokers, 
Inc. be returned to the Commission for 
cancellation. 

It is further ordered, that a copy of 
this Order be published in the Federal 
Register and served upon Florida Cargo 
Brokers, Inc. 

Robert G. Drew, Director, 

Bureau of Certification and Licensing. 

(FR Doc 80-20538 Filed 7-0-80: 8 45 am) 

BILLING CODE 8730-01-M 


(Docket No. 80-46] 

Belco Petroleum Corp. v. Lykes Bros. 
Steamship Co., Inc., Companla 
Peruana De Vapores (Peruvian State 
Line); Filing of Complaint and 
Assignment 

Notice is given that a complaint filed 
by Belco Petroleum Corporation against 
Lykes Bros. Steamship Company, Inc. 
and Compania Peruana De Vapores 
(Peruvian State Line) was served July 1, 
1980. Complainant alleges that it has 
been subjected by respondents to the 
payment of unjust and unreasonable 
charges in violation of section 18(b)(3) of 
the Shipping Act, 1916. 

This proceeding has been assigned to 
Chief Administrative Law Judge John E. 
Cograve. Hearing in this matter, if any is 
held, shall commence within the time 
limitations prescribed in 46 CFR 502.61. 
The hearing shall include oral testimony 
and cross-examination in the discretion 
of the presiding officer only upon a 
proper showing that there are genuine 
issues of material fact that cannot be 
resolved on the basis of sworn 
statement, affidavits, depositions, or 
other documents or that the nature of 
the matter in issue is such that an oral 
hearing and cross-examination are 
necessary for the development of an 
adequate record. 

Francis C. Hurney, 

Secretary. 

(FR Doc 80-20537 Filed 7-0-80; 8:45 am) 

BILLING COOE 8730-01-M 


North Atlantic Portugal Eastbound 
Freight Conference, Agreement No. 
9293; Agreement Expiration 

The Federal Maritime Commission' 
hereby serves notice that the North 
Atlantic Portugal Eastbound Freight 
Conference, Agreement No. 9293, as 
amended, and the Commission’s 
approval of said agreement covering the 
trade from North Atlantic ports of the 
United States, (in the Maine-North 
Carolina range inclusive) either direct or 
via transshipment, to Portugal Atlantic 
ports expired by operation of law on 
May 31,1980, by virtue of the 
withdrawal of Torm Lines, the next to 
the last Conference line, on said date. 
The reduction of the Conference 
membership to fewer than two parties 
rendered Agreement No. 9293 a non¬ 
agreement since section 15 of the 
Shipping Act, 1916, only recognizes 
agreements between two or more 
persons subject to the Act. 

Dated: July 7,1980. 

By order of the Federal Maritime 
Commission. 

Francis C. Hurney, 

Secretary. 

(FR Doc 80-20538 Filed 7-0-80 8:45 am) 

BILUNG COOE 8730-01-M 


FEDERAL RESERVE SYSTEM 

Bank Holding Companies; Proposed 
de Novo Nonbank Activities 

The bank holding companies listed in 
this notice have applied, pursuant to 
section 4(c)(8) of the Bank Holding 
Company Act (12 U.S.C. 1843(c)(8)) and 
5 225.4(b)(1) of the Board's Regulation Y 
(12 CFR § 225.4(b)(1)), for permission to 
engage de novo (or continue to engage in 
an activity earlier commenced de novo), 
directly or indirectly, solely in the 
activities indicated, which have been 
determined by the Board of Governors 
to be closely related to banking. 

With respect to each application, 
interested persons may express their 
views on the question whether 
consummation of the proposal can 
“reasonably be expected to produce 
benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interest, 
or unsound banking practices.” Any 
comment on an application that requests 
a hearing must include a statement of 
the reasons a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
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evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of that proposal. 

Each application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank indicated 
for that application. Comments and 
requests for hearings should identify 
clearly the specific application to which 
they relate, and should be submitted in 
writing and received by the appropriate 
Federal Reserve Bank not later than 
August 1,1980. 

A. Federal Reserve Bank of Chicago 
(Franklin D. Dreyer, Vice President) 230 
South LaSalle Street, Chicago, Illinois 
60690: 

The Marine Corporation. Milwaukee, 
Wisconsin (trust company activities; 
Wisconsin): To engage, through its 
subsidiary, The Marine Trust Company, 
N.A., in activities that may be carried on 
by a trust company, including trust and 
related services. These activities will be 
conducted from the offices of First 
National Bank of Sturgeon Bay, Sturgeon 
Bay, Wisconsin, serving Door and 
Kewaunee Counties, Wisconsin. 

B. Federal Reserve Bank of San 
Francisco (Harry W. Green, Vice 
President) 400 Sansome Street, San 
Francisco, California 94120: 

Security Pacific Corporation, Los 
Angeles, California (industrial loan, 
financing and credit-related life, 
accident and health insurance activities; 
Tennessee): To engage in financing and 
industrial loan and thrift company 
activities through its subsidiary Security 
Pacific Finance Money Center Inc., 
including making, acquiring and 
servicing loans and other extensions of 
credit; selling and issuing investment 
certificates; and acting as agent for the 
sale of credit-related life and credit- 
related accident and health insurance as 
authorized by Tennessee law. These 
activities would be conducted from 
offices of Security Pacific Finance 
Money Center Inc. in the cities of 
Knoxville, Memphis and Nashville, 
Tennessee, serving the State of 
Tennessee. 

C. Other Federal Reserve Banks: 
None. 

Board of Governors of the Federal Reserve 
System, July 2,1980. 

Griffith L. Garwood, 

Deputy Secretary of the Board. 

[FR Doc. 80-20S98 Filed 7-8-80: 8.45 am) 

BILLING CODE 6210-01-M 


DuRoc Investment Co.; Proposed 
Retention of Insurance Agency 
Activities 

DuRoc Investment Company, Table 
Rock, Nebraska, has applied, pursuant 
to section 4(c)(8) of the Bank Holding 
Company Act (12 U.S.C. 1843(c)(8)) and 
§ 225.4(b)(2) of the Board’s Regulation Y 
(12 CFR 225.4(b)(2)), for permission to 
retain its insurance agency activities. 

Applicant states that it would 
continue to engage in the activities of 
selling credit related insurance and 
general insurance in a community with a 
population not exceeding 5,000. These 
activities would be performed from 
offices of Applicant’s subsidiary bank in 
Dubois, Nebraska, and the geographic 
area to be served is the area 
surrounding Dubois, Nebraska. Such 
activities have been specified by the 
Board in § 225.4(a) of Regulation Y as 
permissible for bank holding companies, 
subject to Board approval of individual 
proposals in accordance with the 
procedures of § 225.4(b). 

Interested persons may express their 
views on the question whether 
consummation of the proposal can 
“reasonably be expected to produce 
benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interests, 
or unsound banking practices.” Any 
request for a hearing on this question 
must be accompanied by a statement of 
the reasons a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that wotild be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Kansas 
City. 

Any views or requests for hearing 
should be submitted in writing and 
received by the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551, not 
later than August 1,1980. 

Board of Governors of the Federal Reserve 
System, July 2.1980. 

Griffith L. Garwood, 

Deputy Secretary of the Board. 

(FR Doc. 00-20596 Filed 7-8-80: 8:45 am) 

BILUNG CODE 6210-01-M 


First National Co.; Acquisition of Bank 

The First National Company, Storm 
Lake, Iowa, has applied for the Board's 
approval under section 3(a)(3) of the 
Bank Holding Company Act (12 U.S.C. 
1842(a)(3)) to acquire 80 percent or more 
of the voting shares of National Bank of 
Rockwell City, Iowa. The factors that 
are considered in acting on the 
application are set forth in section 3(c) 
of the Act (12 U.S.C. 1842(c)). 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 
Any person wishing to comment on the 
application should submit views in 
writing to the Reserve Bank to be 
received not later than August 1,1980. 
Any comment on an application that 
requests a hearing must include a 
statement of why a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute and summarizing 
the evidence that would be presented at 
a hearing. 

Board of Governors of the Federal Reserve 
System. July 3.1980. 

Griffith L. Garwood. 

Deputy Secretary of the Board. 

(FR Doc. 80-20595 Filed 7-9-80: 8:45 am) 

BILLING CODE 6210-01-M 


Hawkeye Bancorporation; Proposed 
Acquisition of Central Hawkeye Life 
Insurance Co. 

Hawkeye Bancorporation, Des 
Moines, Iowa, has applied, pursuant to 
section 4(c)(8) of the Bank Holding 
Company Act (12 U.S.C. 1843(c)(8)) and 
§ 225.4(b)(2) of the Board’s Regulation Y 
(12 CFR 225.4(b)(2)), for permission to 
acquire voting shares of Central 
Hawkeye Life Insurance Company. Des 
Moines, Iowa. 

Applicant States that the proposed 
subsidiary would engage in the 
activities of underwriting, as reinsurer, 
credit life and credit accident and health 
insurance sold in connection with 
extensions of credit by Applicant and its 
subsidiary banks. These activities 
would be performed from offices of 
Applicant’s subsidiary in Phoenix, 
Arizona, and the geographic area to be 
served is Iowa. Such activities have 
been specified by the Board in § 225.4(a) 
of Regulation Y as permissible for bank 
holding companies, subject to Board 
approval of individual proposals in 
accordance with the procedures of 
§ 225.4(b). 

Interested persons may express their 
views on the question whether 
consummation of the proposal can 
“reasonably be expected to produce 
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benefits to the public, such as greater 
convenience, increased competition, or 
gains in efficiency, that outweigh 
possible adverse effects, such as undue 
concentration of resources, decreased or 
unfair competition, conflicts of interests, 
or unsound banking practices.” Any 
request for a hearing on this question 
must be accompanied by a statement of 
the reasons a written presentation 
would not suffice in lieu of a hearing, 
identifying specifically any questions of 
fact that are in dispute, summarizing the 
evidence that would be presented at a 
hearing, and indicating how the party 
commenting would be aggrieved by 
approval of the proposal. 

The application may be inspected at 
the offices of the Board of Governors or 
at the Federal Reserve Bank of Chicago. 

Any views or requests for hearing 
should be submitted in writing and 
received by the Secretary, Board of 
Governors of the Federal Reserve 
System, Washington, D.C. 20551, not 
later than August 1,1980. 

Board of Governors of the Federal Reserve 
System, July 2,1980. 

Griffith L. Garwood, 

Deputy Secretary of the Board. 

|KR Doc. 80-20597 Filed 7-0-80: 8:43 am] 

81UJNQ COOE 6210-01-M 


FEDERAL TRADE COMMISSION 

Cigarettes and Related Matters; 

Carbon Monoxide, “Tar" and Nicotine 
Content of Cigarette Smoke; 
Description of New Machine and 
Methods to be Used in Testing 

agency: Federal Trade Commission. 
action: Adoption of methods for 
determination of carbon monoxide, “tar" 
and nicotine content of cigarette smoke. 

summary: In addition to continuing its 
program of testing and reporting the 
“tar" and nicotine content of cigarette 
smoke, the Commission will initiate a 
program to determine, and publish, the 
carbon monoxide content of cigarette 
smoke. The Commission will also make 
technical improvements in the presently 
used method for determining nicotine. 
effective date: These changes are 
effective July 10.1980. 

FOR FURTHER INFORMATION CONTACT: 

H. C. Pillsbury, Federal Trade 
Commission, 6th & Penn. Ave., NW., 
Washington, D.C. 20580 (202) 523-3559. 
SUPPLEMENTARY INFORMATION: The 
Commission has, since August 1967, 
determined the particulate matter (“tar") 
and alkaloids (reported as nicotine) in 
cigarette smoke by a method described 
in an article entitled, “Tar and Nicotine 
in Cigarette Smoke," by H. C. Pillsbury 


et al., which appeared in the Journal of 
Association of Official Analytical 
Chemists, Vol. 52, No. 3,1969 and 
referred to in 32 FR 11178 (1967). 

On January 18.1979, the Commission 
published its intention to continue its 
program to test and report the “tar" and 
nicotine content of cigarettes and to 
initiate a new program to determine and 
report concentrations of carbon 
monoxide in cigarette smoke. 40 FT* 

3777. 

The public was invited to comment on 
the following: 

1. Whether to use, in performing the 
above described analyses, a newly 
designed smoking machine capable of 
analyzing for the particulate 
components of tobacco-smoke (“tar") 
and nicotine, concurrently with the gas 
phase component, carbon monoxide 
(CO). This apparatus would incorporate 
infra-red spectrophotometry (IR), an 
improved analytical method heretofore 
not used by the Commission’s 
laboratory. 

2. Whether the CO concentration 
should be reported using milligrams per 
cigarette as the unit of measure. 

3. Whether to modify the method 
currently used to determine “tar" and 
nicotine concentration by substituting a 
more sophisticated system employing 
gas chromatography for the 
determination of nicotine. 

Six comments were received. After 
analysis and consideration of the 
comments,* and upon completion of 
several tests which assured the staff 
that the new smoking machine and the 
new methods of testing for CO, “tar" 
and nicotine were producing accurate 
and reliable results, the Commission 
announced the following: 

1. Staff will determine CO 
concentration using a 20-port sequential 
smoking machine designed by the 
Federal Trade Commission laboratory 
staff and described by H. C. Pillsbury 
and G. Merfeld at the 32nd. Tobacco 
Chemists Research Conference, October 
1978. The operation of this machine is 
described below. 

2. The concentration of CO will be 
reported as milligrams per cigarette. 

3. The present method for “tar" and 
nicotine determination will be modified 
to use the method described in an article 
entitled. “Gas Chromatographic 
Determination of Nicotine Contained on 
Cambridge Filter Pads," by John R. 
Wagner et al.. as presented at the 
annual meeting of the Association of 
Official Analytical Chemists, October 
1978. 


*A summary and analysis of these comments is 
found in Appendix A. 


Introduction 

In 1966 Wiley and Ferril, of Philip 
Morris Inc., introduced a new 20-port 
automated syringe-type smoking 
machine at the Twentieth Tobacco 
Chemists Research Conference and at 
the CORESTA/TCRC joint conference. 

In 1972 Collins and Williams, of Liggett 
and Myers Inc., reported on a 
modification of the Philip Morris 
machine which would enable it to 
measure CO. This modification made it 
possible to measure CO on a puff-by¬ 
puff basis provided that only one type of 
cigarette was smoked at one time. Since 
the FTC’s current testing methodology 
requires that monitor cigarettes be 
smoked at the same time as cigarettes 
under test, the modified machine was 
not acceptable for use by the 
Commission’s laboratory. 

Any smoking machine selected or 
designed for use by the FTC must be 
capable of performing the analysis of 
CO without interfering with the 
determination of “tar" and nicotine 
levels. There was no machine in 1972 
that had this capability. For this reason, 
the Federal Trade Commission staff 
proceeded to design a new smoking 
machine. 

Design and Operation of the New FTC 
Smoking Machine 

The FTC laboratory, with the 
assistance of Phipps and Bird Inc. of 
Richmond, Virginia and the engineering 
firm of Palmer Clark Woemer Inc. of 
Timonium, Maryland, designed the new 
smoking machine. The machine was 
built by Phipps and Bird. 

The new machine uses a motor driven, 
hydraulically-operated syringe device 
which takes a 35 ml 2 second puff once a 
minute on each of its 20 ports. Puff 
duration is controlled by a solid state 
speed control on the drive motor. Puff 
volume can be accurately set by rotating 
a finely threaded rod that can be locked 
in place by means of a jamming nut. 

This enables minute volume 
adjustments allowing all syringes to be 
closely matched. The syringes, which 
are plastic, offer two distinct 
advantages: (1) No oil is necessary in a 
plastic syringe because of the tight fit 
between plunger and barrel, eliminating 
the possibility present with glass 
syringes of contact between the gas 
phase and oil; (2) the rubber tip of the 
plunger comes to the top of the barrel 
allowing a minimum amount of dead 
space. 

The gas phase is drawn into the 
syringe through a 3-way solenoid valve. 
The valve switches and the gas is 
exhausted through a miniature manifold 
for the determination of CO in a 
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Beckman model 864 infra-red (IR) 
detector. The individual ports are 
alternately connected to two miniature 
manifolds and two IR detectors. The 
timing cycle of a single port is divided 
into four parts; a two second draw, a 
one second pause for mixing, two 
seconds to exhaust the gas phase into 
the IR. and finally a one second pause 
during which the percent CO is read. Six 
seconds are required to complete each 
sample-read cycle. The last half of this 
cycle takes place after the next port is 
activated. A total of sixty seconds is 
required to complete all 20 ports. After a 
sample has been read, the portion 
remaining in the system is flushed with 
room air from the miniature manifold 
through the IR detector while the next 
syringe is drawing. The IR detector 
returns to zero after each reading. This 
method of flushing eliminates any 
possibility of sample contamination. 

The cigarettes are not puffed 
simultaneously on this machine. The 
technicial first starts the machine and 
then begins lighting the cigarettes with a 
butane lighter, having one second to 
move from one port to the next. 

The smoking cutoff system is similar 
to the currently used thread and 
microswitch, except that each port uses 
two springs, each of which may be 
adjusted independently of its neighbor. 

A mounting bracket on each port allows 
two dimensional adjustment for easy 
alignment regardless of the type of 
cigarettes. As each cigarette bums down 
it its designated butt length, the thread 
is burned by the char-line, releasing the 
microswitch which stops the puffing 
cycle on this port. If this occurs during a 
puff, the syringe will fill to 35 ml with 
room air. 

All the electronic controls for the 
system are located in a single cabinet. 
There are toggle switches which allow 
the puff count to be inhibited for each 
port. Lights associated with these 
switches indicate when a port is 
finished smoking. When smoking at all 
twenty ports is complete (a complete 
cycle), the smoking machine 
automatically recycles to port one. 

There are two switches that will inhibit 
a function on a one time only basis. One 
switch controls the puffing, the other the 
accumulation of the puff count. Each 
switch is a spring loaded toggle that 
requires a single momentary contact 
during the prior port’s action. For 
example, if a switch is used during port 
14‘s operation, depending on which 
switch is activated, port 15 will either 
not accumulate puff count or not puff at 
all. 

There are two alternate modes of 
operation, smoke and automatic, which 
are controlled by a single operational 


switch. The operational switch has three 
positions; “Stop", “Smoke", and “Auto". 
Placing the operational switch in either 
“Smoke" or “Auto" activates the 
machine in an identical fashion, except 
that in "Auto", the machine will 
automatically shut dow r n when the last 
cigarette reaches its butt length cutoff 
mark. After new. unsmoked cigarettes 
have been placed on the machine, and 
the machine restrung, it is restarted by 
momentarily flipping the operational 
switch to the “Smoke” position. The 
machine will then automatically start 
smoking at port one. Placing the 
operational switch in the “Stop" 
position will halt all operation of the 
smoking machine. Since this switch is 
spring-loaded in one direction, it will 
immediately return to the “Auto" 
position, but the machine will not 
commence smoking until the switch is 
flipped momentarily to the “Smoke" 
position. 

The final control is a “Step" switch, 
which works only when the machine has 
been stopped either because it has 
finished smoking the cigarettes or the 
operational switch has been placed in 
the “Stop" position. It is used to 
advance the puff counter from port to 
port so that the puff counts can be 
recorded. 

The hydraulic drive system has two 
main sections: a pair of 180° opposed 
master drive cylinders and twenty 
sequentially operated slave cylinders. 
Operation is initiated when a signal 
from the control unit activates the 
motor. Photoelectric sensors begin the 
timing cycle by counting holes in a brass 
disc, which measures the required two 
second puff. The speed of the motor 
determines the duration of the puff by 
controlling the rotation speed of the 
brass counting disc. The disc is 
physically connected to the drive 
mechanism which drives the master 
cylinders in an opposed fashion. 
Movement of the first master cylinder 
causes slave cylinder number one to be 
driven down; this takes with it syringe 
number one resulting in a puff on port 
number one. After the cylinder reaches 
bottom, the gas solenoid is activated. 
Following a one second delay, the slave 
cylinder begins the upward motion 
exhaling the gas in the syringe to the IR 
detector. Once this cycle is complete, 
the hydraulic solenoid on port number 
one closes this section of the system. All 
other ports are activated in an identical 
manner. Master cylinder number one 
operates all odd numbered ports; master 
cylinder number two operates all even 
numbered ports. The operation of each 
port requires six seconds, half of which 
takes place after the following port 


begins operation. Thus, in sixty seconds 
the entire machine has completed one 
puff cycle on all twenty ports. All timing 
periods are measured electronically, 
except for the actual puff duration, 
which is dependent upon the speed of 
the motor. Timing control passes back 
and forth between the control unit and 
the drive mechanism. 

The IR detectors are calibrated 
regularly using several different 
standard gas mixtures that cover the 
range of measurable CO concentrations. 
When the machine puffs, the mixture is 
drawn directly into the syringe and then 
exhausted to the IR detector for CO 
analysis. The calibration of each IR 
detector can be conveniently checked 
by use of an internal screen that swings 
into the path of the beam. Once the IR 
detector has been calibrated with 
standard gas, a reading is obtained by 
use of the internal screen. During 
operation, the user can check the 
calibration of the IR detector by pushing 
the calibration button. If the reading has 
changed, the IR detector needs to be 
recalibrated or cleaned. 

This smoking machine, which was 
designed by the FTC laboratory staff, is 
now publicly available. Further 
information on the operation of this 
machine can be obtained from Phipps 
and Bird of Richmond, Virginia. 

By direction of the Commission. 

Carol M. Thomas, 

Secretary. 
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Appendix A—Analysis and Summary of 
Comments 

/. Comments on Method of Reporting 
Carbon Monoxide 

All parties commenting concurred in 
the Commission’s decision to report CO 
concentration in milligrams per 
cigarette. 

Industry, in the Joint Comments, 
raised two specific points about the 
reporting of CO figures. First, it 
contended that all CO figures must 
contain a measure of the error 
associated with that figure. It is the 
Commission’s intention to report the 
measure of error for each CO figure, just 
as it has reported the measure of error 
for each “tar" and nicotine figure. 
Second, it asserted that no 
determination can now be made as to 
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whether results can properly by rounded 
to the nearest whole milligram. 

However, it is our current intention to 
report CO figures to the nearest tenth of 
a milligram, with the measure of error. 

The American Health Foundation 
suggested that CO levels also be made 
available in terms of volume percent 
(milligrams per 100 milliliters of smoke), 
reasoning that this value would * * * * 

“be especially meaningful to the 
toxicologist and environmental 
scientist. 11 The Commission’s staff 
believes that routinely reporting CO in 
more than one way would only tend to 
confuse the consumer, the prime target 
for this information. Levels of CO stated 
as milligrams per cigarette can be 
translated into volume percent by our 
laboratory or any other competent 
facility having access to data which the 
Commission staff could supply. 

//. Comments on The Use of Gas 
Chromatography (GLC) for 
Determination of Nicotine 

The only comment on this issue was 
by the industry in its Joint Comments. It 
agreed generally that we should change 
the nicotine analysis method to the gas 
chromatographic method because it "is 
more convenient, more accurate and has 
been thoroughly tested in a 
collaborative study by the AOAC.” 

(Joint Comments, p. 12). However, 
industry stated that it could not 
specifically comment on the proposed 
change because it had no information on 
the precision and reliability of the 
figures obtained using GLC. (Joint 
Comments, p. 12). 

In fact, the Commission’s laboratory 
staff has analyzed nicotine content 
using both the old method and the gas 
chromatographic method. The results 
show excellent agreement as illustrated 
in Table I: 

Table I .—Analysis of Nicotine Content (mg/ 

cigarette) From the Smoke of Two Brands of 
Cigarettes by Two Different Methods 


Method 

Gas-Liquid 
Chromatog > 
rapby (GLC) 

Spectropho > 
tometry 

Brand A*__ 

, 1.25 ± 0.01 

1.20 ± 003 
1 33 ± 0.02 

8rand B" 

ns+Oft? 




* 240 cigarettes. 
" 55 cigarettes. 


HI. Comments on Testing with 
Commission's New Machine 

The industry objects to the use of the 
Commission’s new smoking machine to 
determine CO, “tar” and nicotine levels 
in cigarette smoke for a number of 
specific reasons. It also contends that 
we should not even be testing for CO 
and that we have deviated from a 


procedure we promised to follow before 
announcing a final protocol. These 
points are addressed below. 

A. Background . The industry was 
made aware of the Commission’s intent 
to test for CO in 1976. In a November. 
1976, letter to Commission counsel 
Russell Hatchl, industry stated its 
position on cigarette testing in general 
and analysis for CO concentration in 
particular. 1 

With regard to testing for CO. 
industry contended that testing for and 
publication by the Commission of CO 
concentrations in cigarette smoke would 
imply to consumers, without scientific 
proof, that CO content has relevance or 
significance in terms of health. This 
exact point has been repeated in the 
1979 Joint Comments and in the 
comments by Lorillard. However, the 
possibility that implications may be 
drawn from the testing and publication 
of CO content should not deter us from 
obtaining information or reporting it in 
the same manner as we report “tar” and 
nicotine levels. Furthermore, the United 
States Surgeon General has concluded 
that: 

[CJarbon monoxide, in particular, has been 
identified throughout (the 1979 Surgeon 
General’s Report on Smoking and Health) as 
a possible critical factor in coronary heart 
disease, atherosclerosis and sudden death, 
occupationally related illness, chronic 
respiratory disease, fetal growth retardation, 
and the noxious effects of passive smoking. 
(Department of Health, Education and 
Welfare. Smoking and Health: A Report of 
the Surgeon General. January 11.1979, 

Preface at viii.) 

Industry’s 1976 letter also raised a 
number of technical issues regarding use 
of the new machine for testing CO. “tar” 
and nicotine concentrations in cigarette 
smoke. The response from Hatchl 
addressed the technical points and 
indicated that prior to publication of the 
final operating protocol, a series of 
preliminary tests would be undertaken 
to evaluate both the mechanical 
operation and the analytical reliability 
of the new machine. 2 

The Joint Comments allege that we 
have deviated from this commitment. 
Specifically, industry states that the 
Commission has Finalized the 
methodology and reduced it to writing 
before conducting a series of studies to 
determine the machine’s operating 
capability (performance without undue 
mechanical failure) and its analytical 
accuracy (ability to provide reliable CO 
data at the same time it provides “tar” 
and nicotine information which is 


1 Letter to R. Hatchl from Allen J. Topol, 15 
November 1978. 

* Utter to Allen J. Topol from R. Hatchl. 14 March 
1977. 


consistent with the data obtained using 
the old machine.) (Joint Comments, pp. 
1-2.) This is not true. 

The Commission has not deviated 
from the procedure it told industry it 
would follow. During the period 
between 1977 and 1979. the 
Commission’s laboratory staff 
performed extensive operating tests 
with the new machine. No significant 
difficulties were encountered. 

Assurance of accuracy and reliability 
having been obtained, a preliminary 
outline of proposed methods for 
determining CO. “tar” and nicotine, was 
published for comment. 44 FR 3777, Jan. 
18,1979. After receiving the public 
comments, the FTC laboratory staff 
conducted a series of collaborative tests 
with other laboratories, which are 
described in greater detail below. The 
test results demonstrate the accuracy 
and precision of the new machine. 

B. Specific Comments 

1 . LoriIlard's Suggestion to Modify the 
Old Machine 

Lorillard recommends that the 
laboratory adapt the Commission's old 
Phipps and Bird smoking machine to 
perform CO analysis. Lorillard contends 
that this would eliminate the many 
technical problems it forsees with the 
new machine, provide accurate results, 
and could be accomplished at very 
modest cost. This suggestion has been 
rejected by the Commission for two 
reasons. First, at the time Lorillard’s 
comments were received, the new 
machine had already been delivered and 
had been undergoing tests in the 
laboratory. Second, staff is convinced 
that the new machine is technologically 
superior to the old one, even as modified 
in accord with Lorillard’s suggestion. 

2 . Tests Which Demonstrate 
Reliability of the new Machine 

As soon as the new machine was 
delivered, preliminary shakedown tests 
were run which established the 
operating reliability of the new machine. 
The Commission then requested public 
comment on the three questions stated 
above. 44 FR 3777 (1979). After the 
comments were filed, the staff 
undertook a series of tests to confirm 
the analytical reliability of the new 
machine and its accuracy in providing 
CO, “tar” and nicotine data. All tests 
were conducted in 1979. 

The first of these compared CO 
measurements from the new machine 
with results obtained by the American 
Health Foundation and the Oak Ridge 
National Laboratories. As 9een in Table 
11. despite the fact that different 
analytical methods were used by each 
facility, measurements of CO reported 
by both independent participants 
closely agreed with those obtained using 
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the Commission’s new machine. Of 
significance is the fact that in almost 
every case, the FTC values fell between 
those provided by the other two 
laboratories. 

Table II .—Comparison of CO Values Obtained From 
3 Laboratories 

|average of approximately 100 cigarettes} 


American 
Oak Rwlget Health 

Foundation ♦ pjc* •* * * 


Carbon monoxide mg/dgarette 


Cigarette brand 


A___ 

4.0 

67 

5.1 

0 

86 

12.0 

94 

c...... 

71 

8.7 

76 

0.. , , ,._ 

184 

18.3 

18.5 

E.... 

23.8 

28.5 

272 

f ,..::: z ...::.. 

148 

15.8 

161 


t Gas chromatography analysis method 
* Infra-red analysis mothod. 

In the second series of tests, staff 
completed analysis of “tar” and nicotine 
on more than 200 cigarettes, using both 
the new and old machines. As seen in 
Table ill, results were virtually 
identical. 

Table III.— “Tar" and Nicotine Values Old vs. New 
Machine 


(average of 200 cigarettes per machine! 


Machine 


Old 

New 

mg/Qgarctte — 
"Tar”.. 

— 

17 8:fc0.5 

17.2 ±0.3 

Nicotine.. 

— 

1 22±0.01 

1.18±<L01 


In third series of tests, approximately 
950 monitor (control) cigarettes were 
analyzed on the new machine to 
determine “tar”, nicotine and CO 
concentrations. Results obtained in this 
study show excellent agreement on 
“tar” and nicotine levels with data 
provided by the Tobacco Institute’s 
Laboratory using methodology which 
the industry finds fully acceptable 
(Table IV). 

Table IV.—‘' Tar'' and Nicotine Values FTC vs. 

Tobacco Institute 9 


FTC (Now Tobacco 


mg/ctgarelte Machine) Institute (Old- 

Type Machine 


••Tar"___ 16.4±0 1 16.7 

Nicotine —__ 1.24 ±0.008 1.22 

CO ... 18.5±0.14 


• FTC results based on analysis of 950 cigarettes Tobacco 
Institute results based on analysis of more than 100 ciga¬ 
rettes. 

•* Tobacco Institute's machine cannot analyze for CO. 

The Commission has concluded that 
the close agreement in analytical results, 
obtained both in our laboratory and 


from comparative studies with other 
laboratories, provides adequate proof 
regarding the accuracy of the new 
smoking machine. Furthermore, no 
major problems have been encountered 
in its operation. In fact, the only 
difficulty which occurred was failure of 
the hand-made syringe return springs to 
retain sufficient tension. This 
necessitated replacement with 
commercially produced springs, which 
have proven completely satisfactory. 

3. Information Regarding the New 
Machine . In the Joint Comments, the 
industry contends that there was 
insufficient information on various 
components of the Commission’s new 
machine; specifically, it states that there 
were no published timing or schematic 
diagrams describing the hydraulic 
system and the syringe-manifold system, 
the analyzer, and digital computer. 

We disagree. United States Patent 
#4140003, issued February 20.1979. 
provides complete disclosure, including 
diagrams, of the design and function of 
the Commission’s new instrument. 
Furthermore. Commission's laboratory 
staff presented a complete and detailed 
description of the new machine, 
including pictures of the aforementioned 
components, at the 1978 Tobacco 
Chemist Research Conference. 

Written copies of the remarks 
presented at the conference have been 
made available to anyone who 
requested them. Finally, all cigarette 
companies were invited to visit the FTC 
laboratory so that they might examine 
and comment on a prototype of the new 
smoking machine. The machine was 
described and its operation 
demonstrated. Some suggestions for 
modifications, made by industry, were 
incorporated in the final model. 

4. Measurement of CO. Industry, in 
the Joint Comments, objects to the use of 
the puff-by-puff analysis method (p. 4- 
7). It is claimed that puff-by-puff 
analysis for CO would significantly 
increase the operations required and 
lead to greater chance of error. 

However, operational tests have shown 
that the new machine functions 
efficiently and is not subject to 
breakdown. Furthermore, the increased 
number of calculations required in the 
puff-by-puff analysis is easily handled 
by the machine’s computer. 

Industry also expresses concern with 
the scale range to be used for CO 
determination. It points out that a scale 
range of 0-10 percent would be suitable 
for the majority of cigarettes. (Joint 
Comments, p. 7.) The Commission has 


decided to use a scale of 0-10 percent. 3 
Our laboratory staff has advised that 
this scale represents the best possible 
choice, since carbon monoxide levels 
from all varieties of cigarettes tested in 
the laboratory to date have fallen within 
these boundaries. 

The companies’ expressed concern 
with reduction in the accuracy of CO 
determinations for a few minor cigarette 
varieties is, in staff s opinion, 
unfounded. In the rare case that a 
cigarette produces levels of CO below 
the machine's limit of detection, it would 
be reported in the same manner as is 
currently used for "tar” and nicotine. 4 
Similarly, a high CO reading would be 
recorded as exceeding the upper limit of 
the standard range. Should it become 
necessary to obtain qualitative data on 
cigarettes which exceed the upper limit 
of this scale, the new machine's range 
can be expanded to detect levels of CO 
between 0 and 100. However, this 
change would result in a significant 
diminution of the precision attainable 
using the 0 to 10 percent scale. 

Industry, in its Joint Comments, also 
contends that the Commission has 
arbitrarily selected a single method, 
nondispersive infra-red analysis (NDIR) 
to determine CO content (Joint 
Comments, pp. 10-11). This was not an 
arbitrary decision. The laboratory staff 
investigated methods for the 
determination of CO and concluded that 
NDIR showed the most promise. 

Lorillard implies that the NDIR 
method for measuring carbon monoxide 
is inappropriate because it has not been 
accepted by the scientific community (p. 
3). The Commission does not agree. The 
NDIR method has been widely used in 
industry for monitoring air pollutants 
such as carbon monoxide. Furthermore, 
CORESTA, a large organization of 
tobacco scientists in Europe and the 
United States, has been and is using this 
method. 

5. Built-in Calibration Check. The 
industry has raised questions about the 
reliability of the new machine's built-in 
calibration check. (Joint Comments, p. 

7). 

The FTC laboratory does not rely on 
this device to calibrate its machine. The 
laboratory staff plans to regularly 
calibrate with a standard gas. The built- 
in calibration check will be used 
periodically during each test day only as 


* The new machine'* digital computer 

automatically converts percent CO to mg. CO 

cigarette. 

4 The etalT has determined thal the machine 
cannot accurately detect levels of carbon monoxide 
below 0.06 percent. 
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a rapid method of determining if 
significant deviations in standard 
operating conditions have occurred. 

6. Design of New Machine . Industry, 
in its Joint Comments, implies that there 
are numerous design deficiencies in the 
new machine. For example, it contends 
that one second is inadequate to allow 
the gas phase to thoroughly mix prior to 
exhausting the gas to the IR analyzer. 
This matter was considered by the 
engineer who participated in the design 
of the new machine. He has assured the 
laboratory staff that the design of the 
new machine provides for complete 
mixing of the gas in the syringe within 
less than one second. This rapid mixing 
is attributable to the turbulence created 
by the gas passing through a very small 
aperture into the large barrel of the 
syringe. 

Industry also asserts that there will be 
incomplete clearing of the system and 
this will permit mixing of the gas from 
two different cigarettes. As explained in 
the attached Federal Register notice, 
after a sample has been read, the 
portion remaining in the system is 
flushed with room air from the miniature 
manifold through the IR detector while 
the next syringe is drawing. The IR 
detector returns to zero between each 
sampling. This method of flushing 
eliminates any possibility of sample 
contamination. 

Finally, industry refers to both a 
thermistor and a string cutoff as the % 
means to stop the machine puffing on a 
specific cigarette. It contends that the 
thermistor cutoff should not be used. 

The Commission agrees and its 
laboratory staff has been using the 
string cutoff method. 

7. Miscellaneous Comments on the 
Machine . The industry has also 
expressed concern with a number of 
aspects of the new machine's operation 
and construction. 

Specifically, it contends that there is 
no basis for substituting plastic for glass 
syringes which industry asserts might 
cause leaks; that miniature components 
used in the new machine to minimize 
dead volume will not function properly, 
will introduce inaccuracies and, because 
of alleged fouling and clogging, will pose 
a maintenance problem in daily use; and 
that lighting cigarettes with a hand-held 
lighter could be a source of error. 

Operational tests have shown that the 
new machine functions efficiently and is 
not subject to breakdown, and that the 
miniature components and plastic 
syringes perform without failure. 
Furthermore, the Commission believes 
that the amount of CO generated by a 
propane lighter will have an 
insignificant, if any. effect on the CO 
reading. 


Based on the information set down 
above, the Commission has concluded 
that it is now entirely appropriate to 
publish the attached Federal Register 
notice describing the new smoking 
machine and the methods to be used by 
its laboratory for determining the CO 
"tar" and nicotine content of cigarette 
smoke. 

|FR Doc 80-20556 Filed 7-0-80:8:45 am) 

BILUNG CODE 6750-01 


Early Termination of the Waiting 
Period of the Premerger Notification 
Rules 

agency: Federal Trade Commission. 

ACTION: Granting of request for early 
termination of the wailing period of the 
premerger notification rules. 


SUMMARY: AMAX, Inc. is granted early 
termination of the waiting period 
provided by law and the premerger 
notification rules with respect to the 
proposed acquisition of certain assets of 
the Smith-Douglas Division of Borden, 
Inc. The grant was made by the Federal 
Trade Commission and the Assistant 
Attorney General in charge of the 
Antitrust Division of the Department of 
Justice in response to a request for early 
termination submitted by Borden. 
Neither agency intends to take any 
action with respect to this acquisition 
during the waiting period. 

EFFECTIVE DATE: June 17,1980. 

FOR FURTHER INFORMATION CONTACT: 

Joan S. Truitt, Attorney, Premerger 
Notification Office. Bureau of 
Competition, Room 303. Federal Trade 
Commission, Washington, D.C. 20580 
(202-523-3894). 

SUPPLEMENTARY information: Section 
7A of the Clayton Act. 15 U.S.C. § 18a, 
as added by Title II of the Hart-Scott- 
Rodino Antitrust Improvements Act of 
1976, requires persons contemplating 
certain mergers or acquisitions to give 
the Commission and Assistant Attorney 
General advance notice and to wait 
designated periods before 
consummation of such plans. Section 
7A(b)(2) of the Act permits the agencies, 
in individual cases, to terminate this 
waiting period prior to its expiration and 
requires that notice of this action be 
published in the Federal Register. 

By direction of the Commission 

Carol M. Thomas. 

Secretary. 

[FR Doc 80-20604 Filed 7-9-m. 8:4S a Jm.| 

BILLING CODE 6750-01-M 


DEPARTMENT OF HEALTH AND 
HUMAN SERVICES 

Health Services Administration 

Announcement of Availability of 
Grants in Fiscal Year 1980 To Support 
Development and Operation of a 
Community Health Center Project in 
Boise, Idaho Area 

The Health Services Administration 
announces that the Regional Office, 
Region X, Seattle, Washington, will 
accept applications from public and 
nonprofit private entities for a project 
grant in fiscal year 1980 to support the 
development and operation of a 
community health center project in the 
Boise. Idaho area. The Region intends, 
where feasible and appropriate, to 
integrate the grant resources of the 
Community Health Centers program 
(authorized by section 330 of the Public 
Health Service Act) and the health 
manpower resources of the National 
Health Service Corps (authorized by 
sections 331-338 of the Act) to support 
this project. The approximate amount of 
the grant for this project in fiscal year 
1980 is expected to be $200,000. Program 
descriptions appear at 13.224 and 13.258 
in the Catalogue of Federal Domestic 
Assistance . 

Program guidance material, 
application forms, instructions, 
consultation and technical assistance 
regarding development of an application 
may be requested from: Ms. Beryl 
Cochran. Regional Program Consultant 
for Community Health Centers. 
Department of Health and Human 
Services, Public Health Service, Region 
X, 1321 Second Avenue MS/835, Seattle, 
Washington 98101, Telephone: (206) 442- 
0513. 

Applications must be received in the 
Regional Office postmarked by August 
15,1980, to be considered for funding, 
and will be subject to competitive, 
objective review, taking into account the 
criteria set forth in the community 
health services regulations at 42 CFR 
§ 51C.204 and 51C.305. Applications must 
be submitted to the appropriate Health 
Systems Agency for review according to 
the instructions provided by the 
Regional Office. 

In addition, the Regional Office, 

Region X, Seattle, Washington will 
accept applications from public and 
nonprofit private entities for a project 
grant in fiscal year 1980 to support the 
development and operation of a jointly 
funded Community and Migrant Health 
Center project in the Glens Ferry area of 
Idaho. 

The Region intends, where feasible 
and appropriate, to integrate the grant 










46488 


Federal Register / Vol. 45, No. 134 / Thursday, July 10, 1980 / Notices 


resources of the Community Health 
Centers program, the health manpower 
resources of the National Health Service 
Corps and the Migrant Health Centers 
Program (authorized by section 329 of 
the Act) to support this project. The 
approximate amount of the grant for this 
project is expected to be $225,000. 
Program descriptions appear at 13.224, 
13.226, and 13.258 in the Catalogue of 
Federal Domestic Assistance. 

Program guidance material, 
application forms, instructions, 
consultation and technical assistance 
regarding development of an application 
may be requested from: Ms. Margaret A, 
Brown, Public Health Advisor, 
Department of Health and Human 
Services, Public Health Service, Region 
X, 1321 Second Avenue MS/835, Seattle, 
Washington 98101, Telephone: (206) 442- 
0513. 

Applications must be received in the 
Regional Office postmarked by August 
15,1980, to be considered for funding, 
and will be subject to competitive, 
objective review, taking into account the 
criteria set forth in the community and 
migrant health centers regulations at 42 
CFR 51c.204, 51C.305, 56.204, and 56.305. 
Applications must be submitted to the 
appropriate Health Systems Agency for 
review according to the instructions 
provided by the Regional Office. 

Dated: June 27.1980. 

George 1. Lythcott, 

Administrator, Health Services 
Administration . 

|FR Doc 80-20539 Filed 7-0^00. 8:45 iun.) 

BILLING CODE 4110-84-44 


Public Health Service 

Health Maintenance Organizations 
agency: Public Health Service, HHS. 
action: Notice, Continued Regulation of 
Health Maintenance Organizations: 
Determination of Noncompliance. 

SUMMARY: On February 19.1980, the 
Office of Health Maintenance 
Organizations determined that 
Westchester Community Health Plan 
(WCHP). 145 Westchester Avenue, 
White Plains, New York 10601, a 
federally qualified health maintenance 
organization (HMO), was not in 
compliance with the assurances it had 
provided to the Secretary that it would 
(1) maintain a Fiscally sound operation 
and (2) have effective procedures to 
monitor utilization, to control costs of 
basic and supplemental health services, 
and to achieve utilization goals. The 
determination of noncompliance does 
not itself affect the status of WCHP as a 
federally qualified HMO. Rather. WCHP 


has been given the opportunity to and 
has, in fact, initiated corrective action to 
bring itself into compliance with the 
assurances it gave the Secretary. 

FOR FURTHER INFORMATION CONTACT: 
Howard R. Veit. Director, Office of 
Health Maintenance Organizations, 

Park Building, 3rd Floor, 12420 Parklawn 
Drive, Rockville, Maryland 20857, 301/ 
443-4106. 

SUPPLEMENTARY INFORMATION: Under 
Section 1312(b)(1) of the Public Health 
Service Act (42 U.S.C. 300e-l 1(b)(1)) (the 
Act), if the Secretary makes a 
determination under section 1312(a) that 
a qualified HMO which provided 
assurances to the Secretary under 
section 1310(d)(1) is not organized or 
operated in the manner prescribed by 
section 1301(c), then he shall (1) notify 
the HMO in writing of the 
determination, (2) direct the HMO to 
initiate such action as may be necessary 
to bring it into compliance with the 
assurances, and (3) publish the 
determination in the Federal Register. 

Dated: June 27,1980. 

Howard R. Veil, 

Director. Office of Health Maintenance 
Organizations. 

|FR Doc 80-20540 Filed 7-0-80:8:45 am| 

BILLING CODE 4110-85-M 


DEPARTMENT OF HOUSING AND 
URBAN DEVELOPMENT 

Office of Environmental Quality 

lDocket No. NI-19) 

Woodlands New Community, 
Montgomery County, Tex.; Intended 
Environmental Impact Statement 

The Department of Housing and 
Urban Development gives notice that an 
Environmental Impact Statement (EIS) is 
intended to be prepared for the 
following project under HUD programs 
as described in the appendix of the 
Notice: “Woodlands New Community, 
Montgomery County, Texas 
(Supplement to Final EIS)'*. This Notice 
is required by the Council on 
Environmental Quality under its rules 
(40 CFR 1500). 

Interested individuals, governmental 
agencies, and private organizations are 
invited to submit information and 
comments concerning a particular 
project to the specific person indicated 
in the appropriate part of the appendix. 

Particularly solicited is information on 
reports or other environmental studies 
planned or completed in the project 
area, issues and data which the EIS 
should consider, recommended 
mitigating measures and alternatives. 


and major issues associated with the 
proposed project. Federal agencies 
having jurisdiction by law, special 
expertise or other special interests 
should report their interests and indicate 
their readiness to aid the EIS effort as a 
“cooperating agency.'* 

Issued a! Washington. D.C., June 26,1980. 
Francis G. Haas. 

Deputy Director. Off ice of Environmental 
Quality. 

Appendix 

Supplement to Final EIS for the Woodlands 
New Community, Montgomery County. TX. 

The U.S. Department of Housing and Urban 
Development, New Community Development 
Corporation. Washington. D.C., intends to 
prepare and issue a Supplement to the Final 
Environmental Impact Statement of The 
Woodlands New Community for development 
occurring after February 1,1981. 

This Notice is also intended to serve as 
notice of intent to make floodplain 
determinations required under Executive 
Order 11988 and 24 CFR $ 50.44. 

The Woodlands is located approximately 
28 miles north of Houston, and is in 
Montgomery County, Texas. All interested 
agencies, organizations and the public are 
invited to provide in writing, comments and 
information which the Supplement should 
address. 

Description: The new community project 
was originally planned to consist of 15,000 
acres, about 50,000 dwelling units, and about 
150.000 population after about 20 years. 
Current development consists of about 2,300 
residential units, a community center and 
various recreation facilities, and a sizeable 
amount of office and industrial development. 
There are approximately 8,000 residents. The 
Supplement will cover a project area planned 
for completion in 2010, housing from 175,000 
to 200.000 people on approximately 23,000 
acres. 

Need: The reasons why it was decided to 
prepare a Supplement to the Final 
Environmental Impact Statement dated 
February 23.1972, are as follows: (1) In order 
to comply with HUD regulations (Procedures 
for the Protection and Enhancement of 
Environmental Quality Interim Rule, effective 
December 27,1979) because more than 5 
years have elapsed since the Final 
Environmental Impact Statement was issued: 
(2) In order to comply with the HUD 
regulations referred to above, the 
development plan is proposed to be amended 
resulting in a change in project land use, and 
possibly total population by 30% or more; (3) 
In order to examine the extent to which any 
modification of the floodplain would directly 
or indirectly occur, to consider potential 
effects of such modifications and to consider 
practicable alternatives to minimize any 
adverse effects thereof. 

A portion of the Development Plan for the 
project covering the period beginning 
February 1,1981, will require some 
modification to the natural 100-year 
floodplain, including the construction of dams 
and improvements and related cut and Fill 
activities for the proposed Lake Woodlands 
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(aproximately 300 acresj and two other 
earthen dams for lakes (about 100 acres each] 
upstream of the proposed Lake Woodlands. 
Additional alteration of about 500 acres in 
the floodplain is also proposed for related 
new community uses including, among 
others, recreation, housing, and employment. 

The reasons these actions are proposed are 
numerous, including attempted flood 
protection for downstream property owners 
and other considerations of policy expressed 
in Title VU of the Housing and Urban 
Development Act of 1970 and elsewhere. 

Alternatives perceived: The perceived 
alternatives include: (1) development of the 
project under the approved 1972 Development 
Plan, as previously amended: (2) no further 
Federal assistance through Title VII; (3) 
development of the project generally under 
the proposed 1982 Development Plan, but 
with alternatives considered for some of the 
major components, such as drainage 
methodology and floodplain management 
practices. 

Scoping: This Notice of Intent is part of the 
process to be used for scoping the issues to 
be addressed in the Supplement to the Final 
Environmental Impact Statement for the 
Woodlands. Responses to this Notice by any 
interested agencies, organizations and 
members of the public will help determine 
significant environmental issues and identify 
data which the Supplement should address 
and will help identify cooperating agencies. 

In accordance with Council on 
Environmental Quality regulation 40 CFR 
§ 1501.7, HUD intends to hold a public 
scoping meeting 3 weeks after date of 
publication in the Federal Register in the 
HUD Insuring Office in Houston at Two 
Greenway Plaza East, Suite 200 Houston, 
Texas. The meeting will be at 9:00 a.m. 

Comments concerning this Notice are 
invited from all affected and interested 
parties and should be received in writing as 
soon as possible, but no later than 30 days 
after publication of this Notice in the Federal 
Register. 

Copies of the Supplement will be available 
in the near future at the address for the New 
Community Development Corporation listed 
below. The comment period for the Draft 
Supplement will be 45 calendar days after the 
date of publication of notice in the Federal 
Register that such Draft Supplement has been 
filed. 

The final EIS for The Woodlands was 
issued on February 23.1972, A Draft 
Floodplain Management Program Report was 
prepared in March 1980. Copies of these 
documents are available for review at the 
New Community Development Corporation. 
HUD, Room 5186, 451 Seventh Street. S.W., 
Washington, D.C. 20410: and in The 
Woodlands at the Office of the Vice 
President, Governmental Relations, 2201 
Timberlock Place, The Woodlands, Texas 
77380. 

Contact: Comments, information and 
inquiries should be directed to Daryl Ray, 
Environmental Clearance Officer (alternate), 
Room 5186. Department of Housing and 
Urban Development, 451 Seventh Street S.W„ 


Washington. D.C.. 20410 or by telephone at 
(202) 755-6170. 

(FR Doc. 00-20581 Filed 7-9-00; 8 45 um] 

BILUNG CODE 4210-01-M 


Office of the Secretary 

(Docket No. N-80-1011] 

Privacy Act of 1974; Amendments to 
Systems of Records 

agency: Department of Housing and 
Urban Development. 
action: Notice of amendments to 
existing systems of records. 

summary: The Department is giving 
notice of amendments to the Storage. 
Safeguards and System Manager 
identification of two Privacy Act 
systems of records it maintains. The 
systems are HUD/DEPT-2, Accounting 
Records, and HUD/DEPT-37, Personnel 
Travel System. 

EFFECTIVE DATE: This notice shall 
become effective 30 calendar days from 
its publication date unless comments are 
received on or before that date which 
would result in a contrary 
determination. 

address: Rules Docket Clerk, Room 
5218, Department of Housing and Urban 
Development, 451 Seventh Street, S.W., 
Washington, D.C. 20410. 

FOR FURTHER INFORMATION CONTACT: 
Robert English. Departmental Privacy 
Act Officer, Telephone 202-557-0605 
(This is not a toll free number). 
supplementary information: The 
Storage, Safeguards, and System 
Manager identification sections of HUD 
Accounting Records (HUD/DEPT-2) and 
Personnel Travel System (HUD/DEPT- 
37) are being amended to clarify and 
more accurately describe storage media 
and safeguards, and to more accurately 
identify the manager of the two systems. 
The words “magnetic tape/disc/drum" 
have been added to Storage to reflect 
the fact that these two systems are 
partially automated. 

The words “computer records are 
maintained in secure areas with access 
limited to authorized personnel and 
technical restraints employed with 
regard to accessing the records” have 
been added to Safeguards to reflect 
security employed on the automated 
portions of the records. The System 
Manager for both systems has been 
identified as the Director, Office of 
Finance and Accounting. Additionally, 
authorities for maintenance of the two 
systems have been added. Accounting 
Records (HUD/DEPT-2) was previously 
published at 44 FR 72289 (December 13, 
1979). Personnel Travel System (HUD/ 


DEPT-37) was published at 44 FR 72296 
(December 13,1979). The Authority. 
Storage, Safeguards, and System 
Manager sections are being amended to 
read as follows: 

HUD/DEPT-2 

system name: 

Accounting Records 

***** 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM: 

Sec. 113 of the Budget and Accounting 
Act of 1950 31 U.S.C. 66a. (Pub. L. 81- 
784). 

***** 

STORAGE: 

Desks; safes; locked filing cabinets; 
central files; bookcases; ledger trays and 
binders; tables; magnetic tape/disc/ 
drum. 


safeguards: 

Security checks, limited authorization 
and access, security guards; computer 
records are maintained in secure areas 
with access limited to authorized 
personnel and technical restraints 
employed with regard to accessing the 
records. 

SYSTEM MANAGER AND ADDRESS: 

Director, Office of Finance and 
Accounting, Department of Housing and 
Urban Development, 451 Seventh Street, 
S.W., Washington. D.C. 20410. 
***** 

HUD/DEPT-37 
SYSTEM NAME: 

Personnel Travel System 

* * * « • 

AUTHORITY FOR MAINTENANCE OF THE 
SYSTEM.* 

Section 7(d) of the Department of 
Housing and Urban Development Act of 
1965, P.L. 89-174: Budget and Accounting 
Act of 1950, 31 U.S.C. 66a. 


STORAGE: 

In file folders and on magnetic tape/ 
disc/drum. 


SAFEGUARDS: 

Lockable desks or file cabinets; 
computer records are maintained in 
secure areas with access limited to 
authorized personnel and technical 
restraints employed with regard to 
accessing the records. 
***** 
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SYSTEM MANAGER AND ADDRESS: 

Director, Office of Finance and 
Accounting, Department of Housing and 
Urban Development, 451 Seventh Street, 
S.W., Washington, D.C. 20410 
***** 

(5 U.S.C. 552(a), 88 Stat. 1896; Sec. 7(d). 
Department of HUD Act (42 U.S.C. 3535(d))). 
Issued at Washington. D.C.. June 17,1980. 

William A. Medina, 

Assistant Secretary for Administration. 

(FR Doc 80-20648 Filed 7-0-80: 8:45 am) 

BILLING CODE 4210-01-M 


DEPARTMENT OF THE INTERIOR 
Bureau of Land Management 
1INT DES 80-42J 

Outer Continental Shelf Offshore the 
South Alantic States; Availability of 
Draft Environmental Statement and 
Location and Dates of Public Hearings 
Regarding Proposed Oil and Gas 
Lease Sale No. 56 

Pursuant to Section 102(2)(C) of the 
National Environmental Policy Act of 
1969, the Bureau of Land Management 
has prepared a draft environmental 
statement relating to a proposed oil and 
gas lease sale of 286 tracts consisting of 
1,628,251 acres of submerged lands on 
the Outer Continental Shelf offshore the 
South Atlantic States (OCS Sale No. 56). 

Single copies of the draft 
environmental statement can be 
obtained from the Office of the 
Manager, New Orleans Outer 
Continental Shelf Office, Bureau of Land 
Management, Hale Boggs Federal 
Building. Suite 841, 500 Camp Street. 
New Orleans. Louisiana 70130, and from 
the Office of Public Affairs, Bureau of 
Land Management (130), Washington, 
D.C. 20240. 

Copies of the draft environmental 
statement will also be available for 
review in the following public libraries: 

Dare County Library. Box 966, Manteo, North 
Carolina 27954. 

East Albemarle Regional Library, 205 E. Main 
Street, P.O. Box 303, Elizabeth City, North 
Carolina 27909. 

New Bern-Craven County Public Library, 400 
Johnson Street, New Bern. North Carolina 
28560. 

Olivia Raney Public Library. 104 Fayetteville 
Street. Raleigh, North Carolina 27601. 
Southport Brunswick County Public Library, 
109 West Moore Street, Southport, North 
Carolina 27607. 

Wilmington Public Library, 409 Market Street, 
Wilmington. North Carolina 28401. 

Chapin Memorial Library, 14th Avenue 
North, Myrtle Beach. South Carolina 29577. 
Charleston County Library, 404 King Street, 
Charleston, South Carolina 29403. 


Georgetown County Memorial Library, 
Highmarket and Screven Street. Drawer D. 
Georgetown. South Carolina 29440. 
Richland County Library, 1440 Sumter Street, 
Columbia, South Carolina 29201. 

Atlanta Public Library, 126 Carnegie Way 
N.W., Atlanta. Georgia 30303. 
Brunswick-Glynn County Regional Library, 
208 Gloucester Street, Brunswick, Georgia 
31520. 

Savannah Public Library, 2002 Bull Street. 

Savannah, Georgia 31401. 

City Island Public Library, City Island. 

Daytona Beach. Florida 32780. 

Fort Lauderdale Public Library, Post Office 
Box 5463, Fort Lauderdale, Florida 33310. 
Jacksonville Public Library. 122 North Ocean 
Street, Jacksonville. Florida 32202. 

Leon County Public Library, 127 North 
Monroe Street Tallahassee, Florida 32301. 
Melbourne Public Library, 540 East Fee 
Avenue, Melbourne, Florida 32901. 
Miami-Dade Public Library System. One 
Biscayne Boulevard. Miami, Florida 33132. 
Palm Beach County Public Library, 3650 
Summit Boulevard. West Palm Beach, 
Florida 33406. 

St. Augustine Public Library, 12 Aviles Street, 
St. Augustine. Florida 32084. 

St. Lucie-Okeechobee Regional Library, Fort 
Pierce Library. 124 North Indian River 
Drive, Fort Pierce. Florida 33450. 

Titusville Public Library, 2121 South Hopkins 
Avenue, Titusville. Florida 32780. 

In accordance with 43 CFR 3314.1, 
public hearings will be held on 
September 3 at the Wilimington Hilton 
Inn. 301 N. Water Street, Wilimington, 
North Carolina and on September 5 at 
the Jacksonville Hilton, 565 S. Main 
Street, Jacksonville. Florida, for the 
purpose of receiving comments 
regarding the South Atlantic OCS 
leasing proposal. The hearings will 
begin each day at 9 a.m., E.D.T., and will 
conclude at 9 p.m., or earlier if all 
scheduled witnesses have testified. 

The hearings will provide the 
Secretary of the Interior with additional 
information frogs both public and 
private sectors to help evaluate fully the 
potential effects of leasing oil and gas 
tracts offshore the South Atlantic States. 
In addition, the proceedings will give the 
Secretary the opportunity to receive 
further comments and views of 
concerned Federal, State, and local 
agencies. 

Interested individuals, representatives 
of organizations, and public officials 
who wish to testify at the hearings are 
requested to contact the Manager, New 
Orleans Outer Continental Shelf Office, 
Bureau of Land Management, at the 
above address by 4:15 p.m., August 22, 
1980. Written comments from those 
unable to attend the hearings also 
should be addressed to the Manager, 
New Orleans Outer Continental Shelf 
Office, Bureau of Land Management, at 
the above address. The Bureau will 
accept written testimony and comments 


on the draft environmental statement 
until September 12,1980. This will allow 
ample time for those unable to testify at 
the hearings to make their views known 
and for the submission of supplemental 
materials by those who presented oral 
testimony. Time limitations make it 
necessary to limit the length of oral 
presentations to ten (10) minutes. An 
oral statement may be supplemented, 
however, by a more complete written 
statement which may be submitted to 
the hearing officer at the time of 
presentation of the oral statement. 
Written statements presented in person 
at the hearing will be considered as part 
of the hearing record. To the extent that 
time is available after presentation of 
oral statements by those who have 
given advance notice, the hearing officer 
will give others present an opportunity 
to be heard. 

After testimony and comments have 
been received and analyzed, a final 
environmental statement will be 
prepared. 

Arnold E. Petty, 

Acting Associate Director. Bureau of Land 
Management 

Approved: July 7.1980 
James II. Rathlesberger, 

Special Assistant to Assistant Secretary of 
the Interior. 

[FR Doc. 80-20615 Filed 7-9-80: 8:45 am) 

BILLING CODE 4310-84-M 


[W-71553J 

Wyoming; Application for Right-of- 
Way 

July 1.1980. 

Notice is hereby given that pursuant 
to Sec. 28 of the Mineral Leasing Act of 
1920, as amended (30 U.S.C. 185), the 
Panhandle Eastern Pipe Line Company 
of Brighton. Colorado filed an 
application for a right-of-way to 
construct 4 inch and 8 inch pipelines and 
related facilities for the purpose of 
transporting natural gas across the 
following described public lands: 

Sixth Principal Meridian, Wyoming 
T. 24 N.. R. 110 W.. 

Sec. 7, NVkSEW; 

Sec. 8, SVfeNEV'*, SEViNWy*. and SW%; 
Sec. 9, SWy4NW l /«; 

Sec. 17. NE'ANW 1 *, S^NWtt, and 
WVfeSWVi; 

Sec. 19. EYzSEVa; 

Sec. 20. WVfeNWVi: 

Sec. 30. Lots 1. 2. 3, 5. 6, 7,12, NEyiNEVi, 
WVaNE 1 /*, and SWy4SEV4. 

T. 24 N.. R. Ill W.. 

Sec. 25, N^NEy 4 . 

The proposed pipelines will connect 
wells in Sweetwater County. Wyoming, 
for the purpose of gathering and 











Federal Register / Vol. 45. No. 134 / Thursday, July 10, 1980 / Notices 


46491 


transporting natural gas through 
Mountain Fuel Supply Company to 
Colorado Interstate Gas Company's 
transmission line. 

The purpose of this notice is to inform 
the public that the Bureau will be 
proceeding with consideration of 
whether the application should be 
approved, and if so, under what terms 
and conditions. 

Interested persons desiring to express 
their views should do so promptly. 
Persons submitting comments should 
include their name and address and 
send them to the District Manager, 
Bureau of Land Management, Highway 
187 North, P.O. Box 1869. Rock Springs, 
Wyoming 82901. 

Harold G. Stinchcomb, 

Chief, Branch of Lands and Minerals 
Operations. 

fFR Doc 80-20614 Filed 7-9-80; 8:45 um] 

BILLING CODE 4310-84-M 


(Colorado 0123440] 

Colorado; Order Providing for Opening 
of National Forest Lands 

June 30,1980. 

The Federal Energy Regulatory 
Commission (formerly Federal Power 
Commission) issued an order on 
September 9,1976 vacating lands 
withdrawn for Power Development 
Project Nos. 518 and 520 and an order on 
July 13,1961 vacating Power 
Development Project No. 1522 affecting 
all or portions of the following described 
lands. These lands are located in the 
Roosevelt and Grand Mesa National 
Forests. 

Sixth Principle Meridian 
Project No. 518 (FR Doc. 76-27312) 

T. 1 S.. R. 71W.. 

Sec. 18: Lots 12.13.14. 

T. 1 S.. R. 72W., 

Sec. 13: Lots 1, 2; 

Sec. 14: Lots 4. 5, 6: 

Sec. 17: Lots 5. 6. 7. 8, 9.10.11,12; 

Sec. 19: Lots 11. 23. 27; 

Sec. 21: Lot 2; 

Sec. 22: Lots 1, 2; 

Sec. 23: Lot 4. 

T. 1 S.. R. 73W.. 

Sec. 25: SEV4NEV4; 

Sec. 34: Lots 8. 9.10; 

Sec. 35: Lots 21. 23: 

Sec. 36: NWViNEVfc, NVzNW 1 *. 

T. 2 S.. R. 73W.. 

Sec. 4: Lot 2. 

T. 2 S.. R. 74W., 

Sec. 2: SW^NEtt, SVfcNWtt, NVfeSEtt. 

The areas described aggregate 
approximately 80 acres. 

Sixth Principle Meridian 

Project No. 520 (FR Doc. 76-27312) 

T. 1 S., R. 73W., 


Sec. 8: Lots 71. 72. 75. 76, 78. 79. & 81; 

Sec. 9: Lots 99.100.108,109.112,118, 
NEV«SEV4; 

Sec. 10: Lots 58. 61, 62, 64, 68. 60: 

Sec. 11: Lot 10, NWSEtt. 

The areas described aggregate 
approximately 19 acres. 

Sixth Principle Meridian 

Project No. 1522 (FR Doc. 61-6796) 

T. 11 S.. R. 96W., 

Sec. 34: NEViNEVi; 

Sec. 35: WVfeNWV*. 

The areas described aggregate 
approximately 1.89 acres. 

At 10 a.m. on August 8,1980, the 
above described lands shall be open to 
such forms of appropriation as may by 
law be made of National Forest lands, 
subject to any existing withdrawals, 
leases, licenses or permits. 

Any questions concerning these lands 
should be addressed to the undersigned 
at the Bureau of Land Management, 
Colorado State Office, Room 700 
Colorado State Bank Building, Denver, 
Colorado 80202. 

Robert D. Dinsmore, 

Chief Branch of Adjudication . 

|FR Doc. 00-20543 Filed 7-9-80; 8:45 am] 

BILUNG CODE 4310-84-M 


(Colorado 0120040, 0123854, 0123422] 

Colorado; Order Providing for Opening 
of National Forest Lands 

June 30,1980. 

The Federal Power Commission (now 
the Federal Energy Regulatory 
Commission) issued orders on March 14 
and April 24 and 25.1967 vacating 
respectively in their entirety lands 
withdrawn for Power Development 
Project No. 979, 980, and 1919 affecting 
all or portions of the following described 
lands. These lands are in the San Isabel 
and White River National Forests. 

New Mexico Principle Meridian 

Project No. 979 (FR Doc. 67-3087) 

T. 46 N.. R. 11 E., 

Sec. 11: SE»/4NEy4, E'/zSEV 4 . 

The area described aggregates 
approximately 120 acres. 

New Mexico Principle Meridian 

Project No. 980 (FR Doc. 67-4821) 

T. 46 N., R. 12 E.. 

Sec. 5: SVfeSW%. 

The area described aggregates 
approximately 0.98 acres. 

Sixth Principle Meridian 

Project 1919 (FR 5/2/1967) 

T. 8 S.. R. 84 W., 

Sec. 18: EVaSWV^NWVL 


The area described aggregates 
approximately 0.12 acres. 

At 10 a.m. on August 8,1980, the 
above described lands shall be open to 
such forms of appropriation a 9 may by 
law be made of National Forest lands, 
subject to any existing withdrawals, 
leases, licenses or permits. 

Any questions concerning these lands 
should be addressed to the undersigned 
at the Bureau of Land Management, 
Colorado State Office, Room 700, 
Colorado State Bank Building, Denver, 
Colorado 80202. 

Robert D. Dinsmore, 

Chief Branch of Adjudication. 

(FR Doc 80-20544 Filed 7-9-00; 8:45 am] 

BILUNG CODE 4310-84-M 


Lewistown District Grazing Advisory 
Board Meeting 

In accordance with Section 403 of Pub. 
L. 94-579, the Federal Land policy and 
Management Act, notice is hereby given 
of the following meeting: 

Name: Lewistown District Grazing 
Advisory Board. 

Date: August 25 and 26,1980. 

Place: Lewistown District Office. Airport 
Road, Lewistown. MT. 

Time: 1:00 p.m. to 4:30 p.m. August 25. 
8:00 a.m. to 12:00 noon August 26. 

Proposed Agenda: 

August 25: 

1:00 p.m. to 2:00 p.m.—Organizational 
meeting election of officers. 

2:00 p.m. to 4:30 p.m.—Allotment 
Management Plan Development in the 
Missouri Breaks. 

August 26: 

8:00 a.m. to 11:30 a.m.—Fiscal Year 1981, 
Range Betterment Funds. 

11:30 to 12:00 noon—Agenda—time, and 
place, of next meeting. 

Public comment will be received at 
the end of each agenda item. 

This meeting will allow the Board to 
offer advice and make recommendations 
concerning the development of 
Allotment Management Plans and the 
expenditure of Range Betterment Funds 
for commercial livestock grazing on 
public lands. 

Glenn VV. Freeman 
District Manager. 

|FR Doc. 80-20541 Filed 7-9-80. 8:45 am] 

BILLING CODE 4310-84-M 


Miles City District Advisory Council 
Meeting 

Notice is hereby given, in accordance 
with Pub. L. 94-579 and 43 CFR Part 
1780, that a meeting of the Miles City 
District Advisory Council will be held 
on Wednesday, August 20,1980, at 10:00 
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а. m. at the Red Rock Village, E. 

Highway 10-12. Miles City. Montana. 

Agenda for the Meeting Will Include 

1. Introduction and biographical sketch 

of members. 

2. Discussion of the function of the 

council. 

3. Election of Officers. 

4. Overview of BLM in general and 

Miles City District in particular. 

5. Establishment of committees. 

б. Arrangements for next meeting. 

The meeting is open to the public. 

Interested persons may take oral 
statements to the Council or file written 
statements for the council's 
consideration. Anyone wishing to make 
an oral statement must notify the 
District Manager at the Miles City 
District Office. P.O. Box 940, Miles City, 
Montana 59301 by August 15.1980. 
Depending on the number of persons 
wishing to make an oral statement, a per 
person time limit may be established. 

Summary minutes of the meeting will 
be maintained in the District Office and 
will be available for public inspection 
and reproduction during regular 
business hours within 30 days following 
the meeting. 

Robert A. Teegarden, 

Acting District Manager. 

(PR Dot 80-20542 Pilod 7-a-80: 8:45 amj 

BILLING CO O € 4310-84-M __ 

Burley District Advisory Council 
Meeting; Correction 

AGENCY: Bureau of Land Management, 
Department of Interior. 

ACTION: Correction to notice of meeting. 

SUMMARY: Information published in 45 
FR 42040 (Monday, lune 23, 1980) is 
amended as follows. The BLM Burley 
District Advisory Council will meet for 
one day only, on July 3a 1980. beginning 
at 9 a.m. in the conference room at the 
District Office. The field trip previously 
scheduled for July 29, 1980. has been 
cancelled. 

K. Lynn Bennett. 

Acting District Manager. 

(FR Doc. 80-20617 F.lrd -80: B*5 am| 

BILLING COO€ 4310-84-M 


Salt Lake District Multiple Use 
Advisory Council; Meeting 

Notice is hereby given in accordance 
with Pub. L. 92-463, that a meeting of the 
Salt Lake District Multiple Use Advisory 
Council will be held on August 27,1980. 

The meeting will begin at 8:00 a.m. at 
the Salt Lake District Office. 2370 South 
2300 West. Salt Lake City. Utah 84119. 
Council members will tour Public Lands 


in Tooele County. 

The purpose of the meeting will be to 
discuss Public Land Management in the 
Salt Lake District and determine the 
objectives of the Advisory Council. 

The meeting is open to the public. 
Interested persons may make oral 
statements at 3:00 p.m. on August 27 at 
the Muskrat Springs Field Camp, or file 
written statements for the council's 
consideration. Anyone wishing to make 
oral statements must notify the District 
Manager, 2370 South 2300 West. Salt 
Lake City, Utah 84119. by August 20. 
1980. Depending on the number of 
persons wishing to make a statement, a 
per person time limit may be established 
by the District Manager. 

Dated: July 1.1980. 

Frank W. Snell. 

District Manager. 

(FR Doc 00-20818 Filed 7-4MW: 8*45 um] 

BILLING CODE 4310-84-44 


Fish and Wildlife Service 

New York State Department of 
Environmental Conservation; Intent To 
Prepare an Environmental Impact 
Statement on the Honeoye Creek 
Wetland Project and Notice of Scoping 
Meeting 

AGENCIES: U.S. Fish and Wildlife Service 
and New York State Department of 
Environmental Conservation. 
action: Notice._ 

summary: Notice is hereby given that 
the U.S. Fish and Wildlife Service and 
the N.Y.S. Department of Environmental 
Conservation, as co-lead agencies, are 
gathering information in order to 
prepare an Environmental impact 
Statement (EJLS.) on methods of 
preserving and enhancing the natural 
resources and recreational values of an 
area encompassing the Honeoye Creek 
wetland adjacent uplands located in the 
Town of Richmond. Ontario County, in 
New York State. The proposed project 
area is generally bounded on the north 
by County Road 15. on the east by 
Allens Hill Road, on the south by a line 
approximately 1.250 feet north of N.Y. 
Route 20A. and on the west by 
Richmond Center Road including 
approximately 800 acres of wetland. 400 
acres of woods, brush and fallow land, 
and 400 acres of agricultural land. 

Notice is also given that a public 
scoping meeting will be held at the lime 
and place given below. The specific 
purposes of the scoping meeting are (1) 
to provide a brief description of the 
proposed project for informational 
purposes. (2) to identify impacts, and 


alternatives, and issues that should be 
addressed in the draft E.I.S. (DF.1S). (3) 
to identify other environmental review, 
consultation, coordination, clearance, or 
permit requirements associated with the 
project, (4) to describe the role of the 
E.I.S. in the planning and decision 
making process, and (5) to discuss the 
projected time frame for preparation of 
the draft and final E.I.S. 

These notices are being provided as 
required by the National Environmental 
Policy Act (NEPA) and implementing 
regulations (40 CFR 1500-1508) and the . 
New York State Environmental Quality 
Review Act (SEQR) and implementing 
regulations (6 NYCRE Part 617). 

On August 12.1980 at 7:00 p.m., the 
scoping meeting will be held at the 
Region 8 headquarters of the New York 
State Department of Environmental 
Conservation, located at 6274 East 
Avon-Lima Rd.. Avon, N.Y. 14414. 

Prior to August 12,1980, persons, 
agencies and organizations who desire 
to participate in the scoping meeting are 
requested to give written notification to 
the contact person listed below. 

Prior to August 12.1980, written 
comments regarding the subjects to be 
discussed at the scoping meeting may 
also be submitted to the contact person 
listed below. Such written comment will 
be considered along with oral 
statements made at the scoping meeting. 
CONTACT person: Edward Holmes, 

N.Y.S. Department of Environmental 
Conservation, 6274 East Avon-Lima 
Road, Avon, N.Y. 14414 (716) 226-2466. 
SUPPLEMENTAL INFORMATION: In 
implementing the New York State 
Environmental Quality Bond Act of 
1972, the Department of Environmental 
Conservation identified the Honeoye 
Creek Wetland Project as an acquisition 
proposal in recognition of the area’s 
potential natural resource and public 
recreational values. 

The DEIS will present a number of 
alternatives which could be 
implemented by the Department. The 
proposed action is to purchase the 
project area through full fee acquisition 
by friendly negotiation and to 
implement wetland, upland, and public 
use management techniques on the area 
acquired. All viable alternatives are still 
open for consideration, and no final 
decision will be reached until such time 
as the public has had additional 
opportunity to provide comments on the 
proposal. The DEIS will include 
discussion of a no action alternative, the 
proposed action as stated above, 
primary alternatives which are 
reasonable courses of action, and 
secondary alternatives which will 
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include actions considered but 
determined not to be reasonable in 
accomplishing goals and objectives or 
which may be outside NYDEC or FWS 
jurisdictional limits. 

Funding for the proposed project 
could be derived from the Wetlands 
Preservation Category of the 1972 
Environmental Quality Bond Act and 
the Federal Aid in Wildlife Restoration 
Act. Other funding mechanisms which 
may be available will also be evaluated. 
In the development of the proposed 
project, conversations were held with 
the affected landowners and local 
officials which later resulted in two 
public informational meetings held on 
May 26,1978 and March 14,1979. 
Comment and resource information 
continues to be collected for inclusion 
into the further review and analysis of 
this project, and for incorporation into 
the DEIS. Opposition to the project as 
proposed has been expressed by some 
of the affected landowners, the Honeoye 
Chamber of Commerce, the Richmond 
Town Board, the Ontario County Farm 
Bureau, the Ontario County Board of 
Supervisors and some local residents. 
Support for the project has been 
expressed by some of the landowners, 
local residents and the Ontario County 
Federation of Sportsmen’s Clubs. 

A Draft E.I.S. will be prepared after 
comments have been received at the 
public scoping meeting and as a result of 
this notice. The availability of the draft 
E.I.S. will be announced in the Federal 
Register, the N.Y. State Environmental 
News Bulletin, local newspapers and 
direct mailings. 

The primary author of this notice is David 
C. Woodruff, N.Y.S. Environmental 
Conservation, 6274 East Avon-Lima Road, 
Avon, N.Y. 14414. 

Howard N. Larsen, 

Regional Director . 

July 2,1980. 

(FR Doc. 80-20619 Filed 7-&-80: 8:45 am) 

BILUNG CODE 4310-55-M 


Geological Survey 

Oil and Gas and Sulphur Operations in 
the Outer Continental Shelf; Receipt of 
a Proposed Development and 
Production Plan. 

AGENCY: U.S. Geological Survey. 
Department of the Interior. 
action: Notice of the Receipt of a 
Proposed Development and Production 
Plan. 

summary: Notice is hereby given that 
Union Oil Company of California has 
submitted a Development and 
Production Plan describing the activities 


it proposes to conduct on Leases OCS-G 
2645 and OCS-G 2646, Blocks 158 and 
159, East Breaks Area, offshore Texas. 

The purpose of this Notice is to inform 
the public, pursuant to Section 25 of the 
OCS Lands Act Amendments of 1978, 
that the Geological Survey is 
considering approval of the Plan and 
that it is available for public review at 
the offices of the Conservation Manager, 
Gulf of Mexico OCS Region. U.S. 
Geological Survey, 3301 North 
Causeway Blvd., Room 147, Metairie, 
Louisiana 70002. 

FOR FURTHER INFORMATION CONTACT. 

U.S. Geological Survey, Public Records, 
Room 147, open weekdays 9 a.m. to 3:30 
p.m„ 3301 North Causeway Blvd., 
Metairie, Louisiana 70002, Phone 837- 
4720, Ext. 226. 

SUPPLEMENTARY INFORMATION: Revised 
rules governing practices and 
procedures under which the U.S. 
Geological Survey makes information 
contained in Development and 
Production Plans available to affected 
States, executives of affected local 
governments, and other interested 
parties became effective December 13, 
1979, (44 FR 53685). Those practices and 
procedures are set out in a revised 
§ 250.34 of Tide 30 of the Code of 
Federal Regulations. 

Dated: July 3,1980. 

Lowell G. Hammons, 

Conservation Manager, Gulf of Mexico OCS 
Region. 

(FR Doc. 80-20545 Filed 7-0-80: 8:45 am] 

BILLING CODE 4310-31-M 


Oil and Gas Sulphur Operations in the 
Outer Continental Shelf; Receipt of 
Proposed Development and 
Production Plan 

agency: U.S. Geological Survey, 
Department of the Interior. 
action: Notice of Receipt of a Proposed 
Development and Production Plan. 

summary: Notice is hereby given that 
Shell Oil Company has submitted a 
Development and Production Plan 
describing the activities it proposes to 
conduct on Lease OCS-G 3119, Block 21, 
Vermillion Area, offshore Louisana. 

The purpose of this Notice is to inform 
the public, pursuant to Section 25 of the 
OCS Lands Act Amendments of 1978, 
that the Geological Survey is 
considering approval of the Plan and 
that it is available for public review at 
the offices of the Conservation Manager, 
Gulf of Mexico OCS Region, U.S. 
Geological Survey, 3301 North 
Causeway Blvd., Room 147, Metairie, 
Louisiana 70002. 


FOR FURTHER INFORMATION CONTACT: 

U.S. Geological Survey, Public Records, 
Room 147, open weekdays 9 a.m. to 3:30 
p.m., 3301 North Causeway Blvd., 
Metairie, Louisiana 70002, Phone 837- 
4720. Ext. 226. 

SUPPLEMENTARY information: Revised 
rules governing practices and 
procedures under which the U.S. 
Geological Survey makes information 
contained in Development and 
Production Plans available to affected 
States, executives of affected local 
governments, and other interested 
parties became effective December 13. 
1979, (44 FR 53685). Those practices and 
procedures are set out in a revised 
§ 250.34 of Title 30 of the Code of 
Federal Regulations. 

Dated: July 3.1980. 

Lowell G. Hammons, 

Conservation Manager, Gulf of Mexico OCS 
Region. 

(FR Doc. 80-20548 Filed 7-0-80; 8.45 am] 

BILLING CODE 4310-31-M 


INTERSTATE COMMERCE 
COMMISSION 

Long-and-Short-Haul Applications for 
Relief (Formerly Fourth Section 
Applications) 

July 3.1980. 

These applications for long-and-short- 
haul relief have been filed with the 
I.C.C. 

Protests are due at the I.C.C. within 15 
days from the date of publication of this 
notice. 

No. 43836, Consolidated Rail 
Corporation, No. CR-G-80, new, reduced 
rates on furniture, toys, athletic goods, 
etc., via ConRail direct routes from 
origins in Connecticut, Delaware, 
Maryland, Massachusetts, New Jersey, 
New York, Pennsylvania. Rhode Island 
and Virginia, to destinations in Illinois, 
Indiana, Kentucky. Michigan, Ohio and 
West Virginia while contemporaneously 
establishing a higher level of rates from 
and to all other stations on ConRail in 
the U.S. Rates are published in 
Consolidated Rail Corporation Tariff 
ICC CR 4409, to become effective August 
1,1980. Grounds for relief—Competition 
with motor carriers. 

No. 43837, Southwestern Freight 
Bureau, Agent, No. B-77, rates on heat 
transfer media, in tank carloads, from 
Houston, TX, to East St. Louis, IL and St, 
Louis, MO. Rates are published in 
Supplement 63 to its Tariff ICC SWFB 
4616, to become effective July 28,1980. 
Grounds for relief—rate relationship. 

No. 43838, Southwestern Freight 
Bureau, Agent, No. B-78, rates on 
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acrylates, in tank carloads, from 
Baytown and Houston, TX, to Brostol 
and Croydon, PA. Rates are published in 
Supplement 64 to its Tariff ICC SWFB 
4616, to become effective August 1,1980, 
Grounds for relief—rate relationship 
and market competition. 

By the Commission. 

Agatha L. Mergenovich, 

Secretary. 

[PR Doc. 80-20592 Piled 7-0-80; &45 am) 

BILLING CODE 7036-01-11 


Repubtications of Grants of Operating 
Rights Authority Prior to Certification 

The following grants of operating 
rights authorities are republished by 
order of the Commission to indicate a 
broadened grant of authority over that 
previously noticed in the Federal 
Register. 

An original and one copy of a petition 
for leave to intervene in the proceeding 
must be filed with the Commission 
within 30 days after the date of this 
Federal Register notice. Such pleading 
shall comply with Special Rule 247(e) of 
the Commission's Generol Rules of 
Practice (49 CFR 1100.247) addressing 
specifically the issue(s) indicated as the 
purpose for republication, and including 
copies of intervenor's conflicting 
authorities and a concise statement of 
intervenor's interest in the proceeding 
setting forth in detail the precise manner 
in which it has been prejudiced by lack 
of notice of the authority granted. A 
copy of the pleading shall be served 
concurrently upon the carrier's 
representative, or carrier if no 
representative is named. 

MC 111375 (Sub-85F) (Republication) 
filed March 7,1977, published in the 
Federal Register issue of May 5,1977 
and republished this issue. Applicant: 
PIRKLE REFRIGERATED FREIGHT 
LINES. INC., P.O. Box 3358, Madison, 

WI 53704. Representative: Charles E. 

Dye (same address as applicant). A 
Decision of the Commission. Division 1, 
Acting as an Appellate Division, 
decided March 8,1979, served March 20, 
1979, finds that the present and future 
public convenience and necessity 
require operations by applicant in 
interstate or foreign commerce, as a 
common carrier by motor vehicle, over 
irregular routes, transporting (A)(1) 
foodstuffs , (2) pharmaceutical materials, 
supplies, and products. (3) chemicals, (4) 
alcoholic beverages. (5) tobacco 
products. (6) pet foods, and (7) such 
commodities as are dealt in by 
distribution or consolidation 
warehouses for the commodities 
described in (1) through (6). when 
moving in the same vehicle at the same 


time as the commodities described in 
(1), (2). (3). (4), (5). or (6). (except 
commodities in bulk), in (1) through (7), 
in vehicles equipped with mechanical 
refrigeration, (a) from Denver, CO, to 
points in the United States in and west 
of MN, IA, MO. AR, and LA (except AK 
and HI), restricted to traffic originating 
at (or moving from storage-in-transit at) 
Denver, CO, or the facilities of Nobel, 
Inc., at Albuquerque, NM, provided that 
parts (a) and (b) may be tacked in 
connection with shipments which 
originate at or are destined to the 
facilities of Nobel, Inc., at Albuquerque, 
NM; and (B) foodstuffs, except in bulk, 
between the facilities of Packers' Cold 
Storage, at Laramie, WY, on the one 
hand, and. on the other, points in the 
United States in and west of MN, LA, 
MO, AR, and LA (except AK and HI), 
restricted to traffic originating at and 
destined to points in the United States in 
and west of MN, IA. MO, AR, and LA 
(except AK and HI); that applicant is fit, 
willing and able properly to perform 
such service and to conform to the 
requirements of Subtitle IV of Title 49. 
United States Code (formerly the 
Interstate Commerce Act), and the 
Commission's rules and regulations. The 
purpose of this republication is to reflect 
applicant’s actual grant of authority. 

By the Commission. 

Agatha L. Mergenovich, 

Secretary. 

(KR Doc. 80-20589 Piled 7-0-80; 845 am) 

BILLING CODE 7035-01-*! 


Tongue River Railroad Line 
Construction 

agency: Interstate Commerce 
Commission, Office of Policy and 
Analysis, Energy and Environment 
Branch. 

action: Notice of intent to prepare an 
environmental impact statement in the 
above-described proceeding._ 

summary: Notice is hereby given that, in 
accordance with the National 
Environmental Policy Act (NEPA) of 
1969, the Interstate Commerce 
Commission, acting as lead agency, 
intends to prepare an Environmental 
Impact Statement (EIS) dealing with the 
proposed construction of a rail line, for 
which Commission authorization is 
required. The purpose of the rail line is 
to transport coal from a proposed mine 
site along the Tongue River in Rosebud 
County, MT. The applicant, the Tongue 
River Railroad Corp.. is giving primary 
consideration to two potential rail 
routes, an 82-mile corridor between the 
proposed Montco mine (south of 
Ashland, MT) and Miles City, MT, and a 


45-mile corridor between the mine and 
Colstrip. MT. At either Miles City or 
Colstrip the line would connect with 
existing rail lines. A decision by the 
applicant on which is the preferred route 
is expected in early August. 

The EIS will identify and examine the 
potential environmental impacts of the 
rail line proposed by the applicant and 
of all feasible alternative rail routes and 
modes for transporting the coaL 

The Commission has taken steps to 
initiate the scoping process as defined in 
the current Council on Environmental 
Quality (CEQ) regulations. Pursuant to 
this, a scoping meeting will be held on 
August 7,1980 at 9:00 a.m. at the 
Auditorium/Classroom of the Miles 
Community College in Miles City, MT. 
All interested agencies, organizations, 
and private individuals are invited to 
attend this meeting, the purpose of 
which is to determine the scope of 
issues to be addressed in the EIS, to 
identify the significant environmental 
issues related to the proposed action, 
and to set forth the role of cooperating 
agencies in preparation of the EIS. 

Pursuant to the objective of 
identifying and defining the role of 
cooperating agencies in the subject 
NEPA process, as provided for by CEQ 
regulations, a meeting will be held on 
July 24.1980. at 9:00 a.m. at the 
Interstate Commerce Commission, Room 
6373,12th and Constitution Avenue 
NW., Washington, DC. The purpose of 
the meeting will be to solicit the views 
of potential cooperating agencies on 
their possible role in preparation of the 
EIS. 

Upon completion of the Draft EIS its 
availability will be announced in the 
Federal Register, at which time public 
comments will be invited. 

FOR FURTHER INFORMATION CONTACT: 
Ms. Carole Dawkins, Engergy and 
Environmental Branch, Room 5380, 
Interstate Commerce Commission, 12th 
and Constitution Avenue NW.. 
Washington, DC 20423, Telephone: (202) 
275-7658. 

Agatha L. Mergenovich, 

Secretary. 

[PR Doc. 80-20590 Piled 7-8-BU; 8:45 am] 

BILUNG CODE 7035-01-M 


Office of Proceedings; Permanent 
Authority Decisions, Decision-Notice 

The following applications, filed on or 
after March 1,1979, are governed by 
Special Rule 247 of the Commission's 
Rules of Practice (49 CFR 1100.247). 
These niles provide, among other things, 
that a petition for intervention, either in 
support of or in opposition to the 
granting of an application, must be filed 
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with the Commission within 30 days 
after the date notice of the application is 
published in the Federal Register. 
Protests (such as were allowed to filings 
prior to March 1,1979) will be rejected, 
A petition for intervention without leave 
must comply with Rule 247(k) which 
requires petitioner to demonstrate that it 

(1) holds operating authority permitting 
performance of any of the service which 
the applicant seeks authority to perform, 

(2) has the necessary equipment and 
facilities for performing that service, and 

(3) has performed service within the 
scope of the application either (a) for 
those supporting the application, or, (b) 
where the service is not limited to the 
facilities of particular shippers, from and 
to, or between, any of the involved 
points. 

Persons unable to intervene under 
Rule 247(k) may file a petition for leave 
to intervene under Rule 247(1) setting 
forth the specific grounds upon which it 
is made, including a detailed statement 
of petitioner’s interest, the particular 
facts, matters, and things relied upon, 
including the extent, if any, to which 
petitioner (a) has solicited the traffic or 
business of those supporting the 
application, or (b) where the identity of 
those supporting the application is not 
included in the published application 
notice, has solicited traffic or business 
identical to any part of that sought by 
applicant within the affected 
marketplace. The Commission will also 
consider (a) the nature and extent of the 
property, financial, or other interest of 
the petitioner, (b) the effect of the 
decision which may be rendered upon 
petitioner’s interest, (c) the availability 
of other means by which the petitioner’s 
interest might be protected, (d) the 
extent to which petitioner’s interest will 
be represented by other parties, (e) the 
extent to which petitioner’s participation 
may reasonably be expected to assist in 
the development of a sound record, and 
(f) the extent to which participation by 
the petitioner would broaden the issues 
or delay the proceeding. 

Petitions not in reasonable 
compliance with the requirements of the 
rule may be rejected. An original and 
one copy of the petition to intervene 
shall be filed with the Commission 
indicating the specific rule under which 
the petition to intervene is being filed, 
and a copy shall be served concurrently 
upon applicant’s representative, or upon 
applicant if no representative is named. 

Section 247(f) provides in part, that an 
applicant which does not intend to 
timely prosecute its application shall 
promptly request that it be dismissed, 
and that failure to prosecute an 


application under the procedures of the 
Commission will result in its dismissal. 

If an applicant has introduced rates as 
an issue it is noted. Upon request, and 
applicant must provide a copy of the 
tentative rate schedule to any 
protestant. 

Further processing steps will be 
Commission notice, decision, or letter 
which will be served on each party of 
record. Broadening amendments will not 
be accepted after the date of this 
publication . 

Any authority granted may reflect 
administrative acceptable restrictive 
amendments to the service proposed 
below. Some of the applications may 
have been modified to conform to the 
Commission’s policy of simplifying 
grants of operating authority. 

Findings 

With the exception of those 
applications involving duly noted 
problems (e.gs., unresolved common 
control, unresolved fitness questions, 
and jurisdictional problems) we find, 
preliminarily, that each common carrier 
applicant has demonstrated that its 
proposed service is required by the 
present and future public convenience 
and necessity, and that each contract 
carrier applicant qualifies as a contract 
carrier and its proposed contract carrier 
service will be consistent with the 
public interest and the transportation 
policy of 49 U.S.C. 10101. Each applicant 
is fit, willing, and able properly to 
perform the service proposed and to 
conform to the requirements of Title 49, 
Subtitle IV, United States Code, and the 
Commission's regulation. Except where 
specifically noted, this decision is 
neither a major Federal action 
significantly affecting the quality of the 
human environment nor a major 
regulatory action under the Energy 
Policy and Conservation Act of 1975. 

In those proceedings containing a 
statement or note that dual operations 
are or may be involved we find, 
preliminarily and in the absence of the 
issue being raised by a petitioner, that 
the proposed dual operations are 
consistent with the public interest and 
the transportation policy of 49 U.S.C. 
10101 subject to the right of the 
Commission, which is expressly 
reserved, the impose such terms, 
conditions or limitations as it finds 
necessary to insure that applicant's 
operations shall conform to the 
provisions of 49 U.S.C. 10930(a) 

(formerly section 210 of the Interstate 
Commerce Act). 

In the absence of legally sufficient 
petitions for intervention, filed on or 
before August 11,1980 (or, if the 
application later becomes unopposed), 


appropriate authority will be isued to 
each applicant (except those with duly 
noted problems) upon compliance with 
certain requirements which will be set 
forth in a notification of effectiveness of 
the decision-notice. To the extent that 
the authority sought below may 
duplicate an applicant’s other authority, 
such duplication shall be construed as 
conferring only a single operating right. 

Applicants must comply with all 
specific conditions set forth in the 
following decision-notices on or before 
August 11,1980, or the application shall 
stand denied. 

Note.—All applications are for authority to 
operate as a common carrier, by motor 
vehicle, in interstate or foreign commerce, 
over irregular routes, except as otherwise 
noted. 

Volume No. 189 

Decided: May 16.1980. 

By the Commission, Review Board Number 
2, Members Chandler. Eaton and Liberman. 

MC 5227 (Sub-61F), filed February 4, 
1980, and previously noticed in the 
Federal Register issue of April 15.1980. 
Applicant: ECKLEY TRUCKING. INC.. 
P.O. Box 201, Mead, NE 68041. 
Representative: A. J. Swanson, P.O. Box 
1103, 226 N. Phillips Ave., Sioux Falls, 

SD 57101. Transporting construction 
materials , from Wilmington and 
Chicago, IL to points in IA, MO. KS, NE, 
CO, and MN. (Hearing site: Tampa, FL, 
or Lincoln. NE.) 

Note.—This republication is to correctly 
reflect the territorial description in this 
proceeding. 

MC 10436 (Sub-3F), filed March 27. 
1980. Applicant: NORTH 
MANCHESTER TRUCKING CO., INC., 
P.O. Box 268, North Manchester, IN 
46962. Representative: Aiki E. Scopelitis, 
1301 Merchants Plaza, Indianapolis, IN 
46204. Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment): (1) between junction U.S. 
Hwy 24 and Hwy 13, and junction IN 
Hwys 14 and 13. from junction U.S. Hwy 
24 and IN Hwy 13 over U.S. Hwy 24 to 
junction U.S. Hwy 31, then over U.S. 

Hwy 31 to junction IN Hwy 14, then over 
IN Hwy 14 to junction IN Hwy 13, and 
return over the same route, serving all 
intermediate points, and the off-route 
points of Chili, Deedsville, Denver, 
Gilead, Macy and Mexico. IN; and (2) 
between junction IN Hwy 14 and IN 
Hwy 114, and junction IN Hwy 114 and 
IN Hwy 13, over IN Hwy 114 serving all 
intermediate points. (Hearing site: 
Indianapolis, IN, or Chicago. IL) 
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MC 11207 (Sub-540F). filed March 26, 
1980. Applicant: DEATON, INC., 317 
Avenue W. P.O. Box 938, Birmingham. 

AL 35201. Representative: Kim D. Mann, 
Suite 1010, 7101 Wisconsin Ave., 
Washington. DC 20014. Transporting 
iron and steel articles, between Counce, 
TN, on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Memphis, TN or 
Washington, DC.) 

MC 11207 (Sub-54lF), filed April 9. 
1980. Applicant: DEATON, INC., 317 
Ave. W. P.O, Box 938, Birmingham, AL 
35201. Representative: Kim D. Mann, 
Suite 1010, 7101 Wisconsin Ave., 
Washington, DC 20014. Transporting 
iron and steel articles, from the facilities 
of Nucor Corporation, at or near Jewett, 
TX, to points in the U.S. (except AK, AL, 
FL. GA, HI, LA, MS. NC. SC. TN, and 
TX). (Hearing site: Dallas, TX, or 
Washington, DC.) 

MC 1120T (Sub-545F), filed April 7. 
1980. Applicant: DEATON, INC.. 317 
Ave. W, P.O. Box 938, Birmingham, AL 
35201. Representative: Kim D. Mann, 
Suite 1010, 7101 Wisconsin Ave., 
Washington, DC 20423. Transporting 
lumber and lumber products, from the 
facilities of Woodkraft Wood Products. 
Div. of Georgia Kraft Co., at or near 
Madison and Greenville, GA, to those 
’ points in the U.S. in and east of ND, SD, 
NE. KS, OK. and TX. (Hearing site: 
Atlanta, GA, or Washington, DC.) 

MC 21866 (Sub-155F), filed April 4, 
1980. Applicant: WEST MOTOR 
FREIGHT, INC., 740 S. Reading Ave., 
Boyertown, PA 19512. Representative: 
Alan Kahn, 1430 Land Title Bldg., 
Philadelphia. PA 19110. Transporting (1) 
cement, brick, asphalt coatings, steel 
and plastic tanks, and potting 
compounds, (except commodities in 
bulk), and (2) materials and supplies 
used in the manufacture and distribution 
of commodities in (1) above (except 
commodities in bulk), between 
Metztown (Berks County), PA, on the 
one hand, and, on the other, points in 
the United States (except AK, HI and 
PA), restricted to the transportation of 
traffic originating at or destined to the 
facilities of Atlas Minerals & Chemicals, 
Inc. (Hearing site: Philadelphia, PA or 
Washington, DC.) 

MC 30837 (Sub-498F), filed April 4, 
1980. Applicant: KENOSHA AUTO 
TRANSPORT CORPORATION, 4314 
39th Ave., Kenosha, WI53142. 
Representative: Paul F. Sullivan. 711 
Washington Bldg., Washington. DC 
20005. Transporting farm and industrial 
machinery, from the facilities used by 
International Harvester Company, at 
Kenosha. WI, to points in KY, MI, ND. 
OH, PA, SD, and WV, restricted to 


traffic having a prior or subsequent 
movement by water. (Hearing site: 
Chicago, IL.) 

MC 42146 (Sub-28F), filed April 7, 

1980. Applicant: A. G. BOONE 
COMPANY, a corporation, P.O. Box 
668126,1812 W. Morehead St., Charlotte, 
NC 28266. Representative: Floyd C. 
Hartsell (same address as applicant). 
Contract carrier, transporting such 
commodities as are dealt in or used by 
grocery and food business houses 
between points in Mecklenburg County, 
NC and Washington County, TN, on the 
one hand, and, on the other, points in 
AL. AR. GA, IL. IN. IA. KS. KY, LA, MI, 
MS, MO, OH. OK, PA. and TX, under 
continuing contract(s) with Rainbo 
Baking Company of Charlotte, NC. 
(Hearing site: Charlotte, NC, or Atlanta, 
GA.) 

MC 51146 (Sub-838F), filed April 7. 
1980. Applicant: SCHNEIDER 
TRANSPORT, INC., P.O. Box 2298, 

Green Bay, WI 54306. Representative: 
Matthew J. Reid, Jr. (same address as 
applicant). Transporting (1 ) fiberglass 
materials and fiberglass products, (2) 
fibrous mineral wool products, (3) 
plastic materials and plastic products, 
and (4) materials, equipment and 
supplies used in the manufacture and 
installation of commodities in (1), (2), 
and (3). between Newark and Columbus, 
OH, on the one hand, and, on the other, 
those points in the U.S. in and east of 
ND, SD. NE. KS. OK, and TX, restricted 
against commodities in bulk. (Hearing 
site: Chicago, IL.) 

MC 59206 (Sub-32F), filed April 7, 

1980. Applicant: HOLLAND MOTOR 
EXPRESS, INC., 750 East 40th St, 
Holland, MI 49423. Representative: 
Kenneth De Vries (same address as 
applicant). Over regular routes, 
transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), (1) between 
Davenport and Clinton, IA, over U.S. 
Hwy 67, serving all intermediate points, 
(2) between Rock Island, IL and Clinton, 
IA, serving all intermediate points, from 
Rock Island over Interstate Hwy 80 to 
junction IL Hwy 84 then over IL Hwy 84 
to junction IL Hwy 136, then over IL 
Hwy 136 to Clinton, and return over the 
same route, (3) between Davenport and 
Clinton, IA, serving no intermediate 
points, from Davenport over U.S. Hwy 
61 to junction IA Hwy 291, then over IA 
Hwy 291. and return over the same 
route, and (4) between Clinton. IA and 
junction U.S. Hwy 30 and IL Hwy 2, over 
U.S. Hwy 30. serving no intermediate 
points, and serving junction U.S. Hwy 30 


and IL Hwy 2 for purpose of joinder 
only. (Hearing site: Chicago, IL, or Des 
Moines, IA.) 

MC 60727 (Sub-2F), filed February 14, 
1980. Applicant: CAREFUL 
ENTERPRISES, LTD., JULKA MOVING 
& STORAGE DIV., 221 Lewis St.. Fond 
du Lac, WI 54935. Representative: 
Richard Monroe, 5110 Jackson Dr., 
Oshkosh, WI 54901. Transporting 
household goods, between points in 
Green Lake. Waushara, Winnebago, 
Outagamie. Calumet, Manitowoc. 
Sheboygan. Ozaukee, Washington, 
Dodge. Columbia, and Fond du Lac. 
Counties, WI. and points in MN, IA, IL, 
IN, and MI. (Hearing site: Fond du Lac 
or Oshkosh, WI.) 

MC 61396 (Sub-383F), filed April 7, 
1980. Applicant: HERMAN BROS., INC., 
2565 St. Mary’s Ave., Omaha, NE 68105. 
Representative: Scott E. Daniel, 800 
Nebaska Savings Bldg., Omaha, NE 
68102. Transporting compressed gases 
(except butane, propane, anhydrous 
ammonia, and sulfur dioxide), from the 
facilities of Airco Industrial Gases, at or 
near Joliet, IL, to points in AR, IN. IA, 
KS, KY. Ml, MN. MO. NE. ND, OH, OK, 
PA, SD, TN. WV, and WI. Condition: 
Any certificate to be issued in this 
proceeding shall be limited in term to a 
period expiring 5 years from its date of 
issue. (Hearing site: Chicago. LL or 
Omaha, NE.) 

Note.—Dual operations may be involved. 

MC 63417 (Sub-275F), filed April 7. 
1980. Applicant: BLUE RIDGE 
TRANSFER CO.. INC., P.O. Box 13447, 
Roanoke, VA 24034. Representative: 
William E. Bain (same address as 
applicant). Transporting such 
commodities as are dealt in or used by 
manufacturers of electrical products, 
(except commodities in bulk), between 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities of the General 
Electric Company. (Hearing site: 
Washington, DC.) 

MC 64806 (Sub-14F), filed April 3. 
1980. Applicant: R. P. THOMAS 
TRUCKING COMPANY, INC., 807 W. 
Fayette St.. Martinsville, VA 24112. 
Representative: Terrell C. Clark, P.O. 
Box 25, Stanleytowm. VA 24168. 
Transporting new furniture, (1) from 
High Point, Lexington, and Robbinsville, 
NC, to Hart, CT, (2) from points in NC, 
to points in MI, (3) from Altavista, 
Kenbridge, Richmond, Roanoke, and 
Rocky Mount, VA, to points in CT, MA, 
ME. NH. RI. and VT, (4) from Galax. 
South Boston, and Waynesboro, VA, to 
points in CT, DE, MA, MD. ME. MI, NH, 
NJ. NY. PA, RI, and VT, and (5) from 
Elkin and West End, NC, to points in 
CT. DE. MA. MD, ME. NH. NJ, NY, PA. 
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Rlt and VT. (Hearing site: Roanoke. VA, 
or Washington, DC.) 

MC 69116 (Sub-264F), filed March 26, 
1980. Applicant: SPECTOR 
INDUSTRIES, INC., d.b.a. SPECTOR 
FREIGHT SYSTEM, 1050 Kingery Hwy, 
Bensenville, IL 60106. Representative: 
Edward G. Bazelon, 39 South LaSalle SL 
Chicago, IL 60603. Over regular routes, 
transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), serving Illiopolis, IL, 
as an off-route point in connection with 
carrier’s otherwise authorized regular- 
route operations. (Hearing site: Chicago, 
IL) 

Note.—Applicant proposes to tack the 
requested authority with its existing 
authority. 

MC 93417 (Sub-16F), filed January 22, 
1980. Applicant: DELTA TRANSPORT 
CORPORATION, 844 Union SL, West 
Springfield, MA 01089. Representative: 
James M. Bums, 1383 Main SL, Suite 413, 
Springfield, MA 01103. Transporting 
such commodities as are dealt in or 
used by manufacturers of glass and 
glass products, between the facilities of 
Anchor Hocking Corporation and its 
subsidiaries located in IL OH, PA. WV. 
MN, TX, CA. NJ. MD, and FL on the one 
hand, and, on the other, points in the 

U. S. (except AK and HI). (Hearing site: 
Washington, DC.) 

MC 98327 (Sub-42F), filed April 7. 

1980. Applicant SYSTEM 99. a 
corporation, 8201 Edgewater Dr., 
Oakland, CA 94621. Representative: Ray 

V. Mitchell (same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), serving the facilities 
of Peterbilt Motors Company, at Denton, 
TX, as an off-route point in connection 
with carrier’s otherwise authorized 
regular-route operations. (Hearing site: 
Dallas, TX, or Albuquerque. NM.) 

MC 100666 (Sub-529F), filed March 17. 
1980. Applicant MELTON TRUCK 
LINES, ING, P.O. Box 7666, Shreveport 
LA 71107. Representative: Wilburn L. 
Williamson, Suite 615-East, The Oil 
Center, 2601 Northwest Expressway, 
Oklahoma City. OK 73112. Transporting 
clay tile and roofing products, from the 
facilities of National Tile Industries Inc., 
in Pottawatomie County, OK, to points 
in the U.S. (except AK and HI). (Hearing 
site: Oklahoma City, OK.) 

MC 100666 (Sub-530F), filed April 2, 
1980. Applicant: MELTON TRUCK 
LINES, INC., P.O. Box 7666, Shreveport, 


LA 71107. Representative: Wilburn L 
Williamson, Suite 615-East, 2601 
Northwest Expressway, Oklahoma City, 
OK 73112. Transporting metal articles, 
from points in Greene County, MO. to 
points in AR, IL IN. IA. KY. KS, LA, MN, 
MS. MO, NE, ND, OK, SD, TN. TX, and 
WI. (Hearing site: Kansas City, MO.) 

MC 102616 (Sub-1030F). filed April 7, 
1980. Applicant: COASTAL TANK 
LINES, INC., 250 No. Cleveland- 
Massillon Rd., Akron, OH 44313. 
Representative: David F. McAllister 
(same address as applicant). 
Transporting commodities in bulk, 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of Ralston 
Purina Company. (Hearing site: St. 

Louis, MO, or Chicago, IL.) 

MC 107066 (Sub-7F), filed March 19. 
1980. Applicant: THOMAS KAPPEL 
INC., P.O. Box 1408, Springfield, OH 
45501. Representative: John L. Alden, 
1396 West Fifth Ave., P.O. Box 12241, 
Columbus, OH 43212. Contract carrier, 
Transporting such commodities as are 
dealt in or used by agricultural 
equipment, industrial equipment, and 
motor vehicle manufacturers or dealers, 
(except commodities in bulk), between 
the facilities of International Harvester 
Company, at Canton, Chicago, East 
Moline, Libertyville, Melrose Park, and 
Rock Island, IL Fort Wayne and 
Indianapolis, IN, Louisville, KY, 
Springfield, OH. Memphis, TN, and 
Waukesha, WI, on the one hand, and, on 
the other, points in IL IN, KY, MD, MI, 
MO. NY. PA, OH. TN. WI. and WV, 
under continuing contract(s) with 
International Harvester Company, of 
Chicago, IL (Hearing site: Columbus, 

OH, or Washington, DC.) 

Note.—Dual operations may be involved. 

MC 109847 (Sub-31 F), filed March 14, 
1980. Applicant: BOSS-UNCO LINES, 
INC., 3909 Genesee St., Cheektowaga, 

NY 14225. Representative: Harold G. 
Hernly, Jr., 110 S. Columbus St., 
Alexandria, VA 22314. Transporting 
printed matter from Scranton, PA, to 
points in VA. MD. DE, NJ. NY, CT. RI, 
MA. NH, PA, OH, WV. and DC. 

(Hearing site: Philadelphia, PA, or 
Washington, DC.) 

MC 112617 (Sub-473F), filed April 3, 
1980. Applicant: UQUID 
TRANSPORTERS, ING, 1292 Fern 
Valley Rd., P.O. Box 21395, Louisville, 

KY 40221. Representative: Larry W. 
Thompson (same address as applicant). 
Transporting liquid chemicals, in bulk, 
in tank vehicles, between the facilities 
of Rohm and Haas Company, at or near 
Knoxville, TN, on the one hand, and, on 
the other, points in the U.S. (except AK 


and HI). (Hearing site: Louisville, KY. or 
Washington, DG) 

MC 114457 (Sub-559F). filed February 
4,1980, previously noticed in the Federal 
Register, issue of April 15,1980, and 
republished this issue. Applicant DART 
TRANSIT COMPANY, a corporation, 
2102 University Ave., St. Paul, MN 5514. 
Representative: James H. Willis (same 
address as applicant). Transporting (1) 
dental ’ hospital, hygenic, medical, and 
surgical supplies, and (2) materials, 
equipment, and supplies used in the 
application and maintenance of the 
commodities in (1) above, (except 
commodities in bulk), from Argonne, IL 
to points in MN, and Columbus, OH. 
(Hearing site: Chicago, IL or St. Paul. 
MN.) 

Note.—The purpose of this republication is 
to correctly state the territorial description. 

MC 115826 (Sub-584F), filed April 1, 
1980. Applicant: W. J. DIGBY, INC., 6015 
East 58th Ave., Commerce City, CO 
80022. Representative: Howard Gore 
(same address as applicant). 
Transporting (1) cleaning and washing 
compounds, wax, textile softeners , fire¬ 
proofing compounds, fatty acids, and 
chemicals (except commodities in bulk), 
and (2) materials and supplies used in 
the manufacture and distribution of the 
commodities in (1) above, (except 
commodities in bulk), between the 
facilities of Emery Industries. Inc., at (a) 
Santa Fe Springs and Los Angeles. CA, 
(b) Cincinnati, OH, (c) Lock Haven, PA, 
(d) Mauldin, SC, and (e) Linden, NJ, on 
the one hand, and, on the other, points 
in the U.S. (except AK and HI). (Hearing 
site: Denver, CO.) 

MC 117786 (Sub-103F), filed March 27, 
1980. Applicant: RILEY WHITTLE, INC., 
P.O. Box 19038, Phoenix, AZ 85009. 
Representative: Thomas F. Kilroy, Suite 
406, Executive Bldg., 6901 Old Keene 
Mill Rd., Springfield, VA 22150. 
Transporting paper and paper products, 
from points in WI, PA. and TX, to 
Dayton, OH. (Hearing site: Cincinnati, 
OH.) 

MC 118696 (Sub-29F), filed March 24, 
1980. Applicant: FERREE FURNITURE 
EXPRESS, ING, 252 Wildwood Rd., 
Hammond, IN 46234. Representative: 

John F. Wickes, Jr., 1301 Merchants 
Plaza, Indianapolis, IN 46204. 
Transporting flexible urethane foam , 
from the facilities of Tenneco 
Chemicals, Inc., at (a) Carlstadt, East 
Rutherford, and Rockaway, NJ. (b) 
Hazelton, PA, and (c) Bridgeview, IL, to 
points in IL IN, KY, MI, OH, WI, and 
MN. (Hearing site: Indianapolis, IN, or 
Chicago. IL.) 

MC 118806 (Sub-73F), filed April 8, 

1980. Applicant: ARNOLD BROS. 
TRANSPORT, LTD., 851 Lagimodiere 
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Blvd., Suite 200, Winnepeg. Manitoba 
R2J 3K4. Representative: Bernard J. 
Kompare, 10 S. LaSalle St., Suite 1600. 
Chicago. IL 60603. Transporting such 
commodities as are dealt in or used by 
agricultural equipment, industrial 
equipment, apd lawn care and leisure 
product manufacturers and dealers 
(except commodities in bulk), (1) from 
points in the U.S. (except AK and HI), to 
the ports of entry on the international 
boundary line between the U.S. and 
Canada, at points in MI and NY. and (2) 
from the ports of entry on the 
international boundary line between the 
U.S. and Canada, at points in MI, and 
NY, to points in the U.S. (except AK and 
HI), restricted to traffic destined to the 
facilities of International harvester 
Company or its dealers. (Hearing site: 
Chicago, IL) 

MC 119656 (Sub-74F), filed April 7, 
1980. Applicant: NORTH EXPRESS, 

INC., 219 Main St., Winamac, IN 46996. 
Representative: Donald W. Smith. P.O. 
Box 40248. Indianapolis, IN 46240. 
Transporting building materials , and 
materials equipment and supplies used 
in the manufacture and distribution of 
building materials, (1) between Joliet, IL, 
on the one hand, and, on the other, 
points in IN. and OH, and (2) between 
Mt. Vernon, IN, on the one hand, and, on 
the other, points in IL MI. and WI. 
(Hearing site: Indianapolis, IN, or 
Chicago, IL.) 

MC 120118 (Sub-6F), filed March 24, 
1980. Applicant: J. W. HUMBERT, INC., 
Kansas St., Green Springs, OH 44836. 
Representative: Keith D. Warner, 420 
Security Bldg., Toledo, OH 43604. 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), (1) between 
Bellevue, Bucyrus, Cleveland, Clyde, 
Crestline, Genoa, Gibsonburg, Green 
Springs, Woodville, Youngstown, and 
points in Marion County, OH, on the one 
hand, and, on the other, points in OH, 
and (2) between the facilities of (a) 

Basic Incorporated, at Maplegrove, OH, 
(b) Rural-Serve, Inc., at Fremont, OH. (c) 
SCM Corporation, at points in Erie 
County, OH, and (d) The Johnson 
Corporation, at Columbus, OH, on the 
one hand, and, on the other, points in 
OH. (Hearing site: Columbus or 
Cleveland, OH.) 

Note.—The purpose of this application is to 
convert applicant’s Certificate of Registration 
in MC 120116 (Sub-3), issued June 10,1965 
and MC 120116 (Sub-4), issued February 26. 
1969 to a certificate of public convenience 
and necessity. Issuance of a certificate here 
will be conditioned upon coincidental 


cancellation of those two certificates at 
applicant’s written requests. 

MC 123407 (Sub-836F). filed April 1, 
1980. Applicant: SAWYER 
TRANSPORT. INC., Sawyer Center, Rt. 

1. Chesterton. IN 46304. Representative: 
H. E. Miller. Jr. (same address as 
applicant). Transporting iron and steel 
articles , between Charlotte, NC, on the 
one hand, and. on the other, points in 
the U.S. (except AK and HI). (Hearing 
site: Washington. DC.) 

MC 124247 (Sub-20F). filed March 24, 
1980. Applicant: DAN LODESKY 
TRUCKING. INC., P.O. Box 236, Gurnee. 
IL 60031. Representative: Edward G. 
Bazelon. 39 S. La Salle St., Chicago, IL 
60603. Transporting (1) contraction 
materials, cement products, asbestos 
products, and insulating materials, from 
the facilities of Johns-Manville Sales 
Corporation at Waukegan, IL, to points 
in Dodge County. WI, and (2) equipment, 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (1) above, from points in 
Kenosha, Racine, Milwaukee, Osaukee, 
Washington, Waukesha, Walworth, 
Jefferson. Rock, Green, Dane, Columbia, 
Sauk, Richland, Crawford, Iowa, Grant 
Lafayette and Dodge Counties, WI, to 
the facilities of Johns-Manville Sales 
Corporation at Waukegan, IL. (Hearing 
site: Chicago, IL.) 

MC 124306 (Sub-8lF), filed March 11, 
1980. Applicant: KENAN TRANSPORT 
COMPANY. INCORPORATED, P.O. Box 
2729, Chapel Hill, NC 27514. 
Representative: Richard A. Mehley, 1000 
16th St.. NW., Washington, DC 20036. 
Transporting citric acid, chelating 
compounds, sodium citrate, gluconic 
acid, and sorbitol, from points in 
Brunswick County. NC, to points in IL, 
IN, KS, MO. NC, and OH. (Hearing site: 
New York, NY, or Washington, DC.) 

MC 124887 (Sub-115F), filed March 27, 
1980. Applicant: SHELTON TRUCKING 
SERVICE, INC., Route 1, Box 230, Altha, 
FL 32421. Representative: Sol H. Proctor, 
1101 Blackstone Bldg., Jacksonville, FL 
32202. Transporting (1) steel roofing, 
steel siding, and components for metal 
and farm buildings, and (2) materials, 
equipment, and supplies used in the 
manufactue distribution of the 
commodities in (1) above, between 
Bossier City, LA, Clinton, IL and 
Peachtree City, GA. on the one hand, 
and, on the other, points in AL AR, FL. 
GA, IA. IL, IN, LA, KS. KY. MI. MN. MO. 
MS. NC. NE. OH. OK, PA, SC, TN, VA, 
WI, TX, and WV. (Hearing site: 
Jacksonville, or Tallahassee, FL.) 

MC 126276 (Sub-217F), filed March 13, 
1980. Applicant: FAST MOTOR 
SERVICE, INC., 9100 Plainfield Rd., 
Brookfield, IL 60513. Representative: 


William J. Boyd. 2021 Midwest Rd., Oak 
Brook, IL 60521. Transporting Contract 
carrier, transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of W. W. 
Grainger, Inc., under continuing 
contract(s) with W. W. Grainger, Inc. 
(Hearing site: Chicago, IL.) 

MC 127756 (Sub-2F), filed August 27, 
1979. Applicant: SERVICE TRANSPORT 
LINES. INC., P.O. Box 1232, 618 
Galveston St.. West Sacramento, CA 
95691. Representative: Donald H. Chase 
(same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, those requiring 
special equipment, automobiles, trucks, 
buses, clay pipe, clay pipe fittings, brick 
and flue lining, fire clay in sacks, 
concrete utility vaults, and burial 
vaults), (1) between points in 
Sacramento and Placer Counties, CA, 
and (2) between points in Sacramento 
and Placer Counties, CA, on the one 
hand, and. on the other, points within 15 
miles of Sacramento. CA. including 
Sacramento, points within 15 miles of 
Modesto. CA, including Modesto, and 
points in the San Francisco Bay area 
(includes San Francisco, San Jose, 
Richmond, and the unincorporated 
community of San Pablo, and those 
points within a boundary beginning at 
the San Francisco-San Mateo County 
boundary 1 mile west of U.S. Hwy 101, 
then south along an imaginary line 1 
mile west of and parallel to U.S. Hwy 
101 to the railroad right-of-way of the 
Southern Pacific Company at 
Arastradero Road, then southeast along 
the said right-of-way to Pollard Road, 
including industries served by the 
Southern Pacific Company spur line 
extending approximately 2 miles 
southwest from Simla to Permanente, 
then easterly along Pollard Road to 
West Parr Ave., then easterly along 
West Parr Ave. to Capri Dr., then south 
along Capri Dr. to East Parr Ave., then 
easterly along East Parr Ave. to the 
Southern Pacific Company railroad 
right-of-way, then south along said right- 
of-way to the Campbell-Los Gatos city 
limits, then east along such limits and 
prolongation thereof to the San Jose-Los 
Gatos Rd., then northeast along San 
Jose-Los Gatos Rd. to Foxworthy Ave., 
then east along Foxworthy Ave. to 
Almaden Rd., then south along Almaden 
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Rd. to Hillsdale Ave., then east along 
Hillsdale Ave. to U.S. Hwy 101, then 
northwest along U.S. Hwy 101 to Tully 
Rd., then northeast along Tully Rd. to 
White Rd., then northwest along Tully 
Rd. to White Rd., then northwest along 
White Rd. to McKee Rd., then southwest 
along McKee Rd. to Capitol Ave., then 
northwest on Capitol Ave. to CA Hwy 
17 (Oakland Rd.), then north on CA Hwy 
17 to Warm Springs, then north along 
unnumbered highway via Mission San 
Jose and Niles to Hayward, then north 
along Foothill Blvd. to Seminary Ave., 
then east along Seminary Ave. to 
Mountain Blvd., then north on Mountain 
Blvd., and Moraga Ave. to Estates Dr., 
then West on Estates Dr., Harbord Dr., 
and Broadway Terrace to College Ave., 
then north on College Ave. to the 
University of California Campus in 
Berkeley, serving all points in Berkeley 
on the said campus, then from the 
campus north on Euclid Ave. to Marin 
Ave., then west on Marin Ave. to 
Arlington Ave., then north on Arlington 
Ave. to U.S. Hwy 40 (San Pablo Ave.), 
then north along U.S. Hwy 40 to the 
Richmond city limits, and from the 
Richmond city limits over Garrard Blvd. 
to Point Richmond, then southwest 
across San Francisco Bay to the nearest 
part of San Francisco, then west and 
south around the city and county of San 
Francisco to the point of beginning). 
(Hearing site: Sacramento or San 
Francisco, CA.) 

MC 128837 (Sub-19F), filed March 17, 
1980. Applicant: TRUCKING SERVICE, 
INC., P.O. Box 229, Carlinville, IL 62626. 
Representative: Robert T. Lawley, 300 
Reisch Bldg., Springfield, IL 62701. 
Transporting (1) plastic sheets and 
plates, from Covington, KY, to Sterling 
and Montgomery. IL, and Little Chute, 
WI, restricted to traffic originating at the 
facilities of Filon Silmar, Division of 
Vistron. at Covington, KY, (2) canned 
and preserved foodstuffs, from 
Muscatine and Iowa City, LA, to points 
in IL and MO, restricted to traffic 
originating at the facilities of Heinz 
USA. Div. of H. J. Heinz Company, at the 
named origins, and (3 ) glass containers, 
and materials and supplies used in the 
manufacture and distribution of glass 
containers, between Terre Haute, IN, on 
the one hand, and, on the other, St. 

Louis, MO, restricted to traffic 
originating at or destined to the facilities 
of Midland Glass Company, Inc., at the 
authorized points. (Hearing site: St. 

Louis, MO, or Chicago, IL.) 

Note.—Dual operations may be involved. 

MC 129526 (Sub-llF), filed March 31, 
1980. Applicant: FACTOR TRUCK 
SERVICE. INC., 2607 Old Rodgers Rd., 
Bristol, PA 19007. Representative: 


Francis W. Doyle, 323 Maple Ave., 
Southhampton, PA 18966. Contract 
carrier, transporting (l)(a) electric 
lighting fixtures and (b) parts for electric 
lighting fixtures, from the facilities of 
Philadelphia Glass Bending Co., at 
Philadelphia, PA, to points in the U.S. 
(except AK and HI), and (2) glass used 
in the manufacture of lighting fixtures, 
from Kingsport, TN, to the facilities of 
Philadelphia Glass Bending Co., Inc., at 
Philadelphia, PA, under continuing 
contract(s) in (1) and (2) with 
Philadelphia Glass Bending Co., Inc., of 
Philadelphia. PA. (Hearing site: 
Philadelphia, PA. or Washington, DC.) 

MC 129526 (Sub-12F), filed March 31. 
1980. Applicant: FACTOR TRUCK 
SERVICE. INC., 2607 Old Rodgers Rd., 
Bristol, PA 19007. Representative: 

Francis W. Doyle, 323 Maple Ave., 
Southampton, PA 18966. Contract 
carrier, transporting (l)(a) electric 
lighting fixtures and (b) parts for electric 
lighting fixtures from the facilities of Sea 
Gull Lighting Products, Inc., at (i) 
Philadelphia, PA, and (ii) Riverside, NJ, 
to points in the U.S. (except AK and HI), 
and (2) glass used in the manufacture of 
lighting fixtures, from Monaco and 
Jeannette, PA, to the facilities of Sea 
Gull Lighting Products, Inc., named in (1) 
above, under continuing contract(s) in 
(1) and (2) with Sea Gull Lighting 
Products, Inc., of Philadelphia, PA. 
(Hearing site: Philadelphia, PA. Or 
Washington, DC.) 

MC 134197 (Sub-9F), filed April 7. 

1980. Applicant: JACKSON AND 
JOHNSON, INC., Box 327, Savannah, 

NY 13146. Representative: Raymond A. 
Richards, 35 Curtice PK, Webster, NY 
14580. Transporting (1) paper and paper 
products, and (2) materials, equipment 
and supplies used in the distribution of 
the commodities named in (1) above, 
between the facilities of National 
Envelope Corporation, at Worcester, 

MA, on the one hand, and, on the other, 
points in NJ and NY. (Hearing site: 
Rochester or Buffalo, NY.) 

Note. —Dual operations may be involved. 

MC 134477 (Sub-412F), filed April 3. 
1980. Applicant: SCHANNO 
TRANSPORTATION, INC., 5 West 
Mendota Rd„ West St. Paul, MN 55118. 
Representative: Thomas D. Fischbach, 
P.O. Box 43496, St. Paul. MN 55164. 
Transporting electrical appliances, 
security products, clocks, personal care 
appliances, and audio products (except 
commodities in bulk), from Lenexa, KS, 
to points in IL, LA, MN, NE, ND, SD, and 
WI. (Hearing site: St. Paul, MN.) 

MC 135326 (Sub-26F), filed April 8, 

1980. Applicant: SOUTHERN GULF 
TRANSPORT, INC., 4277 No. Market St., 
Shreveport, LA 71107. Representative: 


M. D. Wood. 2500 McCain Blvd., Suite 
103, North U ttle Rock. AR 72118. 
Transporting limestone chalk from the 
facilities of Ozak Creek Mining Co., at 
Washington, AR, to points in AL, AZ, 
CA, CO, CT, DE, FL, GA. ID. IL. IN, IA, 
KS, KY, LA, ME. MD, MA, MI, MN. MS, 
MO, MT, NE, NV. NH. NJ. NM. NY. NC, 
ND. OH, OK, OR, PA. RI. SC, TN. TX. 
UT. VT. VA, WA. WV. WI, WY. and 
DC. (Hearing site: Little Rock, AR, or 
Dallas, TX.) 

MC 135797 (Sub-325F), filed March 24, 
1980. Applicant: J. B. HUNT 
TRANSPORT, INC., P.O. Box 130, 

Lowell, AR 72745. Representative: Paul 
R. Bergant (same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 
facilities used by the Ralston Purina 
Company. (Hearing site: St. Louis, MO, 
or Washington, DC.) 

MC 135797 (Sub-326F). filed March 31, 
1980. Applicant: J. B. HUNT 
TRANSPORT. INC., P.O. Box 130, 

Lowell, AR 72745. Representative: Paul 
R. Bergant (same address as applicant). 
Transporting (1) Plastic articles (except 
commodities in bulk), and (2) materials, 
equipment, and supplies used in the 
manufacture and distribution of plastic 
articles, (except commodities in bulk), 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of Nycel, 
Inc., and Williams Plastic Co. (Hearing 
site: Washington, DC.) 

MC 136786 (Sub-223F), filed March 13, 
1980. Applicant: ROBCO 
TRANSPORTATION. INC., 4475 N.‘E. 

3rd Street, Des Moines, IA 50313. 
Representative: Stanley C. Olsen, Jr., 
7400 Metro Boulevard. Suite 411, Edina, 
MN 55435. Transporting such 
commodities as are dealt in by grocery 
business houses (except commodities in 
bulk), from the facilities of Hunt-Wesson 
Foods, Inc., at or near Chicago. IL, to 
points in IL, IN, and KY. (Hearing site: 
Minneapolis, MN, or Chicago, IL.) 

MC 136786 (Sub-225F), filed April 1, 
1980. Applicant: ROBCO 
TRANSPORTATION, INC., 4475 N.E. 

3rd St., Des Moines. IA 50313. 
Representative: Stanley C. Olsen, Jr., 
7400 Metro Blvd., Suite 411, Edina, MN 
55435. Transporting evaporated milk, 
from Covington, OH, to points in CT, 

DE, FL, GA, IL. MA, MD, NJ, NY. NC, 

PA, RI, SC. VA, and DC. (Hearing site: 
Minneapolis, MN, or Chicago, IL.) 
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MC138157 (Sub-235F). filed March 21. 
1980. Applicant: SOUTHWEST 
EQUIPMENT RENTAL, INC., d.b.a. 
SOUTHWEST MOTOR FREIGHT, 2931 
S. Market St., Chattanooga, TN 37410. 
Representative: Patrick E. Quinn, P.O. 
Box 9596, Chattanooga, TN 37412. 
Transporting (1) foods, food 
supplements, personal care products, 
and household products, and (2) 
materials » equipment, and supplies used 
in the manufacture, sale, and 
distribution of the commodities in (1) 
above (except commodities in bulk), 
between points in the U.S. (except AK 
and HI). (Hearing site: San Francisco, 

CA or Los Angeles, CA.) 

Note.—Dual operations may be involved. 
MC 138777 (Sub-lOF). filed March 21, 
1980. Applicant: FETZ, 

INCORPORATED. P.O. Box 47685. 
Doraville, GA 30362. Representative: 
Frank D. Hall. Suite 713, 3384 Peachtree 
Rd.. N.E., Atlanta. GA 30326. 
Transporting vegetable oils, in bulk, in 
tank vehicles, between points in GA, on 
the one hand, and, on the other, points 
in AL, FL. KY, MD. NC, SC, NY. NJ. OH. 
PA. TN. and VA. (Hearing site: Atlanta. 
GA or Washington, DC.) 

MC 140827 (Sub-15F), filed March 21, 
198a Applicant: MARKET 
TRANSPORT, LTD., 110 N. Marine Dr.. 
Portland, OR 97217. Representative: 

Nick I. Goyak. 555 Benjamin Franklin 
Plaza, One Southwest Columbia, 
Portland. OR 97258. Transporting (1) 
such commodities as are dealt in by 
grocery, food, and drug business houses, 
and (2) equipment, materials and 
supplies used in the production, 
manufacture, sale and distribution of the 
commodities in (1) above, between 
points in WA, OR, CA, ID, NV, and AZ, 
restricted to traffic originating at or 
destined to the facilities of Fred Meyer, 
Inc., or Roundup Company (a wholly- 
owned subsidiary of Fred Meyer, Inc.). 
(Hearing site: Portland. OR or Seattle, 
WA.) 

Note. —Dual operations may be involved. 
MC 141197 (Sub-44F), filed March 26. 
1980. Applicant: FLEMING-BABCOCK, 
INC., 4106 Mattox Rd., Riverside, MO 
64151. Representative: Tom B. 

Kretsinger, 20 East Franklin, Liberty. 

MO 64068. Transporting animal and 
poultry feed and animal and poultry 
feed ingredients, in bulk, from St. Joseph 
and Springfield, MO to Lowell, AR. 
(Hearing site: Kansas City. MO.) 

MC 141367 (Sub-lF), filed February 20. 
1980. Applicant: PUBLDC TRANSPORT. 
INC., 11740 S. LaPorte. Worth. IL 60402. 
Representative: James R. Madler, 120 W. 
Madison SL, Chicago. IL 60602. 
Transporting (1) metals, and (2) building 
materials, between points in IL, IN, ML 


MN. IA. MO. NE, WI. KS. AL, AR, LA, 
and TX. (Hearing site: Chicago. IL.) 

MC 143127 (Sub-70F). filed April 7, 
1980. Applicant: K. J. 
TRANSPORTATION, INC., 6070 Collett 
Rd., Victor. NY 14564. Representative: 
Linda A. Calvo (same address as 
applicant). Transporting adhesives, from 
Paxton, IL, to Columbus, OH. Dedham, 
MA. Philadelphia, PA. and Tucker, GA. 
(Hearing site: Milwaukee. WI, or 
Buffalo, NY.) 

Note.—Dual operations may be involved. 

MC 143377 (Sub-3F). filed March 24, 
1980. Applicant: BARRY J. WEST, d.b.a. 
B.J.’s SERVICE. P.O. Box 154, Litite, PA 
17543. Representative: John W. Frame, 
P.O. Box 626, 2207 Old Gettysburg Rd. f 
Camp Hill. PA 17011. Transporting (1) 
such commodities as are dealt in or 
used by printing firms, (2) business 
reports and records, and (3) fabric 
samples, between points in Lancaster, 
Lebanon, and York Counties, PA. on the 
one hand, and, on the other. New York, 
NY. Condition: Issuance of a certificate 
in this proceeding is subject to prior or 
coincidental cancellation, at applicant’s 
written request, of Certificate MC 143377 
(Sub-2). (Hearing site: Harrisburg. PA.) 

MC 143396 (Sub-7F). filed February 4, 
1980, and previously noticed in the 
Federal Register issue of April 15,1980. 
Applicant: R. B. HUMPHREYS. INC, 

P.O. Box 736, Tibbitts Rd., New 
Hartford, NY 13413. Representative: S. 
Michael Richards, P.O. Box 225, 

Webster, NY 14580. Transporting 
foodstuffs (except in bulk), in vehicles 
equipped with mechanical refrigeration, 
form points in NY to points in FL, GA, 
KY, MD. NJ, NY. NC. OH, PA, SC, TN, 
VA, WV, and DC. (Hearing site: New 
York or Syracuse, NY.) 

Note.—This republication is to correctly 
reflect the territorial description. Dual 
operations may be involved. 

MC 143696 (Sub-19F). filed April 4, 
1980. Applicant: AMERICAN 
INDUSTRIAL TRANSPORTATION, 
INC., P.O. Box 1416, Henderson, TX 
75652. Representative: Hugh T. 
Matthews. 2340 Fidelity Union Tower, 
Dallas, TX 75201. Contract carrier, 
transporting construction equipment, 
between points in the U.S. (except AK 
and HI), under continuing contract(s) 
with United Road Machinery Co., of 
Memphis. TN. (Hearing site: Dallas, TX.) 

MC 143696 (Sub-18F), filed April 4, 
1980. Applicant: AMERICAN 
INDUSTRIAL TRANSPORTATION. 
INC., P.O. Box 1416, Henderson, TX 
75652. Representative: Hugh T. 
Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Contract carrier, 
transporting (1) iron and steel articles, 
and (2) wire and wire products, from the 


facilities of Texas Steel and Wire Corp., 
at Houston, TX, to points in AL, AR, CO, 
FL, GA. KS. LA. MS. MO. NE. NM and 
OK, under continuing contract(s) with 
Davis Walker Corporation at Los 
Angeles, CA. (Hearing site: Dallas, TX.) 

MC 144986 (Sub-3F), filed January 18. 
1980. Applicant: STAHLER TRUCKING 
& LEASING. INC., 208 East Harrison St., 
Wapakoneta, OH 45895. Representative: 
John L Alden, 1396 West Fifth Ave., P.O. 
Box 12241, Columbus. OH 43212. 

Contract carrier, transporting foodstuffs, 
and materials and supplies used in the 
manufacture and distribution of 
foodstuffs, (except commodities in bulk), 
between Bedford Heights and 
Columbus, OH, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI), under continuing contract(s) 
with Lancaster Colony Corporation, of 
Columbus. OH. (Hearing site: Columbus, 
OH, or Washington, DC.) 

MC 144996 (Sub-3F), filed May ia 

1979, previously published in the Federal 
Register issue of December 5,1979. 
Applicant: D. H. SHARRER & SON. 

INC., R.D. 2. New Oxford. PA 17350. 
Representative: Walter K. Swartzkopf, 

Jr., 407 North Front St.. Harrisburg, PA 
17101. Transporting dry fertilizer and 
fertilizer ingredients, in bulk, in dump 
vehicles, from the facilities of Allied > 
Chemical Corporation, at Hopewell, VA. 
to points in DE, MD, NY, PA. WV, NC. 
and NJ (except Cumberland, Salem. 
Gloucester, Cape May, Atlantic, 

Camden, and Burlington Counties), 
restricted to traffic originating at the 
named facilities, and destined to the 
indicated destinations. (Hearing site: 
Wasington, DC, or Harrisburg. PA.) 

Note.—The purpose of this republication is 
to include fertilizer ingredients in the 
commodity description. 

MC 145437 (Sub-16F), filed March 19, 

1980. Applicant: JWI TRUCKING, INC., 
8100 N. Teutonia Ave., Milwaukee, WI 
53209. Representative: Michael J. 
Wyngaard, 150 East Gilman St.. 

Madison, WI 53703. Contract carrier, 
transporting footwear, and materials, 
equipment and supplies used in the 
manufacture, sale, or distribution of 
footwear, between Milwaukee. WI, on 
the one hand, and, on tahe other, points 
in the U.S. (except AK and HI), under 
continuing contract(s) with Weyenberg 
Shoe Manufacturing Company, of 
Milwaukee, WI. (Hearing site: Madison, 
WI or Milwaukee, WI.) 

MC 145697 (Sub-2F ), file d March 26, 
1980. Applicant: RICKETTS TRUCKING 
CO.. INC., Rt. 1, Box 396A, Gurdon, AR 
71743. Representative: Thomas B. Staley, 
1550 Tower Bldg., Little Rock. AR 72201. 
Transporting wood residual products, 
except in bulk, in tank vehicles, from 
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points in Nevada County, AR, to West 
Monroe, LA. (Hearing site: Little Rock, 
AR.) 

MC 146006 (Sub-4F), filed April 7. 

1980. Applicant: RODCO LEASING, 
INC., 380 Union St., W. Springfield, MA 
01103. Representative: James M. Bums, 
1383 Main St., Suite 413, Springfield, MA 
01103. Contract carrier, transporting (1) 
stationery, and (2) office and school 
supplies and equipment, between 
Springfield, MA and Meridian, MS, on 
the one hand, and, on the other, 

Orlando, FL, under continuing 
contract(s) with National Blank Book 
Company of Springfield, MA. (Hearing 
site: Springfield, MA or Hartford, CT.) 

MC 146256 (Sub-9F), filed March 31. 
1980. Applicant: SHORT LINE 
TRUCKING CO., INC., P.O. Box 20026, 
Louisville, KY 40220. Representative: 
Lavem R. Holdeman. P.O. Box 81849, 
Lincoln, NE 68501. Transporting (1) 
fireplaces and fireplace accessories, 
and (2) materials, equipment, and 
supplies used in the manufacture sale, 
and distribution of fireplaces and 
fireplace accessories, (except 
commodities in bulk), between the 
facilities of Marco Manufacturing. Inc., 
at or near Louisville, KY, on the one 
hand, and, on the other, those points in 
the U.S. in and east of MN, IA, NE, KS. 
MO, AR, and LA. (Hearing site: 
Louisville, KY.) 

MC 146616 (Sub-12F), filed March 11, 
1980. Applicant: B & H MOTOR 
FREIGHT. INC., 3314 East 51st St., Suite 
B, Tulsa, OK 74135. Representative: Fred 
Rahal, Jr., Suite 305, Reunion Center, 9 
East Fourth St., Tulsa, OK 74103. 
Contract carrier, transporting (1) 
containers, roll-off frames, and waste 
handling equipment, and (2) equipment, 
materials, and supplies used in the 
manufacture and distribution of the 
commodities named in (1) above, 
between the facilities of Scott & Hill 
Steel Corporation at Bartlesville, OK, on 
the one hand, and, on the other, points 
in the U.S. (except AK and HI), under 
continuing contract(s) with Scott & Hill 
Corporation. (Hearing site: Tulsa, OK.) 

MC 147517 (Sub-3F), filed February 25, 
1980. Applicant: TEXAS HIGHWAY 
TRANSPORT, INC., 2311 Butler, Dallas, 
TX 75235. Representative: D. Paul 
Stafford, P.O. Box 45538, Dallas, TX 
75245. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between points in Anderson. Angelina, 
Aransas, Archer, Atascosa, Austin, 
Bandera, Bastrop, Baylor, Bee, Bell 
Bexar, Blanco, Bosque. Bowie, Brazoria. 


Brazos, Brooks, Brown, Burleson, Burnet, 
Caldwell, Calhoun, Callahan, Cameron, 
Camp, Cass, Chambers, Cherokee, Clay, 
Collin, Colorado, Comal. Comanche, 
Cooke, Coryell, Dallas, Delta, Denton, 
DeWitt, Dimmit, Duval, Eastland, Ellis, 
Erath, Falls, Fannin, Fayette, Fort Bend, 
Franklin, Frio, Galveston, Gillespi, 
Goliad, Gonzales, Grayson, Gregg. 
Grimes, Guadalup, Hamilton, Hardin, 
Harris, Harrison, Hays, Henderson, 
Hidalgo, Hill, Hood. Hopkins, Jim Wells, 
Honhson, Karnes, Kaufman, Kendall, 
Kenedy, Kerr, Kinney, Kleberg, Lamar, 
Lampasas, La Salle, Lavaca, Lee, Leon, 
Liberty, Limestone, Live Oak, Madison, 
Marion, Matagorda, Maverick, 
McLennan, McMullen, Medina, Milam, 
Mills, Montague, Montgomery, Morris, 
Nacogdoches, Navarro, Newton, Nueces, 
Orange. Palo Pinto, Panola, Parker, Polk, 
Rains, Red River, Refugio, Robertson, 
Rockwall, Rusk, Sabine, San Augustine, 
San Jacinto, San Patricio, Shackelford. 
Shelby, Smith, Sovervell, Starr, 

Stephens, Tarrant, Taylor, 

Throckmorton, Titus, Travis, Trinity, 
Tyler, Upsher, Uvalde, Val Verde, Van 
Zandt, Victoria, Walker, Waller, 
Washington, Webb, Wharton, Wichita, 
Wilbarger, Wallacy, Williamson, 

Wilson, Wise, Wood, Young, Zapata, 
and Zavala Counties, TX, restricted to 
traffic having a prior or subsequent 
movement by rail. (Hearing site: Dallas, 
TX.) 

MC 147536 (Sub-22F), filed April 2, 
1980. Applicant: D. L SITTON MOTOR 
LINES, INC., P.O. Box 1567, Joplin, MO 
64801. Representative: David L. Sitton 
(same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between those 
points in the U.S. in and west of OH, 

KY, TN, SC, GA, and FL (except AK and 
HI), restricted to traffic originating at or 
destined to the facilities of Ralston 
Purina Company. (Hearing site: St. 

Louis, or Kansas City, MO.) 

MC 147706 (Sub-IF), filed March 24. 
1980. Applicant: BROWN’S LIMOUSINE 
CREW CAR, INC., P.O. Box 18076, Fort 
Worth, TX 76118. Representative: Clint 
Oldham, 1108 Continental Life Bldg., 

Fort Worth, TX 76102. Transporting 
railroad train crews, limited to the 
transportation of not more than 15 
passengers in any one vehicle, not 
including the driver thereof, in charter 
and special operations, between points 
in the U.S. (except AK and HI). 

Condition: Issuance of a certificate in 
this proceeding is subject to prior or 
coincidental cancellation, at applicant’s 


written request, of permit MC-140400. 
(Hearing site: Dallas or Fort Worth, TX.) 

Note.—Applicant is hereby seeking to in 
part, convert a contract carrier permit to a 
certificate of public convenience and 
necessity. 

MC 148106F, filed July 24.1980. 
Applicant: CASEY TRANSPORTATION. 
INC., P.O. Box 1054, Leominister, MA 
01453. Representative: David M. 
Marshall. 101 State St., Suite 304, 
Springfield, MA 01103. Transporting 
such commodities as are dealt in or 
used by manufacturers and distributors 
of paper products, plastic and plastic 
products (except in bulk in tank 
vehicles), between points in MA on the 
one hand, and, on the other, those points 
in the U.S. in and east of ND, MN, IA, 
MO, AR, and LA (except ME, NH, VT, 
MA, CT, and RI). (Hearing site: Boston, 
MA.) 

MC 148137 (Sub-3F), filed April 7. 

1980. Applicant: STANTON SALES & 
TRANSPORTATION COMPANY, a 
corporation, 11135 SW. Industrial Way, 
Tualatin. OR 97062. Representative: 
Thomas Y. Higashi, 2075 SW. First Ave„ 
Suite No. 2-N, Portland, OR 97201. 
Contract carrier, transporting furniture 
and furniture parts, from the facilities of 
Fashion Furniture Manufacturing, Inc., 
at or near Cerritos, CA, to points in OR, 
WA, NV, AZ, and NM, under continuing 
contract(s) with Fashion Furniture 
Manufacturing, Inc., of Cerritos. CA. 
(Hearing site: Los Angeles, or San 
Francisco, CA.) 

MC 148196 (Sub-3F), filed January 14. 
1980, and previously noticed in the 
Federal Register issue of April 8.1980 
under MC-146794 Sub 4F. Applicant: 
PACIFIC NORTHWEST CONTRACT 
CARRIER, INC., P.O. Box 197, U.S. Hwy 
231 North, Wetumpka. AL 36092. 
Representative: Ronald L. Stichweh, 727 
Frank Nelson Bldg., Birmingham, AL 
35203. Transporting (1) trailer parts, and 
(2) mechanical refrigeration units, from 
Montgomery and Hamilton, AL, Siloam 
Springs, AR, Denmark, SC, Louisville, 
GA, Chicago and Joliet, IL, Lebanon, 
Winamac, and South Bend, IN, 
Muskegon, Wyandotte, Lansing, and 
Grand Rapids, MI, Mansfield and 
Marshfield, MO. Kenton. Akron and 
Troy. OH, and New Johnsonville, TN, to 
Los Angeles, CA, Billings. MT, Portland, 
OR, and Spokane, WA. (Hearing site: 
Biringham or Montgomery, AL.) 

Note.—The purpose of this republication is 
to correct the commodity description in part 
(2), and to correct the docket number for 
applicant’s common carrier authority. 

MC 148347 (Sub-2F), filed April 4. 

1980. Applicant: FLORILLI 
ENTERPRISES, INC., 8002 31st St.. West, 
Rock Island, IL 61201. Representative: 
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Daniel C. Sullivan, 10 S. LaSalle. Suite 
1600, Chicago. IL 60603. Transporting 
frozen pancreas glands, from Davenport 
and Sioux City, IA, Omaha, NE, and 
Milwaukee, WI, to New Orleans. LA 
and Norfolk, VA. (Hearing site: Chicago 
or Rock Island, IL.)' 

MC 146306 (Sub-ZF), filed February 8. 
1980. Applicant: TED TRUE OF NEW 
MEXICO. INC., P.O. Box 087, Hwy 19 
So., Athens. TX 75751. Representative: 
Ted True (same address as applicant). 
Contract carrier, transporting (1) 
petroleum products, in bulk, in tank 
vehicles, from the facilities of Southern 
Union Refining Co., at or near Lovington 
and Monument. NM, to points in AZ, 
those in TX and OK on and west of 
Interstate Hwy 35, and those in CO on, 
east, and south of a line beginning at the 
NM-CO State line and extending along 
U.S. Hwy 285 to Denver, CO, and then 
over Interstate Hwy 76 to the CO-NE 
State line, and (2) crude oil, in bulk, in 
tank vehicles, from points in TX to the 
facilities of Southern Union Refining Co¬ 
at or near Lovington and Monument, 

NM, under continuing contract(s) in (1) 
and (2) with Southern Union Refining 
Company, of Hobbs, NM. (Hearing site: 
Dallas or Fort Worth. TX.) 

MC 148647 (Sub-2F), filed March 17, 
1980, Applicant: Hl-CUBE CONTRACT 
CARRIER CORP.. 7005 S. Pulaski Rd.. 
Chicago, IL 60629. Representative: 
Arnold L. Burke, 180 N. LaSalle St, 
Chicago, IL 60601. Contract carrier, 
transporting (1) dental, hospital and 
medical supplies, toiletries, sausage 
casings, pressure sensitive tapes, 
veterinarian supplies, tissue products, 
fabrics, pulp, diapers, and advertising 
materials and (2) materials used in the 
manufacture of the commodities in (1) 
above, between those points in the U.S. 
in and east of ND, SD. NE, CO, OK, and 
TX, under continuing contracts) with 
Johnson & Johnson Products, Inc., of 
New Brunswick. NJ. (Hearing site: 
Washington. DC.) 

MC 148986 (Sub-lF), filed March 19. 
1980. Applicant: PLYMOUTH 
TRANSPORT. INC., 2280 Butler Pike. 
Plymouth Meeting, PA 19482. 
Representative: Timothy C. Miller, Suite 
301.1307 Dolley Madison Blvd., McLean, 
VA 22101. Transporting cable scrap, for 
recycling, in bulk, in dump vehicles, 
from those points in the U.S. in and east 
of ND, SD, NE, KS. OK. and TX, to 
Tottenville, NY, and Gaston, SC. 
(Hearing site: Washington, DC or 
Columbia, SC.) 

Note.—Dual operations may be involved. 

MC 149207 (Sub-2F), filed March 24. 
1980. Applicant: LOW-VOL FUELS. 

INC., P.O. Box 25, Boswell, PA 15531. 
Representative: William J. Lavelle. 2310 


Grant Bldg., Pittsburgh, PA 15219. 
Contract carrier, transporting coal, in 
bulk, in dump vehicles, from Jenner 
Township. PA, to Front Royal, VA, 
under continuing contracts) with H. D. 
Francis, d.b.a. Low-Vol Fuels, of 
Boswell, PA. (Hearing site: Pittsburgh, 
PA. or Washington, DC.) 

MC 149317 (Sub-8F), filed January 28, 
1980. Applicant: HEUERTZ TRUCKING, 
INC., 425 First Street NW„ LeMars. IA 
51031. Representative: D. Douglas Titus, 
Suite 510, Benson Building, Sioux City, 

IA 51101. Transporting lumber, wood 
products, and forest products, between 
points in AL, AZ, AR, CA, CO, CT, DE, 
FL, GA. ID. IL, IN, IA, KS, KY. LA, ME. 
MD, MA. MI. MN. MS, MO. MT. NE, NV, 
NH, NJ. NM. NY, NC, ND, OH. OK, OR, 
PA, RI, SC, SD, TN. TX, UT, VT, VA, 

WA, WV. WI, WY. and DC. (Hearing 
site: Sioux City, IA, or Omaha, NE.) 

Note.—Dual operations may be involved. 

MC 150217F, filed October 30,1979. 
Applicant: C & N EVANS TRUCKING 
CO., INC., RFD 2, Box 39-E, Stoneville, 
NC 27048. Representative: Clarence B. 
Evans (same address as applicant). 
Transporting copper tubing, from the 
facilities of Halstead Metal Products, 

Co., at or near Pine Hall. NC to points in 
GA. FL, MD, MA. MI. NC, NJ. NY. PA, 
AR, and VA. (Hearing site: Raleigh or 
Charlotte, NC.) 

MC 150347 (Sub-lF), filed March 20, 
1980. Applicant: HOB1N TRUCKING 
CO., INC., P.O. Box 709, Philomath, OR 
97370. Representative: Thomas Y. 
Higashi, 2075 SW. First Ave., No. 2-N, 
Portland, OR 97201. Transporting lumber 
and lumber mill products, between the 
facilities of Hobin Lumber Co., Hobin 
Forest Products, and Hobin Planing Mill, 
at or near Philomath, OR. on the one 
hand, and, on the other, points in AZ, 
CA, NV. UT. and WA. (Hearing site: 
Portland, OR.) 

MC 150396F. filed March 24.1980. 
Applicant: THE TORRI 
CORPORATION, 116 Lundquist Dr., 
Braintree, MA 02184. Representative: 
Alan Kahn, 1430 Land Title Bldg., 
Philadelphia. PA 19110. Contract carrier, 
transporting (l)(a) metal articles, and 
(b) materials, equipment and supplies 
used in the manufacture of metal 
articles, from Philadelphia, PA, 
Bridgeport, CT. Providence, RI, Boston, 
MA. and New York, NY, tq the facilities 
of (i) Millard Metal Service Center, Inc- 
at Braintree, and Worcester, MA, (ii) 
Millard Mid-Atlantic Metal Service 
Center. Inc- and Millard Controlled 
Metals, Inc- at Ivyland, PA, (iii) Millard 
Lakes Metal Service Center, Inc., at 
Rochester, NY. and (iv) M.B.C., Inc., and 
M.B.C. Scrap Company, Inc., at 
Braintree, MA; (2) metal articles, from 


the destinations named in (1) above, to 
those points in the U.S. in and east of 
MN, IA. MO, AR, and LA, under 
continuing contract(s) in (1) and (2) 
above with Millard Metal Service 
Center, Inc., Millard Mid-Atlantic Metal 
Service Center, Inc., Millard Controlled 
Metals. Inc., Millard Lakes Metal 
Service Center, Inc., M.B.C., Inc., and 
M.B.C. Scrap Company. Inc.; (3) 
electronic parts and machined parts, (a) 
from Boston, MA, to the facilities of 
CATV Corporation of America and 
Valley Manufactured Products, Inc., at 
South Groveland and Worcester, MA, 
and (b) from the destination facilities 
named in (3)(a) above to points in the 
U.S. (except MA, AK, and HI), under 
continuing contract(s) in (3) above, with 
Valley Manufactured Products, Inc., and 
CATV Corporation of America. (Hearing 
site: Boston, MA. or Washington, DC.) 

MC 150436 (Sub-lF), filed April 2. 

1980. Applicant: CIIEM-HAULERS, INC., 
118 E. Mobile Plaza, Florence, AL 35630. 
Representative: William P. Jackson. Jr., 
3426 N. Washington Boulevard, P.O. Box 
1240, Arlington, VA 22210. Contract 
carrier, transporting such commodities 
as are dealt in by a manufacturer of 
electric weldera. between the facilities 
of Miller Electric Manufacturing Co- at 
or near Appleton, WL on the one hand, 
and, on the other, points in IL, under 
continuing contract(s) with Miller 
Electric Manufacturing Co., of Appleton, 
WI. (Hearing site: Milwaukee, WI, or 
Washington, DC.) 

Note.—Dual operations may be involved. 

Volume No. 191 

Decided: May 28,1980. 

By the Commission. Review Board Number 
2, Members Carleton. Joyce and Jones. 

MC 76 (Sub-llF), filed July 30.1979, 
previously noticed in the Federal 
Register issue of March 6,1980. 
Applicant: MAWSON & MAWSON, 
INC., P.O. Box 248, Langhome, PA 19047. 
Representative: Paul F. Sullivan, 711 
Washington B, Washington, DC 20005. 
Transporting (a) iron and steel articles, 
from the facilities of Auburn Steel Co¬ 
at or near Auburn, NY. to points in PA. 
OH, CT, MA. RI, NJ. WV. VA. MD. DE. 
those in MI in and south of Oceana, 
Newaygo. Mecosta, Isabella, Midland 
and Bay Counties, and those in NY on 
and south of Interstate Hwy 84, and (b) 
equipment, materials and supplies 
(except commodities in bulk), in the 
reverse direction. (Hearing site: 
Washington, DC.) 

Note.—The purpose of this republication is 
to add CT. MA and RI and destination states. 

MC 11207 (Sub-539F). filed March 26, 
1980. Applicant: DEATON. INC., 317 
Avenue W, P.O. Box 938, Birmingham, 
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AL 35201. Representative: Kim D. Mann, 
Suite 1010, 7101 Wisconsin Ave., 
Washington, DC 20036. Transporting 
pallets and pallet material from 
Moundviile, AL to points in the United 
States in and east of Wl, LA, MO, OK, 
and TX. (Hearing site: Birmingham, AL 
or Washington, DC.) 

MC 26396 (Sub-353F), filed April 1, 
1980. Applicant: THE WAGGONERS 
TRUCKING, a corporation, P.O. Box 
31357, Billings, MT 59107. 
Representative: Bradford E. Kistier, P.O. 
Box 82028, Lincoln, NE 68501. 
Transporting (1) fertilizer and fertilizer 
additives, and (2) materials, equipment 
and supplies used in the manufacture 
and distribution of the commodities 
named in (1) above, between the 
facilities of Stoller Chemical Company, 
Inc., at or near (a) Turlock, CA, (b) 
Jerome, ID. (c) Buckeye. AZ, (d) 
Brownfield, Houston, and Odessa. TX, 
(e) Fremont, NE, (f) Oswego. IL, (g) 
Dawson and Pelham. GA. (h) Eustis, FL. 
(i) Ehrhardt and Jericho, SC, (j) Severn. 
NC, (k) Clarendon. AR, and (1) Tooele, 
UT, on the one hand, and, on the other, 
points in the United States (except AK 
and HI). (Hearing site: Houston, TX, or 
Billings, MT.) 

MC 26396 (Sub-354F). filed April 1. 
1980. Applicant: THE WAGGONERS 
TRUCKING, a corporation, P.O. Box 
31357, Billings, MT 59107. 

Representative: Bradford E. Kistier, P.O, 
Box 82028. Lincoln, NE 68501. 
Transporting lumber, lumber products, 
wood products and millwork, from 
Payson and Fredonia, AZ, Panguitch, 

UT. Eagle and Craig. CO, to those points 
in the United States in and east of ND, 
SD. WY. NE. KS, OK, and TX. (Hearing 
site: Phoenix, AZ, or Billings, MT.) 

MC 26396 (Sub-355F), filed April 1. 
1980. Applicant: THE WAGGONERS 
TRUCIGNG. a corporation, P.O. Box 
31357. Billings, MT 59107. 

Representative: Bradford E. Kistier. P.O. 
Box 82028. Lincoln, NE 68501. 
Transporting (1) pipe, fittings, valves, 
hydrants, castings, firebrick and shapes, 
and (2) supplies used in connection 
therewith (except in bulk), from the 
facilities of Clow Corporation, at 
Coshocton, and Parral, OH, to those 
points in the United States in and east of 
MT. WY. CO, and NM. (Hearing site: 
Chicago, IL, or Billings. MT.) 

MC 69116 (Sub-266F), filed April 3. 
1980. Applicant: SPECTOR 
INDUSTRIES, INC., d.b.a.. SPECTOR 
FREIGHT SYSTEM, 1050 Kingery Hwy., 
Bensenville, IL 60106. Representative: 
Edward G. Bazelon, 39 So. LaSalle St, 
Chicago. IL 60603. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives. 


household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between the facilities of Presto Products 
Inc., at or near Appleton and Little 
Chute, WI, on the one hand, and, on the 
other, points in IL, IN. NH, NY. ME, MD, 
OH, PA, WV. VA, and VT, restricted to 
traffic originating at or destined to the 
facilities of Presto Products Inc. 

(Hearing site: Chicago, IL.) 

MC 70557 (Sub-26F), filed March 28, 
1980. Applicant: NIELSEN BROS. 
CARTAGE CO.. INC., 4619 West Homer 
St., Chicago, IL 60639. Representative: 
Carl L Steiner. 39 South LaSalle St.. 
Chicago. IL 60603. Transporting (1) 
ground clay and crude clay, and floor 
sweeping compounds and absorbents, 
(except commodities in bulk), and (2) 
materials, equipment, and supplies, 
(except commodities in bulk), used in 
the manufacture and distribution of the 
commodities described in (1) above, 
between the facilities of Maltan. Inc.. at 
Middleton, TN, on the one hand, and, on 
the other, points in AL, AR, FL, GA, KY, 
MS. NC, OK, SC, TX. VA, and WV. 
(Hearing site: Memphis, TN.) 

Note.—Dual operations may be involved. 

MC 85557 (Sub-5F), filed March 25, 
1980. Applicant: PAUL MUSSLEWHITE 
TRUCKING COMPANY, a corporation, 
1700 10th SL, Loveiland, TX 79336. 
Representative: Paul Musslewhite, Box 
847, Loveiland, TX 79336. Transporting 
(1) machinery, equipment, materials, 
and supplies used in, or in connection 
with, the discovery, development, 
production, refining, manufacture, 
processing, storage, transmission, and 
distribution of natural gas and 
petroleum and their products and by¬ 
products, (2) machinery, equipment, 
materials, and supplies used in, or in 
connection with, the construction, 
operation, repair servicing, maintenance 
and dismantling of pipe lines, including 
the stringing and picking up thereof, 
except the stringing or pickup of pipe in 
connection with main pipe lines, and (3) 
earth drilling machinery and equipment, 
and machinery, equipment, materials, 
supplies and pipe incidental to. used in, 
or in connection with (a) the 
transportation, installation, removal, 
operation, repair,.servicing, 
maintenance, and dismantling of drilling 
machinery and equipment, (b) the 
completion of holes or wells drilled, (c) 
the production, storage, and 
transmission of commodities resulting 
from drilling operations at well or holes 
sites, and (d) the injection or removal of 
commodities into or from holes or wells, 
between points in Andrews, Bailey, 
Cochran, Crane. Extor, Fisher. Gaines, 
Hockley, Howard, Lamb. Loving, 


Midland, Mitchell Nolan. Parmer, Pecos, 
Reeves, Terry. Upton, Ward, Winkler, 
and Yoakum Counties, TX, Quay. Curry, 
and Roosevelt Counties. NM, and that 
part of New Mexico on and north of 
Interstate Hwy 40. (Hearing site: 
Lubbock, or Fort Worth, TX.) 

MC 103928 (Sub-105F), filed March 25, 
1980. Applicant: W. T. MAYFIELD 
SONS TRUCKING CO., a corporation, 
P.O. Box 947, Mableton, GA 30059. 
Representative: Kim G. Meyer, P.O. Box 
56387, Atlanta. GA 30343. Transporting 
(1) overhead traveling cranes and 
gantry cranes, and parts and 
attachments, from the facilities of the 
Hamischfeger Corporation, at or near 
Panama City, FL, to points in the U.S. in 
and east of MI, WI. IA. MO. OK. and 
TX, and (2) materials, equipment, and 
supplies, (except commodities in bulk) 
used in the manufacture, installation, 
and distribution of the commodities in 
(1) above, in the reverse direction, 
restricted to traffic originating at or 
destined to the facilities of 
Hamischfeger Corporation. (Hearing 
site: Atlanta, GA.) 

MC 106557 (Sub-8F), filed March 31. 
1900. Applicant: PAMCO. INC., P.O. Box 
926, Columbus. OH 43216. 

Representative: Boyd B. Ferris, 50 W. 
Broad St., Columbus* OH 43215. 

Contract carrier, transporting (a) 
rendering products and byproducts, and 
(b) such commodities as are dealt in or 
used by operators of rendering plants. 

(1) between Gallipolis, Greenville, and 
Columbus, OH, and Erie and Pittsburgh, 
PA, on the one hand, and, on the other, 
points in VA, NC. and TN. and (2) 
between Gallipolis and Greenville. OH. 
and Erie and Pittsburgh. PA, on the one 
hand, and, on the other, points in NH, 

NJ, NY, MA. ME, and WI, under 
continuing contract(s) in (1) and (2) with 
Inland Products, Inc., and Inland-Ohio 
Hide, Inc., both of Columbus. OFL 
(Hearing site: Columbus. OH.) 

MC 107037 (Sub-2F). filed April 1. 

1980. Applicant: BROWN TRANSFER 
COMPANY, a corporation, 1202 E. 26th 
St., Kearney, NE 68847. Representative: 
Donald L. Stem. Suite 610, 7171 Mercy 
Rd., Omaha. NE 68106. Over regular 
routes, transporting general 
commodities, except those of unusual 
value. Classes A and B explosives, 
household goods, as defined by the 
Commission, and commodities requiring 
the use of special equipment, between 
Broken Bow, NE and Kearney, NE: (a) 
from Kearney over Nebraska Hwy 10 to 
junction Nebraska Hwy 40. then over 
Nebraska Hwy 40 to junction U.S. Hwy 
183, then over U.S. Hwy 183 to junction 
Nebraska 92, then over Nebraska Hwy 
92 to Broken Bow. and return over the 
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same route, serving all intermediate 
points, and (b) from Kearney over 
Nebraska Hwy 10 to junction Nebraska 
Hwy 2, then over Nebraska Hwy 2 to 
junction Nebraska Hwy 92, then over 
Nebraska Hwy 92 to Broken Bow, and 
return over the same route, serving all 
intermediate. (Hearing site: Broken Bow, 
or Kearney, NE.) 

Note.—Applicant intends to tack its regular 
route at Keamey, NE. 

MC 107496 (Sub-1271), Tiled March 25, 
1980. Applicant: RUAN TRANSPORT 
CORPORATION, 666 Grand Ave., Des 
Moines, 1A 50309. Representative: E. 
Check, P.O. Box 855. Des Moines, IA 
50304. Transporting petroleum and 
petroleum products, in bulk, from 
Cicero, IL, to points in LA, IN, MI, MN, 
NC, OH, SC. and WI. (Hearing site: 
Kansas City, MO, or Des Moines, IA.) 

MC 111956 (Sub-55F). filed April 3, 
1980. Applicant: SUWAK TRUCKING 
COMPANY, a corporation, 1105 Fayette 
St.. Washington, PA 15301. 
Representative: Henry M. Wicks. Jr. # 
2310 Grant Bldg., Pittsburgh, PA 15219. 
Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), between Bedford and 
Philadelphia, PA: (a) from Bedford over 
U.S. Hwy 220 to its junction with 
Interstate Hwy 76, then over Interstate 
Hwy 76 to Philadelphia, and return over 
the same route, serving no intermediate 
points, and (b) from Bedford over U.S. 
Hwy 30 to Philadelphia, and return over 
the same route, serving no intermediate 
points. (Hearing site: Washington, DC. 
or Philadelphia, PA.) 

MC 113106 (Sub-77F), filed June 15, 
1979, previously noticed in the Federal 
Register issue of March 18,1980, and 
republished this issue. Applicant: THE 
BLUE DIAMOND COMPANY, a 
corporation, 4401 East Fairmount Ave., 
Baltimore, MD 21224. Representative: 
Chester A. Zyblut, 366 Executive Bldg., 
1030 Fifteenth St., N.W., Washington, 

DC 20005. Transporting malt liquor and 
materials, equipment, and supplies used 
in the manufacture of malt liquor 
(except commodities in bulk), between 
Trenton, NJ, and Norkfolk, VA, on the 
one hand, and, on the other, points in 
NY, PA, DE. VA, NC. SC. and NJ. 
(Hearing site: Washington, DC. or 
Philadelphia, PA.) 

Note.—The purpose of this republication is 
to add Norfolk, VA, as an origin point. 

MC 115496 (Sub-121F). filed July 19, 
1979, and previously noticed in the 
Federal Register issue of March 6,1980. 
Applicant: DENNIS TRUCK LINE, INC., 


P.O. Box 189, Vidalia, GA 30474. 
Representative: Virgil H. Smith, Suite 12, 
1587 Phoenix Blvd., Atlanta, GA 30349. 
Transporting, lumber, lumber products, 
wood, wood products, and 
particleboard, (1) between points in AL, 
FL, GA, MS, and TN, and (2) from points 
in AL and MS, to points in MD, NC, SC, 
and VA. (Hearing site: Atlanta, GA.) 

Note.—This republication is to include SC 
a 9 a destination point, which was 
inadvertently omitted. 

MC 117788 (Sub-102F), fi led M arch 25, 
1980. Applicant: RILEY WHITTLE, INC., 
P.O. Box 19038, Phoenix, AZ 85005. 
Representative: A Michael Bernstein, 
1441 E. Thomas Rd., Phoenix, AZ 85014. 
Transporting such commodities as are 
used by or dealt in by brewers (except 
commodities in bulk), between points in 
AZ. CA. CO, NM, OR. and WA. 

(Hearing site: Phoenix, AZ.) 

MC 118537 (Sub-9F), filed March 31, 
1980. Applicant: MARX TRUCK LINE, 
INC., 220 Lewis Blvd., Sioux City, LA 
51101. Representative: Robert A. 
Wichser, P.O. Box 417, Sioux City, IA 
51101. Transporting malt beverages, 
from St. Louis, MO to Sioux Falls, SD. 
(Hearing site: Sioux Falls, SD, or 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 118696 (Sub-30F), filed March 28, 
1980. Applicant: FERREE FURNITURE 
EXPRESS, INC., 252 Wildwood Rd.. 
Hammond. IN 46234. Representative: 
John F. Wickes, Jr., 1301 Merchants 
Plaza, Indianapolis, IN 46204. 
Transpprting materials , equipment, and 
supplies used in the manufacture of 
plastic or rubber articles (except 
commodities in bulk, in tank vehicles), 
from points in CT, GA, IL, IA, KY, MD, 
MI. MN. MO, NY, OH, PA, SD. TN, and 
WI, to the facilities of the General Tire & 
Rubber Co., at or near Marion, IN. 
(Hearing site: Indianapolis, IN, or 
Chicago, IL.) 

MC 119777 (Sub-449F), filed January 

19,1980, previously noticed in the 
Federal Register issue of April 8,1980. 
Applicant: UGON SPECIALIZED 
HAULER. INC., Hwy. 85 East, 
Madisonville, KY 42431. Representative: 
Carl U. Hurst, P.O. Drawer L, 
Madisonville, KY 42431. Transporting 
building materials and materials and 
supplies used in the manufacture, 
installation or distribution of building 
materials, (except commodities in bulk), 
between the facilities of United States 
Gypsum Company, at Chamblee and 
Morrow, GA, on the one hand, and, 
onthe other, points in KY and TN 
(Hearing site: Chicago, IL.) 

Note.—The purpose of this republication is 
to correct the commodity description. 


MC 119777 (Sub-450F), filed January 

17.1980, previously noticed in the 
Federal Register issue of April 8,1980. 
Applicant: LIGON SPECIALIZED 
HAULER, INC., Hwy 88—East, 
Madisonville, KY 42431. Representative: 
Carl U. Hurst, P.O. Drawer "L'\ 
Madisonville, KY 42431. Transporting 
iron and steel articles, between points 
in the United States (except AK and HI); 
restricted to the transportation of traffic 
originating at or destined to the facilities 
or suppliers of Miami Steel Traders, Inc. 
(Hearing site: Miami or Jacksonville, FL.) 

Note.—The purpose of this republication is 
to add “or suppliers” in the restriction. 

MC 120737 (Sub-64F), filed March 26, 
1980. Applicant: STAR DELIVERY & 
TRANSFER, INC., P.O. Box 39, Canton, 
IL 61520. Representative: James C. 
Hardman, 33 N. LaSalle St., Chicago, IL 
60602. Transporting iron and steel 
articles, from the facilities of Keystone 
Consolidated Industries, Inc. at or near 

(a) Sherman, TX to points in AR, TN, 

LA, EL, IN. AL, NC, GA, FL and MS, and 

(b) Chicago Heights, IL to points in IN, 
IA. KS, KY. Ml, MO. OH, TX and WI. 
(Hearing site: Chicago, IL.) 

MC 122396 (Sub-25F), filed March 25. 
1980. Applicant: DIEHL LUMBER 
TRANSPORTATION CO., a corporation, 
1885 South 900 West, Salt Lake City, UT 
84125. Representative: Irene Warr, 430 
Judge Bldg., Salt Lake City. UT 84111. 
Contract carrier, transporting wooden 
cabinets, from the facilities of Olympia 
Cabinet Manufacturing and Sales 
Company at Salt Lake City, UT, to 
points in CA, CO, AZ, WA, NV, ID, and 
WY, under a continuing contract(s) with 
Olympia Cabinet Manufacturing and 
Sales Company, of Salt Lake City, UT. 
(Hearing site: Salt Lake City, UT.) 

Note.— Dual operations may be involved. 
MC 123157 (Sub-47F). filed March 31, 
1980. Applicant: CTI, a corporation, P.O. 
Box 397, Rillito, AZ 85246. 
Representative: A. Michael Berstein, 
1441 E. Thomas Rd., Phoenix AZ 85014. 
Transporting muscuvite mica, from 
points in AZ, to points in TX, NM, CO. 
UT, NV, CA, and AZ. (Hearing site: 
Phoenix, AZ.) 

MC 134477 (Sub-369F), filed 
September 25,1979, previously noticed 
in the Federal Register isssue of March 

14.1980, and republished this issue. 
Applicant: SCHANNO 
TRANSPORTATION. INC., 5 West 
Mendota Rd., West St. Paul, MN 55118. 
Representative: Thomas D. Fischbach, 
P.O. Box 43496, St. Paul, MN 55164. 
Transporting (1) such commodities as 
are dealt in by retail drug, food and 
department stores, and (2) materials, 
equipment, and supplies used in the 
manufacture of commodities in (1) 









Federal Register / Vol. 45, No. 134 / Thursday, July 10. 1980 / Notices 


46505 


above (except commodities in bulk in (1) 
and (2) above), between points in AR. 
DE. GA. IL. IN. IA. KS, KY, MD. MA, ML 
MN. MO. NE. NJ, NY. NC, OH. OK, PA. 
SC. TN, TX. WV, VA, and WI, restricted 
to the transportation of traffic 
originating at or destined to the facilities 
of The Gillette Company. (Hearing site: 
St. Paul MN.) 

Note.—The purpose of this republication is 
to correctly state the territorial description. 

MC 136407 (Sub-30F), filed March 27, 
1980. Applicant: COORS 
TRANSPORTATION COMPANY, a 
corporation, 5101 York St, Denver, CO 
80216. Representative: Leslie R. Kehl, 
1600 Lincoln Center, 1660 Lincoln St, 
Denver, CO 80264. Contract carrier\ 
Transporting in foreign commerce only 
(1) trunks and traveling bags, and (2) 
materials and supplies used in the 
manufacture of trunks and traveling 
bags. (Except commodities in bulk), 
between Denver, CO and El Paso, TX, 
under continuing contract(s) with 
Samsonite Corporation, of Denver, CO. 
(Hearing site: Denver, CO.) 

MC 136786 (Sub-219F), filed March 25, 
1980. Applicant: ROBCO 
TRANSPORTATION INC. 4475 NE. 3d 
St.. Des Moines. IA 50313. 
Representative: Stanley C. Olsen, Jr„ 
7400 Metro Blvd, Suite 411, Edina, MN 
55435. Transporting foam, styrene 
products and materials, equipment and 
supplies used in the manufacture and 
distribution of foam and styrene 
products between Stevens Point, WI on 
the one hand, aqd, on the other, points 
in the U.S. (except AK and HI). (Hearing 
site: Minneapolis, MN or Chicago, IL.) 

MC 136786 (Sub-220F), filed March 28. 
1980. Applicant: ROBCO 
TRANSPORTATION, INC., P.O. Box 
10375, Des Moines. IA 50306. 
Representative: Larry D. Knox, 600 
Hubbell Bldg., Des Moines. IA 50309. 
Transporting (1) bullets, small arms, 
Class C explosives, and primers, and (2) 
sporting goods and equipment, from the 
facilities of Omark Industries, at or near 
(a) Lewiston, ID, and (b) Oroville, CA, to 
points in the U.S. (except AK and HI). 
(Hearing site: Cleveland, OH.) 

MC 136786 (Sub-222F), filed March 28. 
1980. Applicant: ROBCO 
TRANSPORTATION, INC.. P.O. Box 
10375. Des Moines. IA 50306. 
Representative: Larry D. Knox, 600 
Hubbell Bldg., Des Moines, IA 50309. 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods, as 
defined by the Commission commodities 
in bulk, and those requiring the use of 
special equipment), between points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 


facilities of The Scott Fetzer Company 
and Creata-Form. (Hearing site: 
Cleveland, OH.) 

MC 136786 (Sub-224F), filed March 31. 
1980. Applicant: BORCO 
TRANSPORTATION. INC, 4475 NE. 3d 
St., Des Moines, IA 50313. 
Representative: Stanley C. Olsen, Jr., 
7400 Metro BlvcL. Suite 411, Edina, MN 
55435. Transporting canned goods, and 
materials and supplies used in their 
manufacture and distribution from the 
facilities of Joan of Arc Company, (1) at 
or near (i) Hoopeston and Princeville, IL, 
and (ii) Turkey. NC, to points in FL and 
TX, and (2) at or near St Francisville 
and Belledeau. LA. to points in AZ, CA, 
ID, NV, OR. UT, and WA. (Hearing site: 
Minneapolis, MN. or Chicago, IL) 

MC 138157 (Sub-237F), filed April 7, 
1980. Applicant: SOUTHWEST 
EQUIPMENT RENTAL INC. d.b.a. 
SOUTHWEST MOTOR FREIGHT, 2931 
S. Market SL P.O. Box 9596, 
Chattanooga, TN 37412. Representative: 
Patrick E. Quinn (same address as 
applicant). Transporting (1) appliances, 
heating and air conditioning units, and 
(2) materials, equipment and supplies 
used in their manufacture, and 
distribution (except in bulk) between 
points in the U.S. (except AJK and HI), 
restricted (a) to traffic originating at or 
destined to the facilities of Magic Chef, 
Inc., its division and subsidiaries, and 
(b] against the transportation of 
commodities which by reason of size or 
weight require the use of special 
equipment (Hearing site: Atlanta, GA.) 

Note.—Dual operations may be involved. 

MC 138237 (Sub-llF), filed November 
9.1979, previously«ioticed in the Federal 
Register issue of March 25.1980, and 
r epubl ished this issue. Applicant: 
METRO HAULING. INC., 20848 77th 
Ave. So.. Kent WA 98031. 
Representative: Jack R. Davis. 1100 IBM 
Bldg., Seattle. WA 98101. Transporting 
general commodities (except household 
goods as defined by the Commission, 
and classes A and B explosives), 
between points in the Portland, OR, 
Longview. Seattle, Tacoma, and 
Vancouver, WA commercial zones, 
restricted to the transportation of traffic 
having a prior or subsequent movement 
by water. (Hearing site: Seattle. WA.) 

Note.—The purpose of this republication is 
to add Seattle. WA, in territorial description. 

MC 141197 (Sub-45F), filed March 27, 
1980. Applicant: FLEMING-BABCOCK. 
INC., 4106 Mattox Rd.. Riverside, MO 
64151. Representative: Tom B. 

Kretsinger, 20 East Franklin, Liberty, 

MO 64068. Transporting dry ammonium 
nitrate, in bulk, in dump vehicles, from 
Lawrence. KS, to points in AR and OK. 
(Hearing site: Kansas City, MO.) 


MC 142277 (Sub-5F). filed April 7, 
1980. Applicant: CONSOLIDATED 
PARCEL SERVICE, INC., 2058 
Concourse. St. Louis, MO 63141. 
Representative: Douglas E. Tonkinson 
(same address as applicant). Contract 
carrier, transporting (1) such 
commodities as are dealt in or used by 
manufacturers of cosmetic, and (2) 
equipment and supplies used in the 
manufacture of the commodities in (1) 
above, from Morton Grove, IL to points 
in Audrain, Bollinger, Boone» Callaway, 
Cape Girardeau, Cole. Cooper. 

Crawford, Franklin, Gasconade, 
Howard. Iron. Jefferson. Lincoln, 
Madison. Maries, Marion. Moniteau, 
Monroe. Montgomery, Osage, Perry, 
Phelp9, Pike. Pulaski, Ralls, St. Charles, 
St. Francois. Ste. Genevieve, St. Louis, 
Scott Stoddard. Warren. Washington, 
and Wayne Counties. MO, and points in 
Adams, Bond, Christian, Calhoun, 
Clinton, Effingham, Fayette, Franklin, 
Greene, Jackson, Jefferson, Jersey, 
Macoupin, Madison, Marion, Monroe, 
Montgomery, Perry, Pike, Randolph, St. 
Clair, Scott, Shelby. Washington, and 
Williamson Counties. IL under 
continuing contract(s) with Avon 
Products. Inc., of Morton Grove, IL 
Condition: Prior or coincidental 
cancellation, at carrier’s written request, 
of its duplicating authority in MO- 
142277 Sub 4, issued January 3,1978. 
(Hearing site: St. Louis. MO, or Chicago, 
IL.) 

Note.—Dual operations may be involved. 

MC 142626 (Sub-lF), filed March 11, 
1980. Applicant: BINGHAM LEASING 
CORPORATION. Box 466 Hwy 45 North. 
Booneville, MS 38829. Representative: 
John Davidson. Box 1456, 111 Hwy 72 
West Corinth. MS 38834. Transporting 
(1) new furniture and foam rubber 
between points in MS, on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI) and (2) foam rubber, 
from points in NJ. MA, and PA to points 
in GA, MS and TN. (Hearing site: 
Washington. DC.) 

MC 143267 (Sub-83F), filed June 15, 

1979, and previously noticed in the 
Federal Register issue of March 18,1980. 
Applicant: CARLTON ENTERPRISES. 
INC., P.O. Box 520, Mantua. OH 44255. 
Representative: Neal A. Jackson. 1156 
15th Street NW., Washington, DC 20005. 
Transporting refractory and magnesite 
products (except in bulk), from Seneca 
County. OH. to points in AL, CT, DE, 

MD, NJ. NY, PA and WV. (Hearing site: 
Cleveland, OH, or Washington, DC.) 

Note.—This republication is to include AL 
as a destination point 

MC 143276 (Sub-30F), filed March 25. 

1980. Applicant: WEAVER 
TRANSPORTATION COMPANY, a 
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corporation, 5452 Oakdale Rd., Smyrna, 
GA 30080. Representative: James L 
Brazee, Jr., P.O. Box 32309, Decatur, GA 
30032. Transporting limestone, limestone 
products and dolomitic limestone, (a) 
from Luttrell, TN, to points in AL. NC, 

SC, GA, FL, MS. KY, IN, OH. and WV. 
and (b) from points in Scott County, VA, 
to points in NC, SC, and TN. (Hearing 
site: Atlanta, GA.) 

Note.—Dual operations may be involved. 

MC 144117 (Sub-65F). filed March 31, 
1980. Applicant: T. L. C. LINES, INC,, 

P.O. Box 1090, Fenton, MO 63026. 
Representative: Jack H. Blanshan, 205 
West Touhy Ave., Suite 200, Park Ridge, 
IL 60068. Transporting (1) such 
commodities as are dealt in or used by 
automotive service centers, and (2) 
synthetic airline lubricating oils (except 
in bulk), between the facilities of Exxon 
Company. U.S.A., at or near (a) Bayonne 
and Bay way, NJ, (b) Baton Rouge, LA, 

(c) Baytown. TX, and (d) Pittsburgh. PA, 
on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Dallas, TX or Washington, 
DC.) 

MC 145997 (Sub-27F), filed March 27, 
1980. Applicant: JEM EQUIPMENT, 

INC., P.O. Box 396, Alma, AR 72921. 
Representative: Don Garrison, P.O. Box 
1065, Fayetteville, AR 72701. 
Transporting (1) such commodities as 
are dealt in by grocery and food 
business houses and agricultural feed 
business houses, and (2) materials, 
equipment and supplies used in the 
manufacture, distribution, and 
development of the commodities named 
in (1) above, between the facilities of 
Ralston Purina Company, at or near 
Louisville, KY, on the one hand, and, on 
the other, points in the United States 
(except AK and HI). (Hearing site: St. 
Louis, MO, or Fort Smith, AR.) 

Note.—Dual operations may be involved. 

MC 145997 (Sub-28F), filed March 27, 
1980. Applicant: JEM EQUIPMENT, 

INC., P.O. Box 396, Alma, AR 72921. 
Representative: Don Garrison, P.O. Box 
1065, Fayetteville. AR 72701. 
Transporting new furniture, in cartons, 
and materials, equipment, and supplies 
used in the manufacture and distribution 
thereof, between the facilities of Ayers 
Furniture Company, at or near Fort 
Smith, AR, on the one hand, and, on the 
other, points in the United States 
(except AK and HI). (Hearing site: Fort 
Smith, AR.) 

Note.—Dual operations may be involved. 

MC 148196 (Sub-lF), filed March 28, 
1980. Applicant: BILLY JOE DANIEL, JR., 
d.b.a. D AND L TRUCKING CO., P.O. 
Box 18, Coosa, GA 30129. 

Representative: Mark S. Gray, P.O. Box 


872, Atlanta, GA 30301. Contract carrier, 
transporting steel wire, from the 
facilities of Bekaert Steel Wire Corp., at 
or near Rome, GA, to points in AL, TN, 
KY. NC, SC, and VA, under continuing 
contract(s) with Bekaert Steel Wire 
Corp., of Rome, GA. (Hearing site: 
Atlanta, GA.) 

MC 148447 (Sub-3F), filed March 31, 
1980. Applicant: LEO BALDREE, 
CAROLYN BALDREE, and JERRY 
SUTTON, a partnership, d.b.a. LCBS 
TRUCKING ENTERPRISES. 3015 
Cartwright St., Dallas, TX 75212. 
Representative: William Sheridan, P.O. 
Drawer 5049, Irving, TX 75062. Contract 
carrier, transporting paper, in rolls, (1) 
from Dallas, TX, to points in AR, AZ, 

CA, CO, GA, IL, KS, LA, NM, OK, and 
TN, and (2) from points in GA and LA to 
Dallas, TX, under continuing contract(s) 
with Paper Tech, Inc., of Dallas, TX. 
(Hearing site: Dallas, TX.) 

MC 148447 (Sub-4F),'filed March 31, 
1980. Applicant: LEO BALDREE, 
CAROLYN BALDREE, and JERRY 
SUTTON, a partnership, d.b.a. LCBS 
TRUCKING ENTERPRISES, 3015 
Cartwright St., Dallas, TX 75212. 
Representative: William Sheridan, P.O. 
Drawer 5049, Irving, TX 75062. Contract 
carrier, transporting plastic articles 
from Dallas, TX, to points in AZ, CO, 

KS, LA, MO, MS. NE, and NM, under 
continuing contract(s) with Dolco 
Packaging Co., of Dallas, TX. (Hearing 
site: Dallas or Ft. Worth, TX.) 

MC 149197 (Sub-2F), filed March 25, 
1980. Applicant: GARDNER TRUCKING 
COMPANY, INC., 820 Ave. E, Pratt City. 
AL 35214. Representative: Gerald D. 
Colvin, Jr., 603 Frank Nelson Bldg., 
Birmingham, AL 35203. Contract carrier, 
transporting metal products, and 
materials, equipment, and supplies used 
in the manufacture and distribution of 
metal products, between the facilities of 
Alabama Metal Industries Corporation, 
at or near Birmingham, AL, on the one 
hand, and, on the other, those points in 
the U.S. in and east of TX, OK, KS, NE, 
SD. and ND, under continuing 
contract(s) with Alabama Metal 
Industries Corporation, of Birmingham, 
AL. (Hearing site: Birmingham, AL, or 
Atlanta, GA.) 

MC 149206 (Sub-3), filed March 25, 
1980. Applicant: BREWTON EXPRESS, 
INC., P.O. Box 508, Winnfield, LA 71483. 
Representative: Brian E. Brewton (same 
address as applicant). Transporting 
wire, wire products, fencing, and fencing 
materials and supplies, from the 
facilities of Bekaert Steel and Wire 
Corporation at or near Van Buren, AR, 
to points in the United States (except 
AK and HI). (Hearing site: Little Rock, 
AR, or Oklahoma City, OK.) 


Note.—Dual operations may be involved. 

MC 150486F, filed March 31,1980. 
Applicant: WORSLEY TRANSPORT, 
INC., No. Norwood St., Wallace, NC 
28466. Representative: Herbert Alan 
Dubin, 1320 Fenwick Lane, Silver Spring, 
MD 20910. Transporting petroleum and 
petroleum products, between points in 
Anson, Beaufort, Bladen, Brunswick, 
Carteret. Chatham, Columbus, Craven, 
Cumberland, Dare, Duplin, Durham, 
Edgecombe, Franklin, Greene, Harnett, 
Hoke, Hyde, Johnston, Jones, Lenoir, 
Moore. Martin, Nash, New Hanover. 
Onslow, Orange, Pamlico. Pender, Pitt, 
Richmond, Robeson, Sampson, Scotland, 
Tyrrell, Wake, Washington, Wayne, and 
Wilson Counties, NC, on the one hand, 
and, on the other, points in Georgetown, 
Williamsburg, Florence, Horry, Marion, 
Dillon, Darlington. Marlboro, and 
Chesterfield Counties. SC. Condition: 
Prior or coincidental cancellation, at 
carrier’s written request, of its permit 
MC 141699, issued April 22,1977. 
(Hearing site: Raleigh, NC.) 

Note.—Dual operations may be involved. 

Volume No. 199 

Decided: June 9,1980. 

By the Commission, Review Board Number 
3, Members Parker, Fortier and Hill. 

MC 14215 (Sub-86F), filed April 4. 

1980. Applicant: SMITH TRUCK 
SERVICE, INC., 1118 Commercial, Mingo 
Junction, OH 43938. Representative: A. 
Charles Tell, 100 East Broad St., 
Columbus, OH 43215. Transporting (1) 
zinc articles, from the facilities of T.L 
Diamond Company, at Spelter and 
Meadowbrook, WV, to points in IL, IN, 
MI, and OH, and (2) materials and 
supplies used in the manufacture and 
distribution of zinc articles, in the 
reveerse direction. (Hearing site: 
Columbus, OH.) 

MC 40235 (Sub-34F), filed April 1, 

1980. Applicant: I.R.C. & D. MOTOR 
FREIGHT. INC., P.O. Box 427,128 South 
Second St., Richmond, IN 47374. 
Representative: Walter F. Jones, Jr.. 601 
Chamber of Commerce Bldg., 
Indianapolis, IN 46204. Over regular 
routes, transporting general 
commodities (except those of unusual; 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), (1) 
between Columbus, OH, and 
Indianapolis, IN. (a) over U.S. Hwy 40, 
serving the intermediate point of 
Springfield, OH, and the off-route points 
of Urbana and Yellow Springs, OH. and 
(b) over Interstate Hwy 70, as an 
alternate route for operating 
convenience only, serving no 
intermediate points; (2) between 
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Hamilton. OH and Dayton, OH, over OH 
Hwy 4, serving the intermediate point of 
Middletown, OH, and the off-route 
points of Lebanon, Monroe, and 
Trenton, OH; (3) between Cincinnati. 
OH. and Oxford. OH, over U.S. Hwy 27, 
serving no intermediate points, (4) 
between Dayton, OH, and Sidney, OH, 
over Interstate Hwy 75, serving Troy. 
Tipp City, and Piqua, OH as 
intermediate points; (5) between 
Greenville, OH, and Union City, IN, over 
OH Hwy 571, serving no intermediate 
points. (6) between junction OH Hwy 49 
and U.S. Hwy 33, and Greenville, OH, 
over OH Hwy 49, serving all 
intermediate points, (7) between 
junction U.S. Hwys 27 and 36, and 
Greenville, OH, over U.S. Hwy 36, 
serving all intermediate points. (8) 
between junction U.S. Hwy 27 and IN 
Hwy 32, and Union City, IN-OH, over IN 
Hwy 32. serving all intermediate points, 
(9) between Indianapolis, IN, and 
Lafayette. IN, over U.S. Hwy 52, serving 
the intermediate point of Lebanon, IN, 
and the off-route points of Attica and 
Frankfort, IN, (10) between Indianapolis, 
IN. and Cfawfordsville, IN, over U.S. 
Hwy 136, serving no intermediate points, 
(11) between Lafayette, IN and 
Crawfordsville, IN, over U.S. Hwy 231 
serving all intermediate points, (12) 
between Lafayette, IN, and Attica, IN, 
from Lafayette, over IN Hwy 25 to 
junction IN Hwy 28, then over IN Hwy 
28. serving no intermediate points, (13) 
between Attica, IN and Crawfordsville. 
IN. from Attica over U.S. Hwy 41 to 
junction U.S. Hwy 136, then over U.S. 
Hwy 136 to Crawfordsville, IN, serving 
no intermediate points, (14) between 
Indianapolis, IN and Dephi, IN, over U.S. 
Hwy 421, serving all intermediate points, 
(15) between Lebanon, IN and Frankfort, 
IN, over IN Hwy 39, serving all 
intermediate points, (16) between 
Lafayette, IN, and Frankfort, IN, over IN 
Hwy 38, serving all intermediate points. 
(17) between Lafayette, IN and 
Logansport. IN, over IN Hwy 25. serving 
the intermediate point of Delphi, IN and 
the off-route point of Flora, IN, (18) 
between Indianapolis, IN, and Lafayette. 
IN. over Interstate Hwy 65, as an 
alternate route for operating 
convenience only, serving no 
intermediate points, (19) between 
Indianapolis. IN, and junction U.S. Hwy 
41 and Interstate Hwy 74, over Interstate 
Hwy 74. as an alternate route for 
operating convenience only, serving no 
intermediate points. (20) betwwen 
Lafayette, IN and Fort Wayne, IN, from 
Lafayette over IN Hwy 25 to junction 
U.S. Hwy 24, then over U.S. Hwy 24 to 
Fort Wayne, and return over the same 
route, serving all intermediate points, 


(21) between Indainapolis. IN and 
Rochester, IN, over U.S. Hwy 31, serving 
the intermediate points of Noblesville 
and Kokomo, IN. and the off-route 
points of Grissom AFB, Bunker Hill, and 
Kewanna, IN. (22) between Kokomo. IN 
and Logansport. IN. over U.S. Hwy 35, 
serving no intermediate points, (23) 
between Indianapolis, IN and 
Logansport, IN, from Indianapolis over 
U.S. Hwy 421 to junction IN Hwy 29, 
then over IN Hwy 29 to Logansport, IN, 
and return over the same route, srving 
all the intermediate points, (24) between 
Indianapolis. IN and Fort Wayne. IN. 
over IN Hwy 37, serving the 
intermeidate points of Elwood, Marion 
and Huntington. IN, and the off-route 
point of Tipton, IN, (25) between 
Indianspolis, IN and Tipton, IN, from 
Indianapolis over U.S. Hwy 31 to 
junction IN Hwy 32, then over IN Hwy 
32 to junction IN Hwy 19, then over IN 
Hwy 19 to Tipton, and return over the 
same route, serving all intermediate 
points, (26) between Kokomo, IN, and 
Logansport, IN, over U.S. Hwy 35, 
serving no intermediate points, (27), 
between Peru. IN and Marion, IN: from 
Peru over IN Hwy 21 to junction IN Hwy 
18, then over IN Hwy 18 to Marion, and 
return over the same route, serving the 
intermediate points of Amboy and 
Converse, IN, (28) between Shelbyville, 
IN and North Manchester, IN, from 
Shelbyville over LN Hwy 9 to junction IN 
Hwy 13, then over IN Hwy 13 to North 
Manchester, and return over the same 
route, serving the intermediate point of 
Urbana. IN, (29) between Wabash. IN 
and Warsaw. IN, over Hwy 15, serving 
no intermediate points, (30) between 
Logansport. IN and Warsaw, IN, over IN 
Hwy 25. serving all intermediate points. 
(31) between Rochester, IN and Fort 
Wayne, IN, over IN Hwy 14, serving all 
intermediate points, (32) between 
Warsaw, IN and Fort Wayne, IN, over 
U.S. Hwy 30, serving no intermediate 
points, (33) between Muncie, IN and 
Tipton, IN, from Muncie over U.S. Hwy 
35 to junction IN Hwy 28, then over IN 
Hwy 28 to Tipton, and return over the 
same route, serving the intermediate 
point of Elwood, IN. (34) between 
Anderson, IN and Marion, IN, over Hwy 
9. serving the intermediate point of 
Alexandria, IN, (35) between Muncie, IN 
and Fort Wayne, IN, over IN Hwy 3, 
serving the intermediate point of 
Hartford City. IN. and the off-route point 
of Montpelier, IN. (,36) between Portland, 
IN and Marion, IN: from Portland over 
U.S. Hwy to junction IN Hwy 18, then 
over IN Hwy 18 to Marion, and return 
over the same route, serving all 
intermediate points, (37) between 
Portland, IN and Hartford City. IN, over 


IN Hwy 26, serving all intermediate 
points, (38) between Muncie. IN and 
Huntington, IN. from Muncie over IN 
Hwy 3 to junction IN Hwy 5. then over 
IN Hwy 5 to Huntington, and return over 
the same route, serving all intermediate 
points, (39) between Redkey, IN and 
Kendallville, IN, from Redkey over IN 
Hwy 1 to junction IN Hwy 3, then over 
IN Hwy 3 to Kendallville, and return 
over the same route, serving the 
intermediate points of Bluffton, IN and 
Ossian, IN, and the off-route points of 
Auburn, IN and Garrett, IN, (40) 
between Fort Wayne. IN and 
Churubusco. IN, over U.S. Hwy 33, 
serving all intermediate points (41) 
between Fort Wayne, IN and Auburn, 

IN, over Interstate Hwy 69, serving all 
intermediate points, (42) between 
Churubusco, IN. and Auburn, IN, from 
Churubusco, IN over IN Hwy 205 to 
junction IN Hwy 327, then over IN Hwy 
327 to junction IN Hwy 8. then over IN 
Hwy 8 to Auburn, and return over the 
same route, serying all intermediate 
points, (43) between Indianapolis, IN 
and Franklin, IN, over U.S. Hwy 31, 
serving all intermediate points. (44) 
between Franklin, IN, and Connersville, 
IN, over IN Hwy 44, serving all 
intermediate points, (45) between 
Indianapolis, IN and Shelbyville. IN, 
from Indianapolis over U.S. Hwy 421 to 
junction IN Hwy 9, then over IN Hwy 9 
to Shelbyville, and return over the same 
route, serving all intermediate points, 
and (46) between Indianapolis, IN and 
Mooresville, IN, over IN Hwy 67, serving 
all intermediate points. (Hearing site: 
Indianapolis. IN. or Cincinnati, OH.) 

MC 52574 (Sub-6lF), filed March 24, 
1980. Applicant: ELIZABETH FREIGHT 
FORWARDING CORP., 120 South 20th 
St., Irvington, NJ 07111. Representative: 
Michael R. Werner, 167 Fairfield Road, 
Fairfield, NJ 07006. Contract carrier, 
transporting bakery products, from 
Wayne. NJ. to Navarre and Martins 
Ferry, OH, under continuing contract(s) 
with Drake Bakeries, Division of Borden 
Company, of Wayne, NJ. (Hearing site: 
New York. NY. or Newark. NJ.) 

MC 52704 (Sub-269F), filed April 4, 
1980. Applicant: GLENN MCCLENDON 
TRUCKING COMPANY, INC., P.O. 
Drawer H, Lafayette, AL 36862. 
Representative: Archie B. Culbreth, 

Suite 202, 2200 Century Parkway, 

Atlanta, GA 30345. Transporting (1) 
wood pulp, in bales, and printing paper 
(except newsprint), from the facilities of 
Allied Paper Company, a Division of 
SCM Corporation, at or near Jackson, 

AL, to points in AR, GA, FL, IL. IN, KY, 
LA, MO, MS, NC, OK. SC, TN. TX, and 
VA; and (2) materials, equipment, and 
supplies used in the manufacture and 
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distribution of the commodities in (1) 
above (except commodities in bulk), in 
the reverse direction. (Hearing site: 
Atlanta, GA.) 

MC 83835 (Sub-169F), filed April 1, 
1980. Applicant: WALES 
TRANSPORTATION, INC., P.O. Box 
226186, Dallas, TX 75266. 

Representative: James W. Hightower, 
5801 Marvin D. Love Freeway, Suite 301, 
Dallas, TX 75237. Transporting (1) 
machinery, equipment, materials and 
supplies used in or in connection with 
the discovery, development, production, 
refining, manufacturing, processing, 
storage, transmission, and distribution 
of natural gas and petroleum and their 
products and by-products; and (2) earth 
drilling machinery, equipment, 
materials, supplies and pipe incidental 
to, used in, or in connection with (a) the 
transportation, installation, removal 
operation, repair, servicing, 
maintenance and dismantling of drilling 
machinery and equipment, (b) the 
completion of holes or wells drilled, (c) 
the production, storage and transmission 
of commodities resulting from drilling 
operations at well or hole sites, and (d) 
the injection or removal of commodities 
into or from holes or wells, between 
points in the U.S. (including AK but 
excluding HI), restricted to traffic 
originating at or destined to the facilities 
used by Trans-Texas Energy, Inc. 
(Hearing site: Dallas, TX.) 

MC 85934 (Sub-117F), filed April 4, 
1980. Applicant: MICHIGAN 
TRANSPORTATION COMPANY, a 
corporation, 3601 Wyoming, P.O. Box 
248, Dearborn, MI 4812a Representative: 
Edwin M. Snyder, 22375 Haggerty Road, 
P.O. Box 400, Northville, Ml 48167. 
Transporting asphalt, in containers, and 
building materials (except in bulk), from 
the facilities of Witco Chemical Corp., at 
or near, Lawrenceville, IL, to points in 
IL, IN. KY, MI. MO, OH, and TN. 
(Hearing site: Chicago, IL or 
Washington, DC.) 

MC 85934 (Sub-118F), filed April 4, 
1980. Applicant: MICHIGAN 
TRANSPORTATION COMPANY, a 
corporation. 3601 Wyoming, P.O. Box 
248, Dearborn, MI 48120. Representative: 
Edwin M. Snyder, 22375 Haggerty Road, 
P.O. Box 400, Northville, MI 48167. 
Transporting (1) cement, in bulk, from 
the facilities of S.M.E. Cement Company, 
at or near Middlebranch, OH. to points 
in IN. KY, MI, OH, PA, and WV; (2) 
cement, from the facilities of Penn-Dixie 
Cement Company, at or near West Des 
Moines, IA, to points in IL, LA, KS. MN, 
MO. NE. ND. SD. and WI; and (3) 
cement, in bags, from the facilities of Set 
Products Co., at or near Macedonia, OH, 
to points in IN, KY, Ml, OH, PA, and 


WV. (Hearing site: Chicago. IL, or 
Washington. DC.) 

MC 85934 (Sub-119F), filed April 4, 
1980. Applicant: MICHIGAN 
TRANSPORTATION COMPANY, a 
corporation. 3601 Wyoming. P.O. Box 
248, Dearborn, MI 48120. Representative: 
Edwin M. Snyder, 22375 Haggerty Rd., 
P.O. Box 40a Northville, MI 48187. 
Chemicals, in bulk. (1) from the facilities 
of Witco Chemical Corp., at or near 
Forest View, IL, to points in IL, IN, LA, 
MI, MN. MO, NE, and WI; and (2) from 
the facilities of Witco Chemical Corp., at 
or near Chicago, IL, to points in IL, IN, 
IA. MI, MN. MO. NJ. ND. OH. SD, TX, 
and WI. (Hearing site: Chicago, IL, or 
Washington, DC.) 

MC 91725 (Sub-2F), filed March 31, 
1980, Applicant: MANY'S EXPRESS, 
INC., Box 328, Old Route 9 and Croton 
River Bridge, Ossining, NY 10562. 
Representatives: John L. Alfano, 550 
Mamaroneck Ave., Harrison, NY 10528. 
Transporting household goods as 
defined by the Commission, between 
points in Westchester County, NY, on 
the one hand, and, on the other, points 
in CT, MA, NJ. NY. PA and RI. (Hearing 
site: New York, NY.) 

MC 94265 (Sub-346F), filed April 4, 
1980. Applicant: BONNEY MOTOR 
EXPRESS, INC., P.O. Box 305, Route 460, 
Windsor, VA 23487. Representative: 
Clyde W. Carver, P.O. Box 720434, 
Atlanta, GA 30328. Transporting toilet 
preparations, from the facilities used by 
Supreme Distributors Company and 
Advance Promotions, Inc., at Detroit, 

MI, to points in FL. (Hearing site: 

Detroit, MI, or Washington, DC.) 

MC 104104 (Sub-23F), filed April 1, 
1980. Applicant: GEORGE A FETZER, 
INC., Newton-Sussex Rd., Augusta, NJ 
07822. Representative: Robert B. Pepper, 
168 Woodbridge Ave., Highland Park, NJ 
08904. Transporting (1) cleaning 
compounds, from Port Jervis, NY, to 
those points in the U.S. in and east of 
MN, IA. MO, AR, and LA; and (2) 
materials and supplies used in the 
manufacture and distribution of cleaning 
compounds (except commodities in 
bulk), in the reverse direction. (Hearing 
site: Newark, NJ.) 

MC 106674 (Sub-478F), filed April 7, 
1980. Applicant: SCHILU MOTOR 
LINES, INC., P.O. Box 123, Remington, 

IN 47977. Representative: Jerry L. 
Johnson (same address as applicant). 
Transporting building materials (except 
commodities in bulk) between the 
facilities of Master Builders Division, 
Martin Marietta Corporation, at Buffalo, 
NY and Springfield, MO, on the one 
hand, and, on the other, those points in 
the U.S. in and east of ND, SD, NE, CO, 


OK, and TX. (Hearing site: Chicago, IL, 
or Indianapolis, IN.) 

MC 107295 (Sub-978F), filed April 4. 
1980. Applicant: PRE-FAB TRANSIT 
CO., P.O. Box 146, Farmer City, IL 61842. 
Representative: Todd A. Peterman 
(same address as applicant). 
Transporting (1) insulation materials, 
from Port Allegany, PA, and Sedalia, 
MO, to points in the U.S. (except AK 
and HI); and (2) materials, equipment, 
and supplies used in the manufacture 
and distribution of commodities named 
in (1) above (except commodities in 
bulk), in the reverse direction. (Hearing 
site: Washington, DC.) 

MC 107515 (Sub-135lF), filed April 6, 
1980. Applicant: REFRIGERATED 
TRANSPORT CO., INC., P.O. Box 308, 
Forest Park, GA 30050. Representative: 
Alan E. Serby, 3390 Peachtree Rd., N.E., 
5th Floor, Lenox Towers South, Atlanta. 
GA 30326. Transporting (1) soaps and 
toilet preparations, from the facilities of 
Minnetonka, Inc., at or near 
Minneapolis, Chaska and Wiona, MN, 
and San Jose, CA, to points in the U.S. 
(except AK and HI); and (2) materials, 
equipment, and supplies used in the 
manufacture and distribution of the 
commodities in (1) above, in the reverse 
direction. (Hearing site: Minneapolis. 
MN.) 

Note.—Dual operations may be involved. 

MC 110325 (Sub-147F), filed April 2, 
1980. Applicant: TRANSCON LINES, a 
corporation, P.O. Box 92220, Los 
Angeles, CA 90009. Representative: 
Wentworth E. Griffin, Midland Building, 
1221 Baltimore Ave., Kansas City, MO 
64105. Over regular routes, transporting 
general commodities, (except those of 
unusual value, Classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), serving the facilities of 
Siemens-Allis. Inc., at or near Wendell. 
NC, as an off-route point in connection 
with carrier’s otherwise authorized 
regular route operations. (Hearing site: 
Milwaukee, WI.) 

Note.—Applicant intends to tack this 
authority with its existing regular-route 
authority. 

MC 112014 (Sub-30F), filed April 2, 
1980. Applicant: SKAGIT VALLEY 
TRUCKING CO., INC., P.O. Box 400, 
Mount Vernon, WA 98273. 
Representative: Michael D. 
Duppenthaler, 211 South Washington 
St., Seattle, WA 98104. Transporting (1) 
foodstuffs and (2) materials, equipment 
and supplies used in the manufacture, 
and distribution of foodstuffs (except in 
bulk), between points in CA, OR, and 
WA, restricted to traffic moving from, 
to, or between the facilities of Ocean 
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Spray Cranberries, Inc., and Diamond/ 
Sunsweet, Inc., or the facilities of 
manufacturing contractors used by 
Ocean Spray Cranberries, Inc., and 
Diamond/Sunsweet, Inc. (Hearing site: 
Seattle, WA.) 

MC 112304 (Sub-207F). filed July 24, 

1979. Applicant: ACE DORAN 
HAULING & RIGGING CO., a 
corporation, 1601 Blue Rock St., 
Cincinnati, OH 45223. Representative: 
fohn D. Herbert (same address as 
applicant). Transporting (1) iron and 
steel articles, from the facilities of 
Interlake, Inc., at or near Newport and 
Wilker, KY, to those points in the U.S. in 
and east of ND. SD, KS. NE, OK. and 
TX, and (2) materials, equipment, and 
supplies used in the manufacture of iron 
and steel articles, (except commodities 
in bulk), in the reverse direction. 
(Hearing site: Cincinnati, OH, or 
Louisville, KY.) 

MC 112304 (Sub-240F), filed April 4, 

1980. Applicant: ACE DORAN 
HAULING & RIGGING CO., a 
corporation, 1601 Blue Rock St., 
Cincinnati, OH 45223. Representative: 
John G. Banner (same address as 
applicant). Transporting aluminum 
articles, zinc articles, and lead articles 
(except commodities in bulk), between 
the facilities of U.S. Reduction Co. at 
Toledo, OH, Alton and Madison, IL, 
Gary, Hammond and East Chicago, IN, 
Marietta, PA, and Russellville and 
Anniston, AL, on the one hand, and, on 
the other, those points in the U.S. in and 
east of ND. SD. NE, CO, and NM. 
(Hearing site: Chicago, IL, or 
Washington. DC.) 

MC 114045 (Sub-562F), filed April 7. 
1980. Applicant: TRANS-COLD 
EXPRESS, INC., P.O. Box 61228, Dallas, 
TX 75261. Representative: J. B. Stuart 
(same address as applicant). 
Transporting meats, meat products, 
meat by-products, and articles 
distributed by meat packinghouses, as 
described in Sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 M.C.C. 
209 and 766, (except hides and 
commodities in bulk), from the facilities 
of Wilson Foods corporation, at 
Marshall, MO, Monmouth IL and 
Omaha, NE, to points in OK and TX, 
restricted to traffic originating at the 
named origin and destined to the named 
destinations. (Hearing site: Dallas. TX.) 

MC 115215 (Sub-38F), filed April 1, ' 

1980. Applicant: NEW TRUCK LINES. 
INC., P.O. Box 639, Perry, FL 32347. 
Representative: Charles Ephraim. Suite 
800, 1250 Connecticut Ave. N.W., 
Washington, DC 20036. Transporting 
foodstuffs, from Lincolnton, NC, to 


points in FL. (Hearing site: Washington, 
DC.) 

MC 115554 (Sub-30F), filed March 28, 
1980. Applicant: HEARTLAND 
EXPRESS. INC. OF IOWA, P.O. Box 89B, 
R.R. 6, Iowa City, IA 52240. 
Representative: Michael J. Ogbom, P.O. 
Box 82028, Lincoln, NE 68501. 
Transporting (1) refrigeration 
equipment, electrical equipment, and 
electrical appliances, and (2) materials, 
and supplies used in the manufacture, 
repair, and distribution of the 
commodities named in (1) above, from 
the facilities of Amana Refrigeration, 
Inc., at or near Amana, IA, to Kansas 
City and St. Louis, MO. (Hearing site: 

Des Moines. IA.) 

MC 116254 (Sub-312F). filed March 28. 
1980. Applicant: CHEM-HAULERS, INC., 
118 East Mobile Plaza. Florence, AL 
35630. Representative: Hampton M. 

Mills (same address as applicant). 
Transporting ferro-phosphorus, in bulk, 
in dump vehicles, from Memphis, TN, to 
Marshall, TX. (Hearing site: St. Louis, 
MO, or Washington, DC.) 

MC 116254 (Sub-313F), filed March 28, 
1980. Applicant: CHEM-HAULERS, INC., 
118 East Mobile Plaza, Florence, AL 
35630. Representative: Hampton M. 

Mills (same address as applicant). 
Transporting polyester fibre chips, in 
hopper-type vehicles, from the facilities 
of Goodyear Tire & Rubber Company, at 
or near Scottsboro, AL. to the 
Shakespeare Company, at or near 
Columbia, SC. (Hearing site: Columbus, 
OH. or Washington, DC.) 

MC 116254 (Sub-314F), filed April 2. 
1980. Applicant: CHEM-HAULERS, INC., 
118 East Mobile Plaza, Florence, AL 
35630. Representative: Hampton M. 

Mills (same address as applicant). 
Transporting (1) aluminum articles, from 
the facilities of Alumax of South 
Carolina, Inc., at or near Mt. Holly, SC, 
to points in OK and TX; and (2) 
electrolite bath, from Rockdale. TX, to 
the origin named in (1) above. (Hearing 
site: Charleston, SC. or Washington. 

DC.) 

MC 116544 (Sub-188F), filed October 
15,1979. previously published in the 
Federal Register issue of April 8,1980. 
Applicant: ALTRUK FREIGHT 
SYSTEMS, INC., 1703 Embarcadero Rd., 
Palo Alto. CA 94303. Representative: 
Richard G. Lougee, P.O. Box 10061, Palo 
Alto, CA 94303. Transporting cheese, 
cheese food, and cheese spread, (1) 
between Carthage, MO, on the one 
hand, and, on the other, points in CT, IL. 
IN. KY, MD, MA. NJ. NM. NY. NC. OH. 
LA. MS. PA. RI. TN. TX. VA. WV. and 
DC, (2) between Monett, MO, on the one 
hand, and, on the other, points in AL, 

AR, FL. GA, IL. KY. TN. LA, MS. NM, 


SC, TX. and WI. and (3) from points in 
IA to points in MO. restricted in Parts 
(1), (2) and (3) to traffic originating at or 
destined to the facilities of L.D. 
Schreiber Cheese Co.. Inc. (Hearing site: 
Green Bay, WI. or Washington. DC.) 

Note.—This republication indicates the 
correct territorial description. 

MC 116544 (Sub-208F), filed March 11. 
1980. Applicant: ALTRUK FREIGHT 
SYSTEMS, INC., 1703 Embarcadero Rd., 
Palo Alto, CA 94303. Representative: 
Richard G. Lougee, P.O. Box 10061, Palo 
Alto. CA 94303. Transporting meats, 
meat products, meat byproducts, and 
articles distributed by meat packing 
houses, as described in Sections A and 
C of Appendix I to the report in Motor 
Carrier Certificates, 61 M.C.C. 209 and 
766 (except hides and commodities in 
bulk), from Toppenish and Yakima, WA, 
to points in AZ, CA. CO. IA, ID, MT, NE, 
NV. OR, TX, and UT, restricted to traffic 
originating at the named origins and 
destined to the indicated destinations. 
(Hearing site: Seattle. WA, or San 
Francisco. CA.) 

MC 117765 (Sub-291F), filed March 31. 
1980. Applicant: HAHN TRUCK LINE, 
INC., 1100 S. MacArthur, P.O. Box 75218, 
Oklahoma City. OK 73147. 
Representative: R. E. Hagan (same 
address as applicant). Transporting gas 
cylinders, from the facilities of 
Chesterfield Cylinder Co., at or near 
Enid, OK, to points in the U.S. (except 
AK, HI and OK). (Hearing site: 
Oklahoma City, OK.) 

MC 117765 (Sub-292F), filed April 7, 
1980. Applicant: HAHN TRUCK LINE, 
INC., 1100 S. MacArthur. P.O. Box 75218. 
Oklahoma City, OK 73147. 
Representative: R. E. Hagan (same 
address as applicant). Transporting 
petroleum products, in containers, from 
Eldorado. KS, to points in AR, CO, LA, 
NM. OK. TX, and WY. (Hearing site: 
Oklahoma City. OK.) 

MC 119555 (Sub-27F). filed April 7. 
1980. Applicant: OIL AND INDUSTRY 
SUPPLIERS. LTD.. P.O. BOX 3500, 
Calgary, Alberta. Canada T2P 2P9. 
Representative: Ray F. Koby, 314 
Montana Bldg., Great Falls. MT 59401. 
Transporting liquid insecticide, in bulk, 
in tank vehicles, from Pittsburg, CA to 
ports of entry on the international 
boundary line between the U.S. and 
Canada, at or near Detroit, MI, (Hearing 
site: Great Falls, MT.) 

MC 119634 (Sub-49F). filed April 4. 
1980. Applicant: DICK IRVIN, INC.. 
Highway 2 West. P.O. Box F, Shelby. 

MT 59474. Representative: Joe Gerbase. 
100 Transwestern Bldg., Billings. MT 
59101. Transporting agricultural 
chemicals, between points in WA. ID, 

OR MT. ND, and WY, on the one hand. 
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and on the other, those points in the U.S. 
in and west of MN. IA. MO. AR, and LA; 
and from Midland, MI, to points in WA, 
ID, OR, MT, ND, and WY. (Hearing site: 
Billings, or Great Falls, MT.) 

MC123115 (Sub-22F), filed April 1, 
1980. Applicant: PACKER 
TRANSPORTATION CO., a corporation, 
465 South Rock Blvd., Spark9. NV 89431. 
Representative: Robert G. Harrison, 4299 
James Drive, Carson City. NV 89701. 
Transporting fiberglass ceiling tile, from 
the facilities of Owens-Coming 
Fiberglas Corporation, at St. Helens, OR, 
to points in NV. (Hearing site: Reno, 

NV.) 

MC 123405 (Sub-80F), filed April 4, 
1980. Applicant: FOOD TRANSPORT, 
INC., R.D. No. 1, Thomasville. PA 17364. 
Representative: Christian V. Graf, 407 
North Front St., Harrisburg, PA 17101. 
Transporting canned goods, from the 
facilities of Old Virginia, Inc. at or near 
Front Royal, VA. to points in FL, GA, 

AL, and MS, restricted to traffic 
originating at the named origin and 
destined to the indicated destinations. 
(Hearing site: Washington. DC or 
Harrisburg. PA.) 

MC 123744 (Sub-82F), filed March 31, 
1980. Applicant: BUTLER TRUCKING 
COMPANY, a corporation, P.O. Box 88, 
Woodland, PA 16881. Representative: 
Dwight L Koerber, Jr., 805 McLachlen 
Bank Building, 666 Eleventh Street NW„ 
Washington, DC 20001. Transporting (1) 
refractories, and (2) materials and 
supplies used in the manufacture of 
refractories, between Chicago, IL and 
Wellsvilie, MO, on the one hand, and, 
on the other, points in OH, MI, PA, NY, 

MD. WV. VA. NC, SC. GA, AL, TN. and 

KY. (Hearing site: Washington. DC.) 

Note.—Dual operations may be involved. 

MC 123805 (Sub-18F), filed February 

20,1980, previously published in the 
Federal Register issue of May 1,1980. 
Applicant: LOMAX TRUCKING 
SERVICE, INC., R.R No. 1, Hannibal, 
MO 63401. Representative: Thomas P. 
Rose, P.O. Box 205, Jefferson City. MO 
65102. Transporting (1) cast iron borings, 
in bulk, in dump vehicles, from points in 
Adams County, IL, to points in IA and 
MO; and (2) road construction materials 
and building supplies, in bulk, in dump 
vehicles, from points in Clarks, Lewis, 
Marion, Ralls, Pike, Lincoln, Audrain, 
Monroe, Shelby, Knox, Scotland, Adair 
and Macon Counties, MO, to those 
points in IA on, east, and south of a line 
beginning at Davenport, LA, and 
extending along Interstate Hwy 80 to 
junction U.S. Hwy 63. then over U.S. 
Hwy 63 to the LA-MO State line. 
(Hearing site: Jefferson City, or St. Louis, 
MO.) 


Note.—This republication indicates the 
correct origin. 

MC 124154 (Sub-105F), filed April 7. 
1980. Applicant: WINGATE TRUCKING 
COMPANY, INC., P.O. Box 645, Albany. 
GA 31702. Representative: W. D. 

Wingate (same address as applicant). 
Transporting plant defoliant, between 
Mt. Pleasant, TN, and Fresno. CA. 
(Hearing site: Richmond, VA, or 
Washington, DC.) 

MC 126305 (Sub-144F), filed April 7, 
1980. Applicant: BOYD BROTHERS 
TRANSPORTATION CO.. INC.. RFD1, 
Box 18, Clayton. AL 36018. 
Representative: George A. Olsen, P.O. 
Box 357, Gladstone, NJ 07934. 
Transporting (1) starch from Decatur, IL, 
and Hammond, IN, to the facilities of 
Gold Bond Building Products. Division of 
National Gypsum Co., at or near 
Savannah. GA, Tampa, FL, and 
Westwego, LA, and (2) (a) Composition 
Board, and (b) materials, equipment, 
and supplies used in the manufacture of 
Composition Board, between the 
facilities of Gold Bond Building 
Products, Division of National Gypsum 
Co., at or near Mobile, AL, on the one 
hand, and, on the other those points in 
the U.S. in and east of MN, LA, MO, AR, 
and TX. (Hearing site: Charlotte, NC, or 
Washington, DC.) 

MC 126844 (Sub-94F), filed April 4, 
1980. Applicant: R.D.S. TRUCKING CO., 
INC., 1713 North Main Road, Vineland, 
NJ 08360. Representative: Kenneth F. 
Dudley, P.O. Box 279, Ottumwa, LA 
52501. Transporting (1) paper and paper 
products and (2) materials, equipment 
and supplies used in the manufacture 
and distribution of paper and paper 
products (except commodities in bulk), 
between points in the U.S. in and east of 
ND. SD. NE, KS, CO, OK, and TX, 
restricted to traffic originating at or 
destined to the facilities of Scott Paper 
Company. (Hearing site: Columbus, OH, 
or Chicago, IL.) 

MC 128205 (Sub-94F). filed March 26, 
1880. Applicant: BULKMATIC 
TRANSPORT COMPANY. 12000 South 
Doty Ave., Chicago, IL 60628. 
Representative: Arnold L. Burke. 180 
North LaSalle SL. Chicago, IL 60601. 
Transporting (1) foundry sand additives, 
foundry facings, and foundry core 
compounds, from the facilities of The 
Hill and Griffith Co., at or near Burbank, 
OH, to points in CT, DE, MD, MA, NJ, 
NY, PA Rl, VA, WV, and DC; and (2) 
equipment, materials and supplies used 
in the production and manufacture of 
the commodities in (1) above, in the 
reverse direction. (Hearing site: 
Cincinnati, or Columbus, OH.) 

MC 133095 (Sub-276F), filed October 9, 
1979 Applicant: TEXAS CONTINENTAL 


EXPRESS. INC., P.O. Box 434, Euless, TX 
76039. Representative: Ron Duncan 
(same address as applicant). 
Transporting alcoholic beverages, from 
points in KY to points in CA. (Hearing 
site: Dallas, TX.) 

MC 133655 (Sub-215F), filed March 28, 
1980. Applicant TRANS-NATIONAL 
TRUCK, INC., P.O. Box 402535, Dallas, 
TX 75240. Representative: Warren 
Troupe (same address as applicant). 
Transporting such commodities as are 
dealt in, or used by, department, retail, 
discount, and variety stores, (1) from 
points in NJ and NC to the facilities of 
Ponder Traffic Service at Amarillo and 
Lubbock, TX, (2) between the facilities 
of Ponder Traffic Service at (a) 

Amarillo, TX, and (b) and Lubbock, TX, 
and (3) from points in IL, IN, NJ. NY. 

OH, and PA to points in AL. AR, IL, KS, 
KY, LA, MS, MO, OK, TN. and TX, 
restricted in (3) above to traffic 
originating at or destined to the facilities 
of Wal-Mart Stores, Inc. (Hearing site: 
Dallas, TX.) 

MC 133805 (Sub-52F), filed April 1, 
1980. Applicant: LONE STAR 
CARRIERS, INC., Rt. 1, Box 48, Tolar, 

TX 76476. Representative: Harry F. 
Horak, Suite 115, 5001 Brentwood Stair 
Rd., Fort Worth, TX 76112, Transporting 
foodstuffs (except in bulk), from the 
facilities of Anderson Clayton Foods, at 
or near (a) Jacksonville, IL, to the 
facilities of Anderson Clayton Foods, at 
or near Sherman. TX; (b) Humboldt, TN, 
to points in IL, TX, CO, and CA; and (c) 
Sherman, TX, to points in CA, CO, AR, 
OK, KS, TN, and IL. (Hearing site: Fort 
Worth, TX.) 

Note.—Dual operations may be involved. 

MC 133805 (Sub-53F), filed April 1, 
1980. Applicant: LONE STAR 
CARRIERS, INC.. Route 1, Box 48. Tolar, 
TX 76476. Representative: Harry F. 
Horak, Suite 115, 5001 Brentwood Stair 
Rd., Fort Worth, TX 76112. Transporting 
(1) chemicals (except in bulk, in tank 
vehicles), from points in WY, NM, CA, 
and those points in the U.S. in and east 
of MN. LA, MO. AR, and LA (except 
Memphis, TN), to Memphis, TN, and 
points in OK. TX, LA, and AR, and (2) 
materials and supplies used in the 
distribution of chemicals, between the 
facilities of McKesson Chemical 
Company, in TX. LA. AR, and OK. 
(Hearing site: Fort Worth or Houston. 
TX.) 

MC 133965 (Sub-18F), filed April 4. 
1980. Applicant: CALZONA 
TRANSPORTATION, INC., P.O. Box 
6558, Phoenix, AZ 85005. Representative: 
William J. Lippman, Suite 330 Steele 
Park, 50 South Steele St., Denver, CO 
80209. Transporting, cottonseed oil, in 
bulk, in tank vehicles, (1) from 
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Calipatria, CA, to Casa Grande. AZ, and 
(2) from Casa Grande, AZ, to Houston, 
TX and points in Los Angeles and 
Orange Counties, CA. (Hearing site: 
Phoenix, AZ.) 

MC134064 (Sub-37F), filed April 3, 
1980. Applicant: INTERSTATE 
TRANSPORT, INC., 1800 Highway 129 
South, Gainesville. GA 30501. 
Representative: Charles M. Williams, 

350 Capitol Life Center, 1600 Sherman 
St.. Denver, CO 80203. Transporting 
emulsified petroleum paraffin wax and 
chemicals, (except in bulk), from 
Cincinnati. OH. to points in GA. MD, IL. 
MA, ML NJ, NY. NC. TX, and WI. 
(Hearing site: Cincinnati, OH.) 

MC 134064 (Sub-38F), filed April 3. 
1980. Applicant: INTERSTATE 
TRANSPORT, INC., 1600 Highway 129 
South. Gainesville. GA 30501. 
Representative: Charles M. Williams, 

350 Capitol Life Center, 1600 Sherman 
St., Denver, CO 80203. Transporting such 
commodities as are dealt in by retail, 
discount, department, and variety stores 
(except commodities in bulk), from 
points in AL, FL, IL, MI. OH. NC, and 
SC, to the facilities of Wal-Mart Stores, 
Inc., at or near Bentonville, Searcy, and 
Fort Smith, AR. (Hearing site: Little 
Rock. AR.) 

MC 135524 (Sub-127F). filed April 3. 
1980. Applicant: G.F. TRUCKING 
COMPANY, a corporation, P.O. Box 229, 
1028 West Rayen Ave., Youngstown, OH 
44501. Representative: George Fedorisin, 
914 Salt Springs Road, Youngstown, OH 
44509. Transporting (1) building 
materials, (2) iron and steel articles and 
(3) materials, equipment and supplies 
used in the manufacture and distribution 
of the commodities in (1) and (2) above, 
between Youngstown, OH, on the one 
hand, and, on the other, points in the 

U. S. (excluding HI). [Hearing site: 
Columbus, or Cleveland, OH.) 

MC 135895 (Sub-94F), filed March 27, 
1980. Applicant: B & R DRAY AGE, INC., 
P.O. Box 8534, Battlefield Station. 

Jackson. MS 39204. Representative: 
Douglas C. Wynn, P.O. Box 1295, 
Greenville, MS 38701. Transporting (1) 
metal containers, closures, and ends, 
between points in AR. LA, MS. NM, OK, 
and TX: and (2) equipment, materials, 
and supplies used in the manufacture 
and distribution of commodities 
described in (1) above (except 
commodities in bulk and those requiring 
special equipment), between points in 

AL, AR. IN, LA. MS. NM, OK. and TX. 
restricted to traffic originating at or 
destined to the facilities of Continental 
Can Co.. USA, a Division of Continental 
Group. Inc. (Hearing site: Houston, TX 
or Jackson, MS.) 


MC 136605 (Sub-151F), filed March 31. 
1980. Applicant: DAVIS TRANSPORT. 
INC., P.O. Box 8058, Missoula. MT 59807. 
Representative: Allen P. Felton (same 
address as applicant). Transporting (1) 
salt and salt products, and (2) 
equipment, materials, and supplies used 
in the agricultural, water treatment, food 
processing, wholesale grocery and 
institutional supply industries, in mixed 
loads with the commodities in (1) above, 
(except commodities in bulk), between 
the facilities of Morton Salt Division of 
Morton-Norwich Products, Inc., at or 
near Saltair, UT. on the one hand, and, 
on the other, points in LA, KS, MN, MO, 
NE, ND, SD. and WI. (Hearing site: 
Chicago. IL. or Salt Lake City, UT.) 

MC 136644 (Sub-16F), filed March 31. 
1980. Applicant WESTERN DRYWALL 
TRANSPORT. INC. d.b.a. WESTERN 
DIRECT TRANSPORT, 2001 Broadway, 
Vallejo. CA 94590. Representative: 
Norman A. Sorensen (same address as 
applicant). Contract carrier, 
transporting [1) gypsum wallboard, and 
(2) materials and supplies used in the 
installation and application of gypsum 
wallboard, from the facilities of Domtar 
Gypsum America, Inc., at or near 
Antioch, CA, to points in WA. [Hearing 
site: San Francisco or Sacramento, CA.) 

MC 138465 (Sub-7F), filed March 28, 
1980. Applicant: TOWNSEND 
HAULING. INC., Route 1, Box 292, Live 
Oak, FL 32060. Representative: Dan R. 
Schwartz. 1729 Gulf Life Tower, 
Jacksonville, FL 32207. Transporting (1) 
agricultural limestone, in bulk, in dump 
vehicles, from points in Citrus and 
Taylor Counties, FL, to points in GA on 
and south of U.S. Hwy 280; (2) wet 
gypsum, in bulk, in dump vehicles, from 
points in Hamilton County, FL, to points 
in GA on and south of U.S. Hwy 280 and 
points in Coffee, Covington, Dale, 
Geneva, Henry, and Houston Counties, 
AL; (3) superphosphate, (except feed 
grade) and diammonium phosphate, in 
bulk, in dump vehicles, from points in 
Hamilton. Hillsborough, Manatee, and 
Polk Counties. FL to points in GA on 
and south of U.S. Hwy 280 and points in 
Coffee, Covington, Dale, Geneva, Henry, 
and Houston Counties, AL; and, (4) 
fertilizer, from Clyo and Cordele, GA. to 
points in FL on and north of FL Hwy. 40. 
(Hearing site: Tallahassee or 
Jacksonville, FL) 

MC 138714 (Sub-5F). filed March 28. 
1980. Applicant: VIRGINIA 
TRANSPORTATION, INC Box 26449. 
Richmond VA 23261. Representative: 

Eric Meierhoefer. Suite 423,1511 K 
Street NW., Washington, DC 20005. 
Contract carrier, transporting newsprint 
paper , from the facilities of Bear Island 
Paper Company. Inc., at or near 


Ashland, VA, to points in DE, MD, PA 
and DC, under continuing contract(s) 
with Bear Island Paper Company, Inc., 
of Greenwich, CT. (Hearing site: 
Richmond. VA.) 

MC 140024 (Sub-183F), filed March 24, 
1980. Applicant: J.B. MONTGOMERY. 
INC., 5565 East 52d Ave., Commerce 
City. CO 80022. Representative: Don L. 
Bryce (same address as applicant). 
Transporting meats, meat products, 
meat by-products, and articles 
distributed by meat packing houses, as 
described in sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 M.C.C 
209 and 766, from Ft. Morgan, CO, to 
points in PA. NY, MD. DE. RI, CT. ME. 
NH, KY, MA, NJ, VT, and DC. (Hearing 
site: Denver or Sterling, CO.) 

MC 1406Q5 (Sub-101 F). filed April 4. 
1980. Applicant: PRIME. INC., Route 1. 
Box 115-B, Urbana, MO 65767. 
Representative: Clayton Geer, P.O, Box 
786, Ravenna, OH 44266. Transporting 
foodstuffs (except commodities in bulk), 
from the facilities of American Home 
Foods, Division of American Home 
Products Corporation, at or near 
LaPorte, IN, to points in AR, LA, MS. 
and TX. (Hearing site: Washington, 

D.C.) 

MC 140665 (Sub-102F), filed April 4. 
1980. Applicant: PRIME, INC., Route 1, 
Box 115-B, Urbana, MO 65767. 
Representative: Clayton Geer, P.O. Box 
786, Ravenna, OH 44266. Transporting 
foodstuffs (except commodities in bulk, 
(1) between the facilities of American 
Home Foods, at or near Vacaville, CA. 
LaPorte, IN, and Milton, PA; and (2) 
from the facilities of American Home 
Foods, at or near Vacaville, CA, to 
Chicago, IL (Hearing site: Washington, 
D.C.) 

MC 141804 (Sub-399F), filed March 31, 
1980. Applicant: WESTERN EXPRESS, 
DIVISION OF INTERSTATE RENTAL, 
INC., P.O. Box 3488, Ontario, CA 91761. 
Representative: Frederick J. Coffman 
(same address as applicant). 
Transporting furniture, from the 
facilities of Silver Manufacturing, at or 
near Knoxville, TN, to points in WY afffi 
CO and those points in the U.S. in and 
east of ND. SD, NE. KS. OK. and TX 
(except TN). (Hearing site: Los Angeles, 
CA.) 

MC 141804 (Sub-401F), filed March 31, 
1980. Applicant: WESTERN EXPRESS. 
DIVISION OF INTERSTATE RENTAL 
INC., P.O. Box 3488, Ontario. CA 91761. 
Representative: Frederick J. Coffman 
(same address as applicant). 
Transporting synthetic staple fiber and 
Fiber Yarn, from MUledgeville. GA, to 
Anadarko, OK. (Hearing site: Los 
Angeles, CA.) 
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MC 141804 (Sub-402F). filed April 1. 
1980. Applicant: WESTERN EXPRESS. 
DIVISION OF INTERSTATE RENTAL, 
INC., P.O. Box 3488. Ontario. CA 91761. 
Representative: Frederick J. Coffman 
( 9 ame address as applicant). 
Transporting (1) alcoholic liquors, and 
(2) materials, equipment, and supplies 
used in the manufacture and distribution 
of alcoholic liquors (except in bulk in 
tank vehicles), between Ft. Smith, AR, 
Bardstown and Louisville, KY, New 
Orleans, LA, and Plainfield, IL, on the 
one hand, and, on the other points in the 
U.S. (except AK & HI). Restricted to 
traffic originating at or destined to the 
facilities of Hiram Walker & Sons, Inc. 
(Hearing site: Los Angeles, CA.) 

MC 142835 (Sub-5F), filed April 4. 

1980. Applicant: CARSON MOTOR 
LINES. INC., P.O. Box 337, Aubumdale, 
FL 33823. Representative: A. Charles 
Tell, 100 E. Broad St., Columbus, OH 
43215. Transporting (1) foodstuffs, and 
(2) pet food in mixed loads with 
foodstuffs, from the facilities of 
Campbell Soup Co. at Camden, N), to 
the facilities of Campbell Soup Co. at 
Maxton, NC, and to points in CT, ME, 
MA, NH, and RI. (Hearing site: 
Washington, DC, or Atlanta, GA.) 

MC 143594 (Sub-26F), filed March 31, 
1980. Applicant: NATIONAL BULK 
TRANSPORT. INC., 624 Holcomb Bridge 
Road, Roswell, GA 30075 
Representative: Warren Troupe, 2480 E. 
Commercial Blvd., Fort Lauderdale, FL 
33308. Transporting: (1) chemicals, in 
bulk, in tank vehicles, from the facilities 
of Reichold Chemicals, Inc., at or near 
Houston, TX, to points in AL, AR, CO, 
FL, IL, KS, LA, MN, OH, OK. SC. VA. 
and Wl: and (2) liquid amorphous 
polypropylene, in bulk, in tank vehicles, 
between Cedar Bayou, TX, and Crowley, 
LA. (Hearing site: Atlanta, GA, or 
Houston, TX.) 

MC 144094 (Sub-3F). filed March 31. 
1980. Applicant: ALADDIN, INC., P.O. 
Box 10110, Newark, NJ 07102. 
Representative: Edward F. Bowes, 167 
Fairfield Rd., P.O. Box 1409. Fairfield, NJ 
07006. Contract carrier, transporting 
whey powder and cheese, in containers, 
from Cleveland and Freemont, OH, to 
Sayreville, NJ, Columbus, GA, Kansas 
City, MO, and Oakland, CA, under 
continuing contract(s) with Sunshine 
Biscuit Company, Sayreville, NJ. 
(Hearing site: New York, NY.) 

MC 144474 (Sub-2F), filed March 31. 
1980. Applicant: MORGAN MOVING & 
STORAGE, INC., 301 North St.. 
Booneville, MS 38829. Representative: 
Robert J. Gallagher. 1000 Connecticut 
Ave. N.W., Suite 1112, Washington, DC 
20038. Transporting household goods as 
defined by the Commission, between 


Shelby, Fayette. Hardman, McNairy, 
and Hardin Counties, TN. Colbert, 
Lauderdale, Franklin, and Marion 
Counties, AL, and points in MS. on the 
one hand, and, on the other, points in 
FL, GA, SC, NC, VA. WV. OH, IN, IL, 
MO. KS. OK, TX, LA, AL. AR. TN. and 
KY. (Hearing site: Booneville, MS.) 

MC 145465 (Sub-6F). filed April 4, 

1980. Applicant: GURN ENTERPRISES, 
INC., Route 6, Box 8, Allegan, Ml 49010. 
Representative: Dixie C. Newhouse. 

1329 Pennsylvania Ave., P.O. Box 1417, 
Hagerstown, MD 21740. Contract 
carrier, transporting (1) office partitions, 
and component parts, for office 
partitions, and (2) materials and 
supplies used in the manufacture of the 
commodities named in (1) above, 

(except commodities in bulk), between 
Holland, MI on the one hand, and. on 
the other, points in the U.S. (except AK 
and HI), under continuing contract(s) 
with Haworth Office Interior System, of 
Holland, Ml. (Hearing site: Holland, MI.) 

MC 145664 (Sub-18F), filed March 27, 
1980. Applicant: STALBERGER, INC., 
223 South 50th Ave. West, Duluth, MN 
55807. Representative: John M. LeFevre, 
4610 IDS Center, Minneapolis. MN 
55402. In foreign commerce only, . 
transporting particle board and 
composition board, from the port of 
entry in the international boundary line 
between the United States and Canada 
at or near Grand Portage, MN, to points 
in MN. MI, ND, SD, NE, MO, IN. KY, KS. 
OH, and those points in Wl on and 
north of Wl Hwy 29. (Hearing site: 
Minneapolis or Duluth, MN.) 

MC 147275 (Sub-4F), filed April 7, 
1980. Applicant: K-W EXPRESS, INC., 
6576 Belding Rd., Belding, MI 48809. 
Representative: Edwin M. Snyder, 22375 
Haggerty Rd., P.O. Box 400, Northville, 
MI 48167. Transporting brass products 
and aluminum products, between the 
facilities of Extruded Metals, an 
Indianhead Company, at or near 
Belding, MI, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI). (Hearing site: Detroit. MI, or 
Chicago, IL.) 

MC 148284F, filed September 18,1979. 
Applicant: DON YOUNGBLOOD 
TRUCKING, INC., P.O. Box 2742, Fort 
Smith, AR 72913. Representative: Don 
Garrison. P.O. Box 159, Rogers, AR 
72756. Transporting cardboard sheets, 
from points in TN and TX, to the 
facilities of Westark Specialties. Inc., at 
or near Fort Smith, AR. (Hearing site: 
Fort Smith, AR, or Tulsa, OK.) 

MC 148615 (Sub-2F), filed April 1, 
1980. Applicant: JACK F. HERMANN 
TRUCKING. INC., 3246 Virginia St., 
Springfield, OR 97477. Representative: 
Lawrence V. Smart, Jr., 419 NW. 23d 


Ave., Portland, OR 97210. Contract 
carrier, transporting (1) unfinished 
furniture and furniture parts, (2) lumber, 
and (3) materials, supplies and 
equipment used in the manufacture and 
distribution of the commodities named 
in (1) above, between Eugene, OR, on 
the one hand, and, on the other, points 
in WA, CA. AZ. NM, TX, UT, ID. CO, 
and NV, under continuing contract(s) 
with Whittier Wood Products, of 
Eugene, OR. (Hearing site: Eugene, OR.) 

MC 148864 (Sub-2F), filed January 10. 
1980. Applicant: CHARTER COACHES, 
INC., 144 32d St. Drive SE.. Cedar 
Rapids, LA 52406. Representative: James 
M. Hodge, 1980 Financial Center. Des 
Moines, IA 50309. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring the use of special 
equipment), between Cedar Rapids, IA, 
and Moline, IL, restricted to traffic 
having a prior or subsequent movement 
by air. (Hearing site: Chicago, IL or 
Cedar Rapids, IA.) 

MC 149074F, filed March 28.1980. 
Applicant: J. BALLEW & SONS, INC., 
Route 1, P.O. Box 47. Stuarts Draft, VA 
24477. Representative: Frankie C. 
Coyner, P.O. Box 33, Stuarts Draft, VA 
24477. Contract carrier, transporting 
copper pipe connections and brass 
valves , in containers, between Stuarts 
Draft, VA, on the one hand, and, on the 
other, the Norfolk-Portsmouth, Marine 
Terminals, at or near Norfolk and 
Portsmouth, VA, under continuing 
contract^) with Stuarts Draft Division, 
Nibco, Inc., of Stuarts Draft, VA. 
(Hearing site: Richmond, VA, or 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 149075 (Sub-3F), filed March 6, 
1980. Applicant: OVERLAND, INC., 4121 
Augusta Rd., Garden City, GA 31408. 
Representative: Bill R. Davis, Suite 101, 
Emerson Center. 2814 New Spring Rd., 
Atlanta, GA 30339. Transporting 
granulated slag, from points in Jasper 
County. SC. to points in GA, NC, and 
VA. (Hearing site: Savannah, GA.) 

MC 149075 (Sub-4F), filed March 7, 
1980. Applicant: OVERLAND, INC., 4121 
Augusta Rd., Garden City, GA 31408. 
Representative: Bill R. Davis, Suite 101, 
Emerson Center, 2814 New Spring Rd.. 
Atlanta. GA 30339. Transporting sand , 
from points in Jasper County, SC to 
points in AL, FL, GA, NC, TN, and KY. 
(Hearing site: Savannah, GA.) 

MC 149325 (Sub-IF), filed April 3. 
1980. Applicant: WALTS TERMINAL, 
INC., 401 West South St., Indianapolis, 
IN 46225. Representative: Norman R. 








Federal Register / Vol. 45, No. 134 / Thursday. July 10. 1980 / Notices 


46513 


Garvin. 1301 Merchants Plaza, 
Indianapolis, IN 46204. Transporting (1) 
metals (except in dump vehicles, from 
the facilities of Edgcomb Metals, at or 
near Indianapolis, IN, to Greenville. SC. 
and points in IL. OH, KY, MI, and WI; 
and (2) materials, equipment and 
supplies used in the manufacture and 
distribution of metals (except 
commodities in bulk), (a) in the reverse 
direction of (1) above, and (b) from 
Chicago, IL. to the facilities of Edgcomb 
Metals at (a) Cincinnati. OH. and (b) 
Louisville. ICY. (Hearing site: 
Indianapolis, IN, or Chicago, EL.) 

MC150025 (Sub-IF). filed March 27, 
1980. Applicant: CRAIGO GRAIN CO., 
INC.. 816 30th St.. Monroe. Wl 53566. 
Representative: Rolfe E. Hanson, 121 
West Doty St., Madison. WI 53703. 
Contract carrier, transporting (1) 
castings and machine parts , from 
Monroe. Wl, to McCook, IL and 
Clarendon Hills and Addison, IL, and (2) 
Materials and supplies used in the 
manufacture and distribution of machine 
parts, from Chicago, IL to Monroe, WI, 
under continuing contract(s) with MECO 
Manufacturing and Engineering 
Company, of Monore, WI. (Hearing site: 
Madison or Milwaukee, WI.) 

MC 150045 (Sub-IF), filed March 3L 
1980. Applicant: TWIN FLAGS 
TRUCKING. INC., 116 North Main, Box 
20. Shirley. IN 47384. Representative: 

Alki E. Scopelitis. 1301 Merchants Plaza, 
Indianapolis. IN 46204. Contract carrier, 
transporting such commodities as are 
dealt in or used by retail service 
stations, between points in AR. DE, GA. 
IL, IN. LA, KY. MD. Ml, MO, OIL PA, 

TN, TX, WV, and WI. under continuing 
contract(s) with White Petroleum, Inc., 
of Shirley. IN. (Hearing site: 

Indianapolis. IN. or Chicago, IL.) 

MC 150414 (Sub-IF). filed April 1, 

1980. Applicant: WOOD’S VAN LINES, 
INC.. 733 Auzerais Ave., San Jose, CA 
95126. Representative: Ronald C. 
Chauvel, 100 Pine Street, Suite 2550, San 
Francisco, CA 94111. Transporting used 
household goods, between Fresno. 
Madera, Merced, Stanislaus. 

Sacramento, Yolo, Solano, Napa, Marin, 
Contra Costa, Alameda, Santa Clara, 

San Mateo. San Francisco, Sonoma. 
Mendocino, San Joaquin, San Luis 
Obispo, Monterey, Santa Cruz, San 
Benito and Tulare Counties, CA, 
restricted to the transportation of 
shipments having a prior or subsequent 
movement in containers, beyond the 
points authorized, and further restricted 
to the performance of pickup and 
delivery service in connection with 
packing, crating, and containerization or 
unpacking, uncrating, and 


decontainerization of such shipments. 
(Hearing site: San Francisco. CA.) 

MC 150824, filed February 25,1980. 
Applicant: LAWRENCE TRANSFER 
AND STORAGE CORPORATION, 2727 
Hollins Rd. NJL. Roanoke. VA 2403a 
Representative: Stanley I. Goldman, 

1700 K St.. N.W., Washington, DC 20006. 
Contract carrier, transporting railroad 
equipment, materials, supplies, and 
office records and correspondence, 
between points in IL, IN. LA, MD, MI. 
MO, NY. NC, OH. PA, VA. and WV. 
under continuing contract(s) with the 
Norfolk and Western Railway Company, 
of Roanoke, VA. Condition: Issuance of 
a permit is subject to prior or 
coincidental cancellation of Certificate 
MC 116400 (Sub-6), served April 15. 

1977, at applicant’s written request. 
(Hearing site: Roanoke, VA.) 

Passenger 

MC 150405F, filed March 31, 1980. 
Applicant: HOMER JONES, d.b.a. 
HOMER JONES SCENIC TOURS. Route 
4, Box 1065, Minden, LA 71055. 
Representative: D. Paul Stafford. P.O. 
Box 4553a Dallas. TX 75245. 
Transporting passengers and their 
baggage, in the same vehicle with 
passengers, in special and charter 
operations, beginning and ending at 
those points in LA on and north of a line 
beginning at the LA-TX State line, and 
extending along LA Hwy 8 to junction 
LA Hwy 28, then along LA Hwy 28 to 
junction U.S. Hwy 84. then along U.S. 
Hwy 84 to the LA-MS State line, and 
extending to points in the U.S. (including 
AK but excluding HI). (Hearing site: 
Dallas, TX, or Shreveport, LA.) 

Volume No. 700 

Decided: June 11.1960. 

By the Commission. Review Board Number 
3, Members Parker, Fortier and Hill 

MC 340 (Sub-59F). filed October 9, 

1979, and previously noticed in Federal 
Register issue of March 18,1980. 
Applicant: QUERNER TRUCK LINES, 
INC., 1131-33 Austin St.. San Antonio, 
TX 78208. Representative: M. Ward 
Bailey, 2412 Continental Life Blvd., Fort 
Worth, TX 76102. Transporting liquors 
and malt beverages, from St. Louis, MO, 
to Chicago. IL, and points in AL, FL, OK, 
LA, and TX. Note: This republication 
shows liquors as a commodity in lieu of 
alcohol. (Hearing site: St Louis, MO.) 

MC 2860 (Sub-195F), filed January 11, 

1980. and previously noticed in Federal 
Register issue of April 3,1980, and May 

22.1980. Applicant: NATIONAL 
FREIGHT. INC., 71 West Park Ave., 
Vineland. NJ 08360. Representative: 

Peter J. Nickles, 888 Sixteenth St.. N.W., 
Washington. DC 20006. Transporting 


such commodities as are dealt in or 
used by container manufacturers 
(except commodities in bulk, and those 
which because of size or weight require 
the use of special equipment), between 
the facilities of Glass Container 
Corporation, at points in the U.S. 

(except AK and HI), on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI). (Hearing site: 
Washington, DC.) 

Note.—This republication reflects the 
correct territorial description. 

MC 2860 (Sub-196F). filed January 11, 
1980, and previously noticed in Federal 
Register issue of April 3,1980. and May 

22.1980. Applicant: NATIONAL 
FREIGHT. INC., 71 West Park Ave.. 
Vineland, NJ 08360. Representative: 

Peter J. Nickles, 888 Sixteenth St., N.W., 
Washington, DC 20006. Transporting 
paper and paper products and materials, 
equipment and supplies used in the 
manufacture and distribution of paper 
and paper products, (except 
commodities in bulk, in tank vehicles), 
between the facilities of Scott Paper 
Company, at points in the U.S. (except 
AK and HI), on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI). (Hearing site: Washington, DC.) 

Note.—This republication reflects the 
correct territorial description. 

MC 2860 (Sub-197F), filed January 11, 
1980, and previously noticed in Federal 
Register issue of April 3.1980. and May 

22.1980. Applicant: NATIONAL 
FREIGHT, INC.. 71 West Park Ave., 
Vineland, NJ 08360. Representative: 

Peter J. Nickles, 888 Sixteenth St., N.W., 
Washington, DC 20006. Transporting 
such commodities as are dealt in or 
used by container manufacturers 
(except commodities in bulk and those 
which because of size or weight require 
the use of special equipment), between 
the facilities of Glenshaw Glass 
Company, Inc., at points in the U.S. 
(except AK and HI), on the one hand, 
and. on the other, points in the U.S. 
(except AK and HI). (Hearing site: 
Washington. DC.) 

Note.—This republication reflects the 
correct territorial description. 

MC 2860 (Sub-203F). filed March 10. 
1980. Applicant: NATIONAL FREIGHT. 
INC., 71 West Park Ave., Vineland, NJ 
08360. Representative: Peter J. Nickles, 
888 Sixteenth St., N.W., Washington, DC 
20006. Transporting such commodities 
as are dealt in or used by container 
manufacturers (except commodities in 
bulk, and those requiring the use of 
special equipment), between the 
facilities of Brockway Glass Co., at 
points in the U.S. (except AK and HI). 
(Hearing site: Washington, DC.) 
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MC 35320 (Sub-559F), filed March 19, 
1980. Applicant: T.I.M.E.-DC. INC., 2598 
74th St. f P.O. Box 2550, Lubbock, TX 
79408. Representative: Kenneth G. 
Thomas (same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), from the facilities of 
Rexene Polyolefins Company, at or near 
Houston, TX, to Adrian, North Anoka, 
Rush City and Jordan, MN. Muscatine, 
Clinton, and Dyersville, LA, and Sioux 
Falls, SD. (Hearing site: New York, NY, 
or Washington, DC.) 

MC 35320 (Sub-562F), filed March 19, 
1980. Applicant: T.I.M.E.-DC, INC., 2598 
74th St., P.O. Box 2550, Lubbock, TX 
79408. Representative: Kenneth G. 
Thomas (same address as applicant). 
Over regular routes, transporting 
general commodities, (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), serving the facilities of 
Fisher-Price Toys, at or near Medina, 

NY, as an off-route point in connection 
with carrier’s otherwise authorized 
regular-route operations. (Hearing site: 
Albany, NY, or Washington, DC.) 

Note.—Applicant intends to tack the 
sought rights to its existing authority. 

MC 35320 (Sub-563F). filed March 19, 
1980. Applicant: T.I.M.E.-DC, INC., 2598 
74th St., P.O. Box 2550, Lubbock, TX 
79408. Representative: Kenneth G. 
Thomas (same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between the 
facilities of American Valve & Hydrant 
Mfg. Co., at or near Beaumont, TX, on 
the one hand, and, on the other, points 
in the U.S. (except AK and HI.) (Hearing 
site: Houston or Dallas, TX.) 

MC 35320 (Sub-568F), filed March 19, 
1980. Applicant: T.I.M.E.-DC, INC., 2598 
74th St.. P.O. Box 2550, Lubbock, TX 
79408. Representative: Kenneth G. 
Thomas (same address as applicant). 
Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), serving the facilities of 
Wallace International, at or near 
Birmingham, AL, as an off-route point in 
connection with carrier’s otherwise 
authorized regular-route operations. 


(Hearing site: Birmingham, AL, or 
Washington, DC.) 

Note.—Applicant intends to tack the 
sought rights to its existing authority. 

MC 52861 (Sub-86F), filed March 19, 
1980. Applicant: WILLS TRUCKING, 
INC., P.O. Box 258, 3185 Columbia Road, 
Richfield, OH 44286. Representative: 

Paul F. Beery, 275 E. State St., Columbus, 
OH 43215. Transporting coke, from 
Boyers, PA, to points in OH, MI, IN, and 
IL. (Hearing site: Columbus, OH.) 

MC 61440 (Sub-189F), filed March 21, 
1980. Applicant: LEE WAY MOTOR 
FREIGHT, INC., P.O. Box 12750, 
Oklahoma City, OK 73157. 
Representative: Richard H. Champlin 
(same address as applicant). Over 
regular routes, transporting (A) general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between Little Rock, AR, and St. Louis, 
MO, over U.S. Hwy 67, serving all points 
in Ar as intermediate and off-route 
points, and (B) general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), (1) between 
Memphis, TN and Oklahoma City, OK, 
from Memphis over U.S. Hwy 61 to 
junction with U.S. Hwy 63. thence over 
U.S. Hwy 63 to Jonesboro, AR, thence 
over AR Hwy 18 to junction with AR 
Hwy 226, thence over AR Hwy 226 to 
junction with U.S. Hwy 67, thence over 
U.S. Hwy 67 to Little Rock (also from 
Memphis over U.S. Hwy 70 to Little 
Rock), thence over Interstate Hwy 30 to 
junction with Interstate Hwy 40, thence 
over Interstate Hwy 40 to junction with 
Interstate Hwy 540, thence over 
Interstate Hwy 540 to Fort Smith. AR 
(also over Interstate Hwy 40 to junction 
with AR Hwy 7, thence over AR Hwy 7 
to junction with AR Hwy 22, thence over 
AR Hwy 22 to Fort Smith, AR), thence 
over U.S. Hwy 64 to junction with 
Interstate Hwy 40 at or near McKey, 

OK, thence over Interstate Hwy 40 to 
Oklahoma City, and return over the 
same route, (2) between Little Rock, AR, 
and Texarkana, AR, from Little Rock 
over U.S. Hwy 65 to junction with AR 
Hwy 81, thence over AR Hwy 81 to 
junction with AR Hwy 4, thence over AR 
Hwy 4 to junction with AR Hwy 8, 
thence over AR Hwy 8 to junction with 
U.S. Hwy 79 (also from Little Rock over 
U.S. Hwy 167 to junction with U.S. Hwy 
79). thence over U.S. Hwy 79 to 
Magnolia, AR, and thence over AR Hwy 
19 to junction with U.S. Hwy 82 
approximately 1 mile north of Magnolia 


(also as above to junction of U.S. Hwy 
79 and AR Hwy 98 at or near McNeil, 

AR, thence over AR Hwy 98 to junction 
with U.S. Hwy 82 at or near Lumber, 

AR) thence over U.S. Hwy 82 to 
Texarkana (also from Little Rock over 
Interstate Hwy 30 to Texarkana), and 
return over the same route (3) between 
Texarkana. AR, and Rogers, AR, from 
Texarkana over U.S. Hwy 71 to Rogers 
(also from Texarkana over U.S. Hwy 71 
to junction with AR Hwy 59, and thence 
over AR Hwy 59 to junction with AR 
Hwy 68, thence over AR Hwy 69 to 
junction with U.S. Hwy 71, and thence to 
Rogers as above), and return over the 
same route, and (4) between Oklahoma 
City, OK, and Texarkana, AR, from 
Oklahoma City over Interstate Hwy 40 
to junction with U.S. Hwy 177, thence 
over U.S. Hwy 177 to junction with OK 
Hwy 13, thence over OK Hwy 13 to 
junction with OK Hwy 3, thence over 
OK Hwy 3 via Antlers to junction with 
U.S. Hwy 70, thence over U.S. Hwy 70 to 
junction with U.S. Hwy 71. and thence 
over U.S. Hwy 71 to Texarkana, and 
return over the same route, serving all 
intermediate points in AR and all other 
points in AR as off-route points, and 
serving the following intermediate and 
off-route points in OK: Ada, Broken 
Arrow, Cushing, Durant, Guthrie, 
Lindsay, Nowata, Pryor, Stillwater, and 
points within 20 miles of Oklahoma City, 
restricted against the transportation of 
commodities (except fruits, vegetables, 
batteries, battery parts, fibre board 
boxes, glass and glassware oil in 
packages, and canned goods) (a) 
originating at points in AR and destined 
to points in the US located east of a 
north-south line extending alone the 
eastern borders of MT, WY, CO, and 
NM or (b) originating at points located 
within the described Eastern Territory 
and destined to points in AR, and 
further restricted against the 
transportation of traffic (c) originating at 
or destined to Texarkana, TX, and (d) 
originating at or destined between 
Memphis, TN, and points in AR. 
Condition: Issuance of a certificate in 
this proceeding shall cancel MC-61440 
Sub 160 as shown in section (B) above. 
(Hearing site: Little Rock, AR, or 
Washington. DC.) 

Note.—Applicant holds authority in MC- 
61440 Sub 160 as reflected in section (B) 
above. The purpose of this application is to 
(1) extend applicant's operating authority in 
(A) above, and (2) to eliminate all the 
restrictions in section (B) (except the 
restriction against the transportation of 
traffic originating at or destined to 
Texarkana, TX. 

MC 108631 (Sub-16F), filed March 3. 
1980. Applicant: BOB YOUNG 
TRUCKING, INC., Schoenersville Rd. at 
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Industrial Dr.. Bethlehem. PA 18017. 
Representative: Alan Kahn. Esq.. 1430 
Land Title Bldg., Philadelphia, PA 19110. 
Transporting iron cmd steel articles, 
from the facilities of Bethlehem Steel 
Corporation at or near Steelton and 
Bethlehem. PA, to points in CT, MA. and 
NY. (Hearing site: Philadelphia, PA or 
Washington. DC.) 

MC 111201 (Sub-51F). filed March 17. 
1980. Applicant: J. N. ZELLNER & SON 
TRANSFER COMPANY. P.O. Box 91247. 
East Point, GA 30364. Representative: 
Archie B. Culbreth, Suite 202, 2200 
Century Parkway, Atlanta. GA 30345. 
Transporting (1) metal containers, 
container ends and closures, from the 
facilities of Armstrong Container, Inc., 
at or near Atlanta, GA, to points in AL, 
FL. GA, KY. LA, MS. NC, SC, TN. and 
VA, and (2) materials, equipment, and 
supplies used in the manufacture and 
distribution of the commodities in (1), in 
the reverse direction. (Hearing site: 
Atlanta, GA.) 

MC 115331 (Sub-539F). filed March 10, 
1980. Applicant: TRUCK TRANSPORT. 
INCORPORATED, 29 Clayton Hills 
Lane, St. Louis, MO 63131, 
Representative: J. R. Ferris, 11040 
Manchester Rd., St. Louis, MO 63122. 
Transporting (1) petroleum and 
petroleum products, chemicals and 
compounds and derivatives thereof; and 
(2) materials, equipment and supplies 
used in the manufacture, distribution 
and sale of the commodities in (1) 
above, between points in LA and TX, on 
the one hand, and, on the other, points 
in the U.S., (except AK and HI). 

(Hearing site: Washington, DC, or New 
Orleans, LA.) 

MC 120910 (Sub-48F), filed March 24, 
1980. Applicant: SERVICE EXPRESS, 
INC., P.O. Box 1009, Tuscaloosa, AL 
35403. Representative: Donald B. 
Sweeney, Jr., 603 Frank Nelson Bldg., 
Birmingham, AL 35203. Transporting (1) 
petroleum resins and synthetic resins, 
(except commodities in bulk, in tank 
vehicles), from Moundville, AL, to those 
points in the U.S. in and east of ND, SD, 
NE, KS, OK, and TX; and (2) materials, 
parts, and supplies used in the 
manufacture of the commodities in (1) 
above, (except commodities in bulk, in 
tank vehicles), from those points in the 
U.S. in and east of ND. SD, NE, KS. OK, 
and TX, to Moundville, AL. (Hearing 
site: Birmingham, AL or Atlanta, GA.) 

MC 121470 (Sub-57F), filed March 17, 
1980. Applicant: TANKSLEY 
TRANSFER COMPANY. 801 Cowan St., 
Nashville. TN 37207. Representative: 

Roy L. Tanksley (same address as 
applicant). Transporting building 
materials, (except commodities in bulk), 
and materials and supplies used in the 


manufacture and distribution of building 
materials, between the facilities of 
United States Gypsum Company at 
Chambleee and Morrow, GA, on the one 
hand, and, on the other, points in KY, 
and TN. (Hearing site: Nashville, TN.) 

MC 121801 (Sub-2F), filed March 24. 
1980. Applicant: HAYES MOTOR 
FREIGHT, INC., P.O. Box 793, Ardmore, 
OK 73401. Representative: G. Timothy 
Armstrong. 200 N. Choctaw, P.O. Box 24, 
El Reno, OK 73036. Over regular routes, 
transporting general commodities, 
(except those of unusual value, class A 
& B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between Ardmore, 
OK, and Wichita Falls, TX, from 
Ardmore over U.S. Hwy 70 to junction 
OK Hwy 79, then over OK Hwy 79 to 
junction TX Hwy 79 at OK-TX state 
line, then over TX Hwy 79 to Wichita 
Falls and return over the same route, 
serving no intermediate points. (Hearing 
site: Ardmore. OK, or Wichita Falls, 

TX.) 

MC 124821 (Sub-54F), filed July 2, 

1979. Applicant: GILCHRIST 
TRUCKING. INC., 105 North Keyser 
Ave.. Old Forge, PA 18518. 
Representative: John W. Frame, Box 626, 
2207 Old Gettysburg Rd.. Camp Hill, PA 
17011. Transporting (1) paper or plastic 
bags, and wrapping paper, and (2) 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (1), (a) between the 
facilities of Trinity Bag & Paper 
Company at Elizabeth, NJ. on the one 
hand, and. on the other, those points in 
the U.S. in and east of ND, SD, NE, KS. 
OK, and TX, (b) between the facilities of 
Terminal Paper Bag Co., Inc., at or near 
Yulee, FL. on the one hand, and, on the 
other, those points in the U.S. in and 
east of ND. SD, NE. KS, OK. and TX, 
and (c) between the facilities of Trinity 
Midwest Corporation at Plainfield, IL, 
on the one hand. and. on the other, those 
points in the U.S. in and east of ND, SD, 
NE. KS, OK. and TX, restricted to traffic 
originating at the named origins and 
destined to the indicated destinations. 
(Hearing site: Harrisburg, PA.) 

MC 124821 (Sub-87F), filed March 10, 

1980, and previously noticed in Federal 
Register issue of June 12,1980. 

Applicant: GILCHRIST TRUCKING, 

INC., 105 North Keyer Ave., Old Forge, 

PA 18518. Representative: John W. 

Frame. Box 626, 2207 Old Gettysburg 
Road, Camp Hill, PA 17011. Transporting 
glassware, and glass containers and 
closures, (1) from Chicago Heights, IL, 
Constantine, Three Rivers, and 
Kalamazoo, MI, and Toledo, OH, to 
points in NY. NJ. and PA, and (2) from 


Pittston, PA, to points in OH, IN, and IL. 
(Hearing site: Harrisburg, PA.) 

Note.—This republication reflects the 
correct territorial description. 

MC 127651 (Sub-61 F), filed March 21. 
1980. Applicant: EVERETT G. ROEHL, 
INC., East 29th Street, Box 7, Marshfield. 
WI 54449. Representative: Richard A. 
Westley, 4506 Regent Street, Suite 100. 
Madison. WI 53705. Transporting (1) 
concrete mixers and concrete mixer 
drums, from the facilities of McNeilus 
Truck and Manufacturing, Inc., at or 
near Dodge Center, MN, to points in AR. 
CO. IL. IN, IA, KS. KY, MI, MO, NE, ND, 
OH, OK, SD, TN, and WI, and (2) 
materials, equipment, and supplies used 
in the manufacture and distribution of 
the commodities in (1) above, in the 
reverse direction. (Hearing site: 
Minneapolis, MN.) 

MC 127651 (Sub-62F). filed March 21. 
1980. Applicant: EVERETT G. ROEHL, 
INC., East 28th Street, Box, 7, 

Marshfield, WI 54449. Representative: 
Richard A. Westley, 4506 Regent Street, 
Suite 100, Madison, WI 53705. 
Transporting lumber and lumber 
products, between Black River Falls and 
Spring Green. WI, on the one hand, and, 
on the other, points in AR, IL, IN, IA, KS, 
KY, MI. MN, MO, NE, ND, OH, OK, SD, 
and TN. 

MC 127701 (Sub-4F), filed March 3. 
1980. Applicant: R. D. KING AND H. L. 
DAVIS, JR.. d.b.a. HARRISON 
CONTRACTING COMPANY. P.O. Box 
10, Alpena, AR 72611. Representative: 
Don Garrison, Esq., P.O. Box 1065, 
Fayetteville, AR 72701. Transporting (1) 
fence fittings, aluminum castings, and 
(2) materials, equipment, and supplies 
used in the manufacture of the 
commodities in (1) above, between the 
facilities of Anchor Post Products, 
Division of Anchor Die Cast Company, 
at or near Harrison, AR, on the one 
hand, and, on the other, points in the 
U.S. (except AK and HI). (Hearing site: 
Little Rock, AR.) 

MC 128521 (Sub-lOF). filed March 19. 
1980. Applicant: BIRMINGHAM- 
NASHVILLE EXPRESS. INC., 715 Poplar 
Ave., P.O. Box 100417, Nashville, TN 
37210. Representative: Ronald L. 
Stichweh, 727 Frank Nelson Bldg., 
Birmingham, AL 35203. Transporting 
general commodities (except classes A 
and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between 
Birmingham. AL, and new Orleans, LA, 
over Interstate Hwy 59 (also over U.S. 
Hwy 11), serving no intermediate points, 
as an alternate route for operating 
convenience only. (Hearing site: 
Birmingham, AL.) 
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MC 128831 (Sub-15F), filed January 14, 
1980. and previously noticed in Federal 
Register issue of April 3.1980. 

Applicant: DIXON RAPID TRANSFER. 
INC., Rt. 64 East. Mt. Morris, IL 61054. 
Representative: Abraham A. Diamond, 
29 South La Salle St., Chicago, IL 60603. 
Transporting pitch targets, (1) from the 
facilities of Reagent Chemical & 
Research, Inc., White Flyer Div., at (a) 
Joplin, MO, and (b) Shamokin. PA. and 
(2) from the facilities of Remington Arms 
Co. at Findlay OH, to points in IA, IL, 

IN, MO, MN, and WI. (Hearing site: 
Chicago, II.) 

Note.— This republication shows new 
location of facilities in (l)(b), and shows WI 
as a destination state. 

MC 133250 (Sub- 3F), fil ed March 5. 
1980. Applicant: UNITED 
AGRICULTURAL TRANSPORTATION 
ASSOCIATION OF AMERICA 
MARKETING CO-OP. P.O. Box 692, 
Ennis, TX 75119. Representative: 

William J. Lippman, Suite 330, Steele 
Park, 50 South Steel St., Denver, CO 
80209. Transporting general 
commodities, (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), (1) 
from points in AZ, CA, NV. OR, UT, and 
WA, to points in CT, DE, GA, IA, IL, IN, 
KY, MA. MD. MI, NC, NJ, NY, OH, PA, 
TN, TX, and VA; and (2) from points in 
DE. GA, IL, IN, KY, MA. MD. MI, NJ. NY. 
OH, PA, TN, and VA, to points in TX 
restricted to the transportation of traffic 
moving on Government Bills of Lading. 
(Hearing site: Dallas, TX or Washington, 
DC.) 

MC 134730 (Sub-26F), filed July 25, 
1979. Applicant: METALS TRANSPORT. 
INC., 528 South 108th St.. West Allis, WI 
53214. Representative: M. H. Dawes 
(same address as applicant). Contract 
carrier, transporting non-ferrous metals 
and scrap metals between points in AL, 
AZ, AR, CO, GA, IL, IN. IA, KS. KY, LA, 
MI. MN, MS. MO. NE. NM. NC. OH, OK, 
TN, TX, and WI, under continuing 
contract(s) with Metal Exchange 
Corporation of St. Louis, MO. (Hearing 
site: Milwaukee or Madison, WI.) 

MC 134730 (Sub-27F), filed August 22, 
1979. Applicant: METALS TRANSPORT, 
INC., 528 South 108th St.. West Allis. WI 
53214. Representative: M. H. Dawes 
(same address as applicant). Contract 
carrier, transporting (1) waste water 
treatment equipment, (2) parts for waste 
water treatment equipment, and (3) 
materials, equipment, and supplies used 
in the manufacture of the commodities 
in (1) and (2) above, (except 
commodities in bulk), between Oak 
Creek, WI, on the one hand, and, on the 


other, points in AL, AZ. CA, CO, CT, DE, 
FL, GA. ID, LA. MD. MA. MS, MT, NV, 
NM, NC, OK, OR. RI, SC. TX, UT. WA. 
WY. and DC, under continuing 
contract(s) with Autotrol Corportion of 
Oak Creek, WI. (Hearing site: 

Milwaukee or Madison, WI.) 

MC 135861 (Sub-69F), filed March 21. 
1980. Applicant: USA MOTOR LINES, 
INC., P.O. Box 4550, Fort Worth. TX 
76106. Representative: Billy R. Reid, 1721 
Carl Street, Fort Worth, TX 76103. 
Contract carrier, transporting foodstuffs 
(except commodities in bulk). (1) from 
the facilities utilized by Globe Products 
Co., Inc., in NJ, to points in AR, KS, LA, 
MS, OK, and TX, and (2) from points in 
TX. to points in NJ, under continuing 
contracts) with Globe Products Co.. 

Inc., of Clifton, NJ. (Hearing site: Fort 
Worth, or Dallas, TX.) 

MC 143621 (Sub-42F), filed March 21, 
1980. Applicant: TENNESSEE STEEL 
HAULERS. INC., 901 5th Avenue North, 
P.O. Box 5748, Nashville. TN 37208. 
Representative: Kim D. Mann, Suite 
1010, 7101 Wisconsin Ave., Washington, 
DC 20014. Transporting (1) lead ingots, 
from the facilities of Min Can, at or near 
Muncie, IN, to the facilities of Perfect 
Equipment Corporation, at or near 
Murfreesboro, TN, and (2) lead, on 
spools, from the facilities of Star 
Reloading Co., at or near Indianapolis, 
IN, to the facilities of Perfect Equipment 
Corporation, at or near Murfreesboro, 
TN. (Hearing site: Nashville, TN.) 

MC 145541 (Sub-5F), filed October 1. 
1979, and previously noticed in Federal 
Register issue of April 3,1980. 

Applicant: SUNWAY CORPORATION. 
118 W. Main St., Thomasville, NC 27360. 
Representative: William P. Farthing, Jr., 
1100 Cameron-Brown Bldg., Charlotte, 
NC 28204. Transporting (1) new furniture 
and furniture parts, and (2) materials 
used in the manufacture of new 
furniture, between points in 
Appomattox, Campbell, Franklin, and 
Roanoke Counties, VA, and points in 
NC. on the one hand, and, on the other, 
points in AZ. CA, CO. ID, MT, NV, NM, 
OR, TX. UT, WA. and WY. (Hearing 
site: Charlotte or Thomasville, NC.) 

Note.—This republication clarifies the 
territorial description. 

MC 145701 (Sub-llF), filed February 
25,1980. Applicant: D. C. TRANSPORT. 
INC., 916 South Riverside Ave., St. Clair, 
MI 48079. Representative: James J. 
Sheehan (same address as applicant). 
Transporting aggregates, alloys, 
chemicals, coal, gravel, limestone, 
minerals, ores, pumice, sand, slag 
products, sodium sulphate, talc, and 
vermiculite. from the facilities of 
Diamond Crystal Salt Company at or 
near Port Newark, NJ, to points in the 


U.S. on and east of a line beginning at 
the mouth of the Mississippi River, and 
extending along the Mississippi River to 
its junction with the western boundary 
of Itasca County, MN, thence northward 
along the western boundaries of Itasca 
and Koochiching Counties, MN, to the 
international boundary line between the 
U.S. and Canada. (Hearing site: Detroit, 
Ml or Washington, DC.) 

MC 145950 (Sub-79F), filed March 21, 
1980. Applicant: BAYWOOD 
TRANSPORT, INC.. Route 6, P.O. Box 
2611, Waco, TX 76706. Representative: 

E. Stephen Heisley, 805 McLachlen Bank 
Bldg., 666 Eleventh Street, NW.. 
Washington, DC 20001. Transporting 
wheels and tires, from the facilities of 
Empco Industries, at or near Glendale. 
CA, to points in AR, FL, GA, LA. MS. NJ, 
TN, TX, CO. KS, and MI. (Hearing site: 
Los Angeles, CA.) 

Note.—Dual operations may be involved. 

MC 147507 (Sub-2F), filed October 4, 

1979. Applicant: MARION 
TRANSPORT. INC., 265 35th St., Marion, 
IA 52302. Representative: Richard P. 
Moore, 2720 First Ave., N.E., P.O. Box 
1943, Cedar Rapids, IA 52406. Contract 
carrier, transporting (1) expanded 
cellular plastic products from Marion, 

LA, to points in AL, AZ, CA. CT, DE, FL, 
GA. IA, LA. MA, MD, ME. MS. NC. NH, 
NJ. NM. NV. NY, OR, RI, SC. TX, UT, 

VA, VT, WA, and DC, and (2) materials, 
equipment, and supplies used in the 
manufacture of the commodities in (1) 
above, in the reverse direction, under 
continuing contract(s) with PolyCell 
Industries, Inc., of Marion, IA. (Hearing 
site: Chicago, IL.) 

Note.—Dual operations may be involved. 

MC 148620 (Sub-3F), filed March 19, 

1980. Applicant: K.G.L. CONTRACTING 
SERVICES. INC., 2270 S.W. 36th Street. 
Fort Lauderdale, FL 33312. 
Representative: John T. Bond, Suite 410, 
Hollywood Fed. Bldg., 909 South State 
Road 7, Hollywood, FL 33023. Contract 
carrier, transporting such commodities 
as are dealt in or used by restaurant 
chains (except commodities in bulk), 
between the facilities of Burger King, at 
points in the US (except AK and HI), 
under continuing contract(s) with Burger 
King Corporation of Miami, FL. (Hearing 
site: Miami, FL, or Atlanta, GA.) 

MC 149181 (Sub-2F), filed February 15, 
1980. Applicant: KEIM 
TRANSPORTATION, INC., 420 N. Sixth. 
R.F.D. 2, Sabetha, KS 66534. 
Representative: Clyde N. Christey. Ks. 
Credit Union Bldg., 1010 Tyler, Suite 
110L, Topeka, KS 66612. Contract 
carrier, transporting dry fertilizer, from 
the facilities of (1) Agrico Chemical Co., 
at or near (a) Blytheville, AR, (b) 
Brunswick and Kansas City. MO. and (c) 
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Port of Catoosa, OK, (2) White River 
Chemical Corporation at or near 
Clarendon, AR, (3) American Cynamid 
at or near (a) Helena, AR, and (b) 
Nebraska City, and Omaha, NE, (4) U.S. 
Fertilizer Co., at or near Little Rock, AR. 
(5) Terra Chemical at or near Port Neal, 
IA, (6) Cargill, Inc., at or near (a) Sioux 
City, IA. and fb) New Madrid, MO. (7) 
Gulf Chemical Company at or near 
Military, KS. (8) First Mississippi 
Chemical Corp., at or near Brunswick, 
and Kansas City. MO, (9) Olin Chemical 
Company at or near (a) Brunswick, MO. 
and (b) Port of Catoosa, OK, (10) Allied 
Chemical Company at or near (11) 
Conserve at or near (a) Kansas City, 

MO, and (b) Port of Catoosa and Tulsa, 
OK. (12) SureGro at or near Fall City. 

NE, (13) Martex, Inc., at or near 
Nebraska City, and Omaha, NE. (14) N- 
Ren Chemical at or near Pryor, OK. (15) 
Chem-Quip at or near Tulsa, OK. (16) 
Fertitex at or near Kearns, TX. (17) 
Occidental Chemical at or near 
Plainview, TX, and (10) Texarkana 
Milling at or near Texarkana, TX, to AR. 
those points in CO east of the 
Continental Divide. IA, KS, MO, NE, and 
those points in OK north of Interstate 
Hwy 40, under continuing contract(s) 
with DeBruce Fertilizer, Inc., of Kansas 
City, MO. (Hearing site: Kansas City, 
MO.— 

Note.—Dual operations may be involved. 

MC 149241 (Sub-2F), filed March 21, 
1980. Applicant: R & T TRUCKING, INC., 
20003 East Viola, Yakima, WA 98901. 
Representative: Jack R. Davis. 1100 IBM 
Bldg., Seattle, WA 98101. Transporting 
meats, meat products and meat 
byproducts (except hides and 
commodities in bulk), from points in 
Washington, to Bend, Eugene, Sublimity, 
and Portland, OR, and points in CA. 
(Hearing site: Yakima, WA.) 

MC 150250F, filed March 10.1980. 
Applicant: INTERMODAL SERVICES, 
INC.. 11650 Courthouse Blvd., Inver 
Grove Hts., MN 55075. Representative: 
Robert P. Sack, P.O. Box 6010, West St. 
Paul. MN 55118. Contract carrier, 
transporting general commodities. 
(except classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, those 
of unusual value, and those requiring 
special equipment), between points in 
the U.S. (except AK and HI), restricted 
to traffic having an immediate prior or 
subsequent movement by air, under a 
continuing contract(s) with Forwarders 
Forwarding, Incorporated, Minneapolis, 
MN. (Hearing site: St Paul, MN.) 

Note.—Dual operations may be involved. 


Passenger 

MC 142120 (Sub-2F), filed March 10. 
1980. Applicant: LENZNER COACH 
LINES. INC., d.b.a., NORTH 
BOROUGHS CAB. Mt. Nebo Rd., R.D. 
No. 2. Sewickley, PA 15143. 
Representative: William A Gray, 2310 
Grant Bldg., Pittsburgh. PA 15219. 
Transporting (1) passengers and their 
baggage, in the same vehicle with 
passengers, in round-trip charter and 
special operations, beginning and ending 
in that part of Beaver County, PA, north 
and east of the Ohio River and 
extending to points in the U.S., 

(including AK. but excluding HI); and (2) 
passengers and their baggage, in the 
same vehicle with passengers, in round- 
trip charter operations, beginning and 
ending in that part of Allegheny County. 
PA, north of the Ohio and Allegheny 
Rivers and extending to points in the 
U.S. (including AK, but excluding HI). 
(Hearing site: Pittsburgh, PA.) 

MC 129841 (Sub-3F). filed March 24, 
1980. Applicant: WHITFIELD BUS 
LINES, INC., 400 South Compress, P.O. 
Box 1330, Las Cruces, NM 88001. 
Representative: James E. Snead, P.O. 

Box 2228, 215 Lincoln Ave., Santa Fe, 

NM 87501. Contract carrier transporting 
passengers and their baggage, between 
points in CO. KS. NE. NM, TX, and WY, 
under a continuing contract(s) with the 
United States Department of Justice, 
Immigration and Naturalization Service, 
Denver. CO. (Hearing site: Denver, CO, 
or El Paso. TX.) 

Note.—Applicant intends to tack this 
authority with its existing authority. 

Volume No. 203 

Decided: June 11.1980. 

By the Commission. Review Board Number 
2. Members Chandler. Liberman and Eaton 

MC 2095 (Sub-30F). filed April 15, 

1980. Applicant: KEIM 
TRANSPORTATION. INC., 420 N. Sixth, 
R.F.D. 2, Sabetha. KS 66534. 
Representative: Clyde N. Christey, KS 
Credit Union Bldg., 1010 Tyler, Suite 
110L, Topeka, KS 66612. Transporting 
iron and steel articles, (except oil field 
commodities or earth drilling 
commodities), from the Port of Catoosa. 
OK. Muskogee, OK. Norfolk, NE, and 
Houston. TX, to those points in KS, on 
and east of US Hyw 81. (Hearing site: 
Kansas City. MO.) 

Note.—Dual operations may be involved. 

MC 9914 (Sub-13F), filed April 14, 

1980. Applicant: WARREN TRUCKING 
COMPANY. INC., P.O. Box 5224, 
Martinsville, VA 24112. Representative: 
Richard L. Hollow. P.O. Box 550, 
Knoxville, TN 37901. Transporting (1) 
new furniture and furniture parts, from 


the facilities of Sperry and Hutchinson 
Company. Residential Wood Furniture 
Group/Furniture Division, at Richmond, 
and Kenbridge. VA. to points in DE, MD, 
NJ. NY. OH, PA. VA. WV and DC, and 
(2) materials, equipment and supplies 
used in the manufacture and distribution 
of the commodities in (1) above, in the 
reverse direction. (Hearing site: 

Roanoke, VA or Greensboro. NC.) 

MC 58035 (Sub-28F), filed April 14, 

1980. Applicant: TRANS-WESTERN 
EXPRESS, LTD., 48 East 56th Avenue. 
Denver, CO 80216. Representative: 
Edward T. Lyons, Jr., 1600 Lincoln 
Center Building, 1660 Lincoln Street, 
Denver. CO 80264. Transporting (1) 
electrical and electronic equipment, 
instruments, and systems, and (2) 
materials, equipment and supplies used 
in the manufacture and distribution of 
the commodities described in part (1). 
between points in the U.S. (except AK 
and HI), restricted to the transportation 
of traffic originating at or destined to the 
facilities of Hewlett Packard Company. 
(Hearing site: Denver, CO.) 

MC 73165 (Sub-506F). filed April 15. 
1980. Applicant: EAGLE MOTOR LINES. 
INC., 830 North 33rd Street, Birmingham, 
AL 35202. Representative: R. Cameron 
Rollins, P.O. Box 11086, Birmingham, AL 
35202. Transporting (1) iron and steel 
articles, (2) aluminum articles, (3) 
mining equipment, and parts, 
attachments and accessories for mining 
equipment, (4) air pollution and control 
systems, (5) materials, and supplies 
used in the manufacture and distribution 
of (1), (2), (3). (4). and (5) above (except 
commodities in bulk), between Bristol, 

VA, on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Roanoke. VA or 
Washington, DC.) 

^ MC 73165 (Sub-507F). filed April 15. 
1980. Applicant: EAGLE MOTOR LINES, 
INC., 830 North 33rd Street. Birmingham, * 
AL 35202. Representative: R. Cameron 
Rollins, P.O. Box 11086, Birmingham, AL 
35202. Transporting (1) iron and steel 
articles and (2) materials, equipment 
and supplies used in the manufacture 
and distribution of (1) above (except 
commodities in bulk), between the 
facilities of Volunteer Structures. Inc., at 
or near Nashville, TN, on the one hand, 
and on the other, points in the U.S. 

(except AK and HI). (Hearing site: 
Memphis, TN or Washington. DC.) 

MC 73165 (Sub-508F). filed April 15, 
1980. Applicant: EAGLE MOTOR LINES, 
INC., 830 North 33rd Street, Birmingham, 
AL 35202. Representative: R. Cameron 
Rollins. P.O. Box 11086, Birmingham. AL 
35202. Transporting materials. 
equipment and supplies used in the 
manufacture and distribution of pipe, 
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pipe Fittings, cast iron meter boxes, 
manhole frames, and covers (except 
commodities in bulk), from points in the 
United States (except AK and HI), to the 
facilities of Tyler Pipe Industries, Inc., at 
or near Tyler, TX. (Hearing site: Dallas. 
TX.) 

MC 73165 (Sub-509F), filed April 15, 
1980. Applicant: EAGLE MOTOR LINES, 
INC., 830 North 33rd Street, Birmingham, 
AL 35202. Representative: R. Cameron 
Rollins, P.O. Box 11086, Birmingham. AL 
35202. Transporting (1) iron and steel 
articles and (2) materials, equipment 
and supplies used in the manufacture of 
iron and steel articles (except 
commodites in bulk), between the 
facilities of Doolan Steel, at or near (a) 
Baltimore, MD. (b) Brillian, OH, (c) 
Leeds, AL and (d) St. Louis, MO. on the 
one hand, and. on the other, points in 
the U.S. (except AK and HI). (Hearing 
site: Washington, DC.) 

MC 94265 (Sub-349F), Filed April 14. 
1980. Applicant: BONNEY MOTOR 
EXPRESS. INC., P.O. Box 305, Route 460 
West, Windsor, VA 23487. 
Representative: Clyde W. Carver, P.O. 
Box 720434, Atlanta, GA 30328. 
Transporting (1) foodstuffs and (2) 
equipment and supplies used in the 
manufacture of cheese and cheese 
products, (1) from the facilities used by 
Cudahy Foods Co., at or near 
Harrodsburg, KY, to Fond du Lac, WI, 
and points in AL, NC, SC, PA, and MI. 
and (2) from the facilities used by 
Cudahy Foods Co., at or near Fond du 
Lac, WI to Harrodsburg, KY and points 
in SC. (Hearing site: Fond du Lac, WI 
and Washington, DC.) 

MC 94265 (Sub-350F), filed April 14, 
1980. Applicant: BONNEY MOTOR 
EXPRESS, INC., P.O. Box 305, Route 460 
West, Windsor, VA 23487. 
Representative: Clyde W. Carver, P.O. 
Box 720434, Atlanta. GA 30328. 
Transporting meats, meat products, and 
meat by-products (except commodities 
in bulk) in vehicles equipped with 
mechanical refrigeration, from Chicago, 
IL to points in the AL, CO, FL, GA, LA, 
MA, MO, NJ. NY. PA, SC, TN, and TX. 
(Hearing site: Chicago, IL or 
Washington, DC.) 

MC 98154 (Sub-20F), Filed April 14, 
1980. Applicant: BRUCE CARTAGE, 
INCORPORATED. 3460 East 
Washington Road, Saginaw, MI 48601. 
Representative: Karl L. Gotting, 1200 
Bank of Lansing Building, Lansing, MI 
48933. Transporting such commodities 
as are dealt in by retail department 
stores. (1) from the facilities of 
Montgomery Ward & Co., Inc., at (a) 
Sharonville. OH and (b) Chicago. IL, to 
the facilities of Montgomery Ward & 

Co., Inc., at points in MI; and (2) from 


points in MI. to the origin facilities in (1) 
above. (Hearing site: Lansing, MI.) 

MC 106074 (Sub-15lF), filed April 16, 
1980. Applicant: B AND P MOTOR 
LINES, INC., Shiloh Rd. and U.S. Hwy 
221 S.. Forest City, NC 28043. 
Representative: Clyde W. Carver, P.O. 
Box 720434, Atlanta, GA 30328. 
Transporting such commodities as are 
dealt in by grocery and food business 
houses (except commodities in bulk, in 
tank vehicles), from the facilities of A. E. 
Stanley Manufacturing Company, at 
Arlington, TX, to points in LA and GA. 
(Hearing site: Atlanta. GA. or 
Washington. DC.) 

MC 107295 (Sub-979F), Filed April 14, 
1980. Applicant: PREFAB TRANSIT CO., 
a corporation, P.O. Box 146, Farmer City, 
IL 61842. Representative: Todd A. 
Peterman (same address as applicant). 
Transporting (1) doors, windows, 
frames, and mill work, from Stevens 
Point, WI, to points in the U.S. (except 
AK and HI); and (2) materials, 
equipment, and supplies (except 
commodities in bulk) used in the 
manufacture and distribution of the 
commodities named in (1) above, in the 
reverse direction. (Hearing site: 
Minneapolis, MN.) 

MC 108835 (Sub-51F), Filed April 15, 
1980. Applicant: HYMAN 
FREIGHTWAYS INC., 2380 Wycliff, St. 
Paul MN 55164. Representative: Rodney 
L. Trocke, 2690 N. Prior Ave., Roseville. 
MN 55113. Transporting foodstuffs, 
(except in bulk), from Ortonville and 
Arlington, MN, and Bloomer WI. to 
points in AR, IL, IA, KS, LA, MN. MO, 
NE, ND, OK, SD, TX, and WL (Hearing 
site: St. Paul, MN.) 

MC 108835 (Sub-52F), Filed April 15, 
1980. Applicant: HYMAN 
FREIGHTWAYS INC., 2380 Wycliff, St. 
Paul, MN 55164. Representative: Rodney 
L. Trocke, 2690 N. Prior Ave., Roseville, 
MN 55113. Transporting generators and 
generator parts, from Mankato, MN, to 
points in AR. KS. LA. MO. OK, and TX. 
(Hearing site: St. Paul, MN.) 

MC 111545 (Sub-302F), filed April 16, 
1980. Applicant: HOME 
TRANSPORTATION COMPANY. INC., 
P.O. Box 6426, Station A, Marietta, GA 
30065. Representative: J. Michael May 
(same address as applicant.) 
Transporting (1) Air pollution control 
equipment and materials (except 
commodities in bulk), and (2) parts for 
air pollution equipment between points 
in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities of Western 
Precipitation, Division of Joy 
Manufacturing Company. (Hearing site: 
Los Angeles, CA or Washington, DC.) 


MC 112304 (Sub-243F), filed April 14, 
1980. Applicant: ACE DORAN 
HAUUNG & RIGGING CO., a 
corporation. 1601 Blue Rock Street, 
Cincinnati, OH 45223. Representative: 
John G. Banner (same address as 
applicant). Transporting aluminum 
billets and aluminum ingots, from 
Sebree. KY, Chalmette, LA, Frederick, 
MD. Cold water. MI, New Madrid, MO. 
Parlin, NJ, and Sandusky, OH, to 
Phoenix, AZ, New Brunswick, NJ, and 
Burlington and Winton, NC. (Hearing 
site: Washington, DC.) 

MC 114045 (Sub-563F), filed April 14. 
1980. Applicant: TRANS^COLD 
EXPRESS. INC., P.O. Box 61228, Dallas. 
TX 75261. Representative: J. B. Stuart 
(same address as applicant). 
Transporting (1) such commodities as 
are dealt in by grocery, hardware, and 
drug stores, in containers and (2) 
materials used in the manufacture of the 
commodities in (1) above (except 
commodities in bulk), between points in 
the U.S. (except AK and HI), restricted 
to the transportation of traffic 
originating at or destined to the facilities 
used by Boyle-Midway, a division of 
American Home Products Corporation. 
(Hearing site: Chicago, IL.) 

MC 114045 (Sub-564F), filed April 14. 
1980. Applicant: TRANS-COLD 
EXPRESS, INC.. P.O. Box 61228, Dallas. 
TX 75261. Representative: J. B. Stuart 
(same address as above). Transporting 
foodstuffs (except in bulk), in vehicles 
equipped with mechanical refrigeration 
from the facilities of SCM Corporation 
located at (a) points in PA. and (b) 
Walcott, NY, to points in CA and TX. 
(Hearing site: Chicago, IL) 

MC 114334 (Sub-82F), filed April 17, 
1980. Applicant: BUILDERS 
TRANSPORTATION COMPANY, a 
corporation, 3710 Tulane Road, 

Memphis, TN 38116. Representative: 
Dale Woodall, 900 Memphis, TN 38103. 
Transporting concrete roofing tile, and 
accessories for concrete roofing tile, 
from the facilities of National Tile 
Industries, Inc., in Pottawatomie County, 
OK, to points in AL, GA, IL KY. LA, MS, 
MO, SC, and TN. (Hearing site: 
Memphis, TN.) 

MC 117644 (Sub-53F), filed April 14. 
1980. Applicant: D & T TRUCKING CO.. 
INC., 498 First St. N.W., New Brighton, 
MN 55112. Representative: Samuel 
Rubenstein, P.O. Box 5, Minneapolis, 

MN 55440. Contract carrier transporting 
materials, equipment and supplies used 
in the manufacture and distribution of 
motor vehicles, between Center Line, 
Warren and Marysville, MI; Chicago. IL 
and Minneapolis, MN, under continuing 
contract(s) with Chrysler Corporation of 
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Center Line, Ml. (Hearing site: 
Minneapolis or St. Paul, MN.) 

MC 121664 (Sub-12lF), filed April 14. 
1980. Applicant: HORNADY TRUCK 
LINE, INC., P.O. Box 846, Monroeville, 
AL 36460. Representative: Donald B. 
Sweeney, Jr.. 603 Frank Nelson Building, 
Birmingham, AL 35203. Transporting (1) 
alcoholic beverages. and (2) equipment, 
materials, and supplies used in the 
manufacture or distribution of alcoholic 
beverages, from points in the U.S. 
(except AK and HI), to points in AL. 
(Hearing site: Birmingham. AL. Atlanta, 

GA. ) 

MC 121664 (Sub-122F). filed April 14. 
1980. Applicant: HORNADY TRUCK 
LINE, INC., P.O. Box 846, Monroeville, 
AL 36460. Representative: W. E. Grant. 
1702 First Avenue South, Birmingham, 
AL 35233. Transporting hardboard 
siding, wallboard, composition board, 
particleboard, gypsum board, lumber, 
poles, posts, piling, crossties, and 
insulation board. Between points in AL, 

FL, GA. NC, SC, KY. and TN. If 
applicant is assigned for oral hearing, 
applicant requests that it be held at 
Atlanta, Georgia, or Birmingham, 
Alabama. 

MC 123744 (Sub-83F), filed April 15. 
1980. Applicant: BUTLER TRUCKING 
COMPANY, a corporation, P.O. Box 88, 
Woodland, PA 16881. Representative: 
Dwight L. Koerber, Jr., 805 McLachlen 
Bank Building, 666 Eleventh Street NW., 
Washington. DC 20001. In foreign 
commerce only, transporting 
refractories, from those ports of entry on 
the international boundary between the 
U.S. and Canada, in NY and MI, to those 
points in the U.S. in and east of MN, IA, 
MO, OK, and TX. (Hearing site: 
Washington. DC.) 

Note.—Dual operations may be involved. 

MC 123744 (Sub-84F), filed April 15. 
1980. Applicant: BUTLER TRUCKING 
COMPANY, a corporation. P.O. Box 88, 
Woodland, PA 16881. Representative: 
Dwight L. Koerber, Jr.. 805 McLachlen 
Bank Building, 666 Eleventh Street NW., 
Washington, DC 20001. In foreign 
commerce only, transporting materials 
and supplies used in the manufacture of 
refractories, from those points in the 
U.S. in and east of MN, IA. MO, OK, and 
TX to those ports of entry on the 
international boundary between the U.S. 
and Canada in ME, NH, VT. NY, MI, 

MN, ND, MT, ID, and WA. (Hearing site: 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 129994 (Sub-44F), filed April 14. 
1980. Applicant: RAY BETHERS 
TRUCKING, INC. a Utah corporation, 

176 West Central Avenue, Salt Lake 
City, UT 84107. Representative: Lon 


Rodney Kump, 333 East Fourth South, 
Salt Lake City, UT 84111. Transporting 
expanded plastic articles, and insulated 
building panels and (2) supplies, from 
the commodities in (1) above, from 
points in UT. to points in AZ, CA, CO. 
NV. and WY. (Hearing site: Salt City, 
UT. or San Francisco, CA.) 

MC 135824 (Sub-4F), filed April 14, 
1980. Applicant: J. BERNARD KLAPEC, 
R.D. 1, 673 North Seneca Street. Oil City, 
PA 16301. Representative: Robert Y. 
Daniels. Attorney at Law, 314 West Park 
Street, Franklin, PA 16323. Transporting 
iron and steel articles, and supplies, 
mateials. and equipment used in the 
manufacture or distribution of iron and 
steel articles, between points in AL. AZ, 
CA. CT. DE, FL, IL, IN, KY, LA, MA. MD, 
MI. MS. NJ, NY. OH. PA. TN. TX, WA, 
WV, and Wl. (Hearing site: Pittsburgh, 
PA.) 

MC 135895 (Sub-95F), filed April 14, 
1980. Applicant: B & R DRAYAGE, INC.. 
P.O. Box 8534, Battlefield Station, 
Jackson, MS 39204. Representative: 
Douglas C. Wynn, Wynn, Bogen & 
Mitchell. P.O. Box 1295, Greenville, MS 
38701. Transporting (1) paper, paper 
articles, and woodpulp (except 
commodities in bulk) and (2) materials, 
equipment, and supplies used in the 
manufacture or distribution of the 
commodities in (1) above (except 
commodities in bulk and those requiring 
special equipment), between the 
facilities of Bowater Southern Paper 
Corporation, at or near Calhoun, TN, 
points in LA and MS, and those points in 
TX on and east of U.S. Hwy. 83 (except 
Corpus Christi and San Antonio, TX). 
(Hearing site: Chattanooga, or Nashville. 
TN. or Jackson, MS.) 

MC 136384 (Sub-22F), filed April 14, 
1980. Applicant: PALMER MOTOR 
EXPRESS, INC., P.O. Box 103, Dean 
Forest Road, Savannah, GA 31402. 
Representative: Virgil H. Smith, Suite 12, 
1587 Phoenix Boulevard, Atlanta, GA 
30349. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), in 
containers or in trailers having an 
immediately prior or subsequent 
movement by rail or water, between 
Atlanta and Savannah, GA, on the one 
hand, and, on the other, points in GA. 
(Hearing site: Atlanta or Savannah, GA.) 

MC 136385 (Sub-13F). filed April 14, 
1980. Applicant: HALL WAY, INC., P.O. 
Box 22, Ankeny, LA 50021. 
Representative: Elaine M. Conway, 10 S. 
LaSalle Street, Suite 1600, Chicago, IL 
60603. Transporting meats, meat 
products, meat by-products, and articles 


distributed by meat packinghouses as 
described in sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates. 61 M.C.C. 
209 and 766 (except hides and 
commodities in bulk), from the facilities 
of Iowa Beef Processors. Inc., at or near 
Dakota City, NE, to points in FL. 
(Hearing site: Omaha, NE, or Kansas 
City, MO.) 

MC 139495 (Sub-534F), filed April 14. 
1980. Applicant: NATIONAL 
CARRIERS. INC., 1501 East 8th Street, 
P.O. Box 1358, Liberal. KS 67901. 
Representative: Herbert Alan Dubin, 818 
Connecticut Avenue NW.. Washington, 
DC 20006. Transporting foodstuffs . from 
the facilities of Stouffer Foods 
Corporation, a subsidiary of The 
Stouffer Corporation, at or near Solon, 
OH, to points in AL, CT. DE, DC. GA, 

KY. MD, MA, MS, NJ. NY. NC. PA. SC, 
TN, VA, and WV. restricted to traffic 
originating at the above named origin 
and destined to the above named 
destinations. (Hearing site: Washington, 
DC.) 

MC 139495 (Sub-535F). filed April 15. 
1980, Applicant: NATIONAL 
CARRIERS. INC., 1501 East 8th Street, 
P.O. Box 1358. Liberal, KS 67901. 
Representative: Herbert Alan Dubin. 818 
Connecticut Avenue NW., Washington, 
DC 20006. Transporting: such 
commodities as are dealt in by home 
improvement stores, from the facilities 
of Artesian Industries, at or near 
Mansfield and Shelby, OH, to points in 
AL, AR. CA, CT, DE, FL. GA, IL, IN, IA. 
KS. KY. LA. ME, MD. MA. MI. MN. MS, 
MO. NH. NJ, NY. NC, OK. PA. RI. SC, 

TN, TX. VT. VA. WV, and WI. (Hearing 
site: Washington, DC.) 

MC 139495 (Sub-536F), filed April 16. 
1980. Applicant: NATIONAL 
CARRIERS. INC., 1501 East 8th Street. 
P.O. Box 1358, Liberal, KS 67901. 
Representative: Herbert Alan Dubin, 818 
Connecticut Avenue NW., Washington, 
DC 20006. Transporting: building 
materials, from Port Allegany, PA and 
Sedalia, MO, to points in the U.S. 

(except AK and HI). (Hearing site: 
Washington, DC.) 

MC 140024 (Sub-185F). filed April 14. 
1980. Applicant: J. B. MONTGOMERY, 
INC., 5565 East 52nd Avenue, Commerce 
City. CO 80022. Representative: Don L. 
Bryce (same address as applicant.) 
Transporting foodstuffs (except in bulk), 
from points in MI, to points in ME, NH, 
MA, VT. RI, CT. NY. NJ. PA. DE. MD 
and VA. (Hearing site: New York. NY or 
Denver, CO.) 

MC 140024 (Sub-186F), filed April 15, 
1980. Applicant: J. B. MONTGOMERY. 
INC., 5565 East 52nd Avenue, Commerce 
City, CO 80022. Representative: Don L. 
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Bryce (same address as applicant.) 
Transporting meats, meat products, 
meat by-products and articles 
distributed by meat packinghouses, 
from Los Angeles, CA, to points in KS, 
TX, LA, IA. WI, IL. AL, FL, SC. NC, VA. 
MD. DE, NJ, PA, NY, CT, Rl, MA, and 
DC. (Hearing site: Los Angeles, CA, or 
Denver, CO.) 

MC 140024 (Sub-188F), filed April 15. 
1980. Applicant: J. B. MONTGOMERY, 
INC., 5565 East 52nd Avenue, Commerce 
City, CO 80022. Representative: Don L. 
Bryce (same address as applicant.) 
Transporting frozen foods (except in 
bulk), from points in MI and WI, to 
points in AR, GA, IL, MD, MA, MN, MO, 
NE, OK, OH, TX, NJ, and DC, restricted 
to traffic destined to the facilities of ITT 
Continental Baking Co., Inc. (Hearing 
site: New York, NY or Denver, CO.) 

MC 140484 (Sub-77F), filed April 14. 
1980. Applicant: LESTER COGGINS 
TRUCKING. INC., P.O. Box 69, 2671 East 
Edison Avenue, Fort Myers, FL 33902. 
Representative: Frank T. Day (same 
address as applicant). Transporting 
tread rubber , in containers, from Griffin. 

GA, to Fort Myers and Lake Hamilton, 

FL. (Hearing site: Tampa. FL or Atlanta, 
GA.) 

MC 140755 (Sub-74F), filed April 16, 
1980. Applicant: BRAY TRANSPORTS, 
INC., P.O. Box 270,1401 N. Little Street, 
Cushing, OK 74023. Representative: 
Dudley G. Sherrill (same address as 
applicant). Transporting fertilizer 
solutions , from the facilities of Chevron 
Chemical Co., at or near Friend, KS, to 
points in CO, NE, OK. TX, and NM. 
(Hearing site: Dallas, TX, or Oklahoma 
City. OK.) 

MC 141865 (Sub-5F), filed April 14, 
1980. Applicant: ACTION DELIVERY 
SERVICE, INC., 2401 West Marshall 
Drive, Grand Prairie, TX 75051. 
Representative: Clayte Binion, 1108 
Continental Life Building. Fort Worth, 
TX 76102. Contract carrier transporting 
such commodities as are dealt in by 
home product distributors, from the 
facilities of Amway Corp., at Des 
Moines, IA to points in KS and MO, 
under continuing contract(s) with 
Amway Corp. (Hearing site: Fort Worth 
or Dallas, TX.) 

MC 145335 (Sub-4F), filed April 14, 
1980. Applicant: RIVER ENTERPRISES, 
INC., P.O. Box 458, South Roxana, IL 
62087. Representative: Robert T. Lawley, 
300 Reisch Bldg., Springfield, IL 62701. 
Contract carrier transporting equipment, 
materials, and supplies used in the 
operation of oil refineries between 
Roxana, IL, on the one hand, and, on the 
other, points in the U.S. (except AK and 
HI), under continuing contract(s) with 
Shell Oil Company of Houston, TX. 


(Hearing site: Chicago, IL, and St. Louis, 
MO.) 

MC 145794 (Sub-2F), filed April 14, 
1980. Applicant: ARDS TRUCKING 
COMPANY, INCORPORATED, P.O. Box 
362, Darlington, SC 29532. 
Representative: C. Allen Ard, 176 
Doneraile Street, Darlington, SC 29532. 
Transporting plastic, plastic products, 
wood, lumber, wood products, and 
lumber products, between points in SC 
and GA, on the one hand, and, on the 
other, points in NC, VA, GA, WV, MD, 
DE, NJ, PA. NY, FL. AL, TN, KY. OH, IN, 
MO, SC, MS. LA. TX, AR, OK, KS, IL, 

CT, RI. MA, WI, MI. and DC. (Hearing 
site: Columbus or Charleston, SC.) 

MC 146015 (Sub-8F), filed April 16, 
1980. Applicant: MUMMA FREIGHT 
LINES, INC., 6495 Carlisle Pike, 
Mechanicsburg, PA 17055. 
Representative: E. J. Mumma, Jr. (same 
address as applicant). Contract carrier 
transporting containers from the 
facilities of A and S Warehouse, Inc., at 
Chambersburg, PA, to points in NY, NJ, 
and MD, under continuing contracts(s) 
with Chattanooga Class Company. 
(Hearing site: Philadelphia, PA or 
Washington, DC.) 

MC 146024 (Sub-4F), filed April 11, 
1980. Applicant: G & R PETROLEUM, 
INC., 253 S.W. 4th Ave., Ontario, OR 
97914. Representative: Timothy R. 
Stivers, P.O. Box 162, Boise, ID 83701. 
Contract carrier, transporting petroleum 
products, in bulk, in tank vehicles, 
between points in ID, OR. WA and NV, 
under continuing contract(s) with 
Stockman’s Oil; Ore-Ida Truck Stop. 

Inc.; Corta Oil Company, Inc.; and Price 
Less Gas, Inc. (Hearing site: Boise, ID.) 

MC 146814 (Sub-9F), filed April 14, 
1980. Applicant: VAN WYK, INC., C 
Street, Sheldon, IA 51201. 
Representative: Arlyn L. Westergren, 
Suite 106 . 7101 Mercy Road, Omaha, NE 
68106. Transporting insulating materials, 
from Organe City, IA and St. Anne. IL, 
to points in CO, IA, KS, MN, NE, ND, 

OK, SD, and WY, restricted to traffic 
originating at the named origins and 
destined to the named destinations. 
(Hearing site: Des Moines, LA or Omaha, 
NE.) 

MC 147095 (Sub-2F), filed April 15, 
1980. Applicant: BOYD MARTIN 
COMPANY, a corporation, d.b.a. WEST 
AMERICAN FINANCE 
CORPORATION. 1260 West North 
Temple, Salt Lake City, UT 84101. 
Representative: Mark K. Boyle, Suite 
400,10 West Broadway, Salt Lake City, 
UT 84116. Contract carrier transporting 
butter, in vehicles equipped with 
mechanical refrigeration, from Caldwell, 
ID, to Salt Lake City, UT, under 
continuing contract(s) with Wilsey 


Bennett Company, of Salt Lake City, UT. 
(Hearing site: Salt Lake City, UT, or 
Caldwell, ID.) 

MC 148394F (Sub-2F). filed April 14, 
1980. Applicant: McKINLEY TRUCKING 
CO., INC., 652 North Williams Street, 
Carson City, MI 48811. Representative: 
Karl L. Gotting, 1200 Bank of Lansing 
Building, Lansing, MI 48933. Contract 
carrier, transporting petroleum and 
petroleum products, between the 
facilities of Crystal Refining Company, 
at Carson City, MI, on the one hand, 
and, on the other, points in OH, IL and 
IN, under continuing contract(s) with 
Crystal Refining Company. (Hearing 
site: Lansing, MI.) 

MC 148564 (Sub-5F), filed April 14, 
1980. Applicant: G. KAY, INC., P.O. Box 
222, Geneva, NE 68501. Representative: 
Bradford E. Kistler, P.O. Box 82028, 
Lincoln, NE 68501. Transporting 
materials, equipment, and supplies used 
in the manufacture and distribution of 
malt beverages, from points in IL and 
MO, to Omaha, NE. (Hearing site: 
Omaha, NE.) 

Note.—Dual operations may be involved. 

MC 149145 (Sub-2F), filed April 11, 
1980. Applicant: ITOFCA TRUCK LINE, 
INC., 2285 183d Place, Lansing. IL 60438. 
Representative: Charles W. Singer, 2480 
E. Commercial Blvd., Fort Lauderdale, 
FL 33308. Contract carrier transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, and commodities 
requiring special handling or 
equipment), between points in the U.S. 
(except AK and HI), under continuing 
contract(s) with ITOFCA, Inc., of 
Clarendon Hills, IL. (Hearing site: 
Chicago, IL.) 

MC 150614 (Sub-lF), filed April 14, 
1980. Applicant: ROBERT J. ECKER, 
d.b.a. ROBERT J. ECKER TRUCKING 
CO., 225 South Church Street, Hazleton, 
PA 18201. Representative: Jeremy Kahn, 
Suite 733, Investment Building, 1511 K 
Street, NW., Washington, DC 20005. 
Contract carrier transporting such 
commodities as are dealt in or used by 
manufacturers and distributors of 
lighting fixtures, between the facilities 
of Sarama Lighting of PA, Inc., at 
Nesquehoning, PA, and the facilities of 
Sarama Lighting of MA, Inc. in Queens 
County, NY and at (a) Fall River, MA, 
(b) Atlanta, GA, (c) Chicago, IL, and (d) 
Kew Gardens, Long Island, NY, under 
continuing contract(s) with Sarama 
Lighting of PA, Inc., of Nesquehoning, 
PA. (Hearing site: Philadelphia, PA.) 

MC 150654 filed April 14,1980. 
Applicant: KINNIE-ANNEX CARTAGE 
CO., 19354 Mt. Elliott, Detroit, MI 48234. 
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Representative: William B. Elmer, 21635 
East Nine Mile Road. St Clair Shores. 
Ml 48080. In foreign commerce only, 
transporting steel articles, from Detroit, 
MI, to those ports of entry on the 
international boundary line between the 
U.S. and Canada, at points in Ml, 
restricted to traffic originating at the 
facilities of Kurtz Steel Company. 
(Hearing site: Detroit, MI.) 

MC 150655, filed April 14,1980. 
Applicant: P & G TRANSPORT CO., a 
corporation, d.b.a. SCHRECKER 
MOVING & STORAGE, 2600 Vfe 
Warehouse Road, P.O. Box 1673, 
Owensboro, KY 42301. Representative: 
Maxwell A. Howell, 1100 Investment 
Building. 1511 K Street NW., 

Washington, DC 20005. Transporting 
household goods as defined by the 
Commission, between points in Daviess, 
McLean, Hancock and Ohio Counties, 
KY, and Spencer County, IN, on the one 
hand, and, on the points in IN, OH, WY. 
PA, VA, TN, MO, and IL (Hearing site: 
Owensboro. KY.) 

Volume No. 206 

Decided: )une 20,1980 

By the Commission. Review Board Number 
1. Members Carleton, Joyce and Jones. 

MC 720 (Sub-80F), filed March 31. 

1980. Applicant: BIRD TRUCKING 
COMPANY. INC., P.O. Box 227, 

Waupun, WI 53963. Representative: Tom 
Westerman (same address as applicant). 
Transporting foodstuffs from the 
facilities of the Peavy Company at 
Hastings, MN. to points in IL. IN, MI, 

MO, and OH. restricted to traffic 
originating at the facilities of the Peavy 
Company and destined to the above 
destinations. (Hearing site: Minneapolis, 
MN. or Milwaukee, WI.) 

MC 8771 (Sub-67F), filed March 31, 
1980. Applicant: S M TRANSPORT INC., 
P.O. Box 41, Camp Hill, PA 17011. 
Representative: John R. Sims, Jr.. 425 
13th Street NW., Washington, DC 20004. 
Transporting (1) axles, transmissions 
and gear boxes and such commodities 
as are used in manu facture and 
distribution of axles, gear boxes and 
transmissions; (2) automotive parts and 
accessories; and (3) commodities which 
because of their size and weight require 
the use of special equipment between 
points in Ohio and New York. (Hearing 
site: Washington. DC or Syarcuse, NY.) 

MC 13651 (Sub-26F), filed March 31, 
1980. Applicant: PEOPLES TRANSFER, 
INC., 1430 W. 11th St., Long Beach. CA 
90813. Representative: A. Michael 
Bernstein. 1441 E. Thomas Rd., Phoenix, 
AZ 85014. Transporting (1) bastnbesite 
ore and bastnaesite residue from the 
facilities of Molycorp, Inc. located near 
Mountain Pass, CA to Los Angeles, CA 


and the Los Angeles and Long Beach, 
CA Harbor areas, and (2) empty 
containers from Los Angeles. CA and 
the Los Angeles and Long Beach Harbor 
areas, CA to the facilities of Molycorp. 
Inc. located near Mountain Pass. CA. 
(Hearing site: PhoenLxt AZ.) 

MC 29910 (Sub-258F), filed March 27, 
1980. Applicant: ARKANSAS-BEST 
FREIGHT SYSTEM, INC., 301 South 11th 
Street, Fort Smith, AR 72901. 
Representative: Don A. Smith. P.O. Box 
43, 510 North Greenwood Ave., Fort 
Smith. AR 72902. Transporting general 
commodities, (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
serving the facilities of Nu-Cushion 
Products at or near Keene, TX, as an off- 
route point in connection with 
applicant’s existing route operations. 
(Hearing site: Dallas. TX.) 

Note.—Applicant intends to tack this 
authority. 

MC 35320 (Sub-571 F), filed March 26. 
1980. Applicant: T.I.M.E.-DC, INC., 2598 
74th Street. P.O. Box 2550, Lubbock, TX 
79408. Representative: Kenneth G. 
Thomas (same address as applicant). 
Transporting general commodities, 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between San Diego, 
CA and El Centro, CA, from San Diego 
over Interstate Hwy 8 to El Centro and 
return over the same route serving no 
intermediate points. (Hearing site: San 
Diego, CA, or Los Angeles, CA.) 

Note.—Applicant intends to tack to its 
existing authority. 

MC 35320 (Sub-572F), filed March 26. 
1980. Applicant: T.I.M.E.-DC, INC., 2598 
74th Street, P.O. Box 2550, Lubbock, TX 
79408. Representative: Kenneth G. 
Thomas (same address as applicant). 
Transporting general commodities , 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between Cincinnati, 
OH and Knoxville, TN, over Interstate 
Hwy 75. (Hearing site: Cincinnati, OH, 
or Washington, DC.) 

Note.—Applicant intends to tack to its 
existing authority. 

MC 42011 (Sub-64F), filed March 31. 
1980. Applicant: D. Q. WISE & CO.. INC., 
P.O. Drawer L, Tulsa, OK 74112. 
Representative: James W. Hightower, 

5801 Marvin D. Love Freeway, #301, 
Dallas, TX 75237. Transporting (1) 
combustion, compression and 
processing equipment and parts thereof; 


and (2) equipment, materials and 
supplies used in the manufacture of the 
commodities in (1) above (except 
commodities in bulk, in tank or dump 
vehicles), between the facilities of 
McGill Fabrication Inc., at or near Tulsa, 
OK, on the one hand, and. on the other, 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the above facilities. (Hearing 
site: Tulsa, OK.) 

MC 47171 (Sub-165F), filed March 31. 
1980. Applicant* COOPER MOTOR 
LINES, INC., P.O. Box 2820, Greenville, 
SC 29602. Representative: Harris G. 
Andrews (same address as applicant). 
Transporting: (1) electric storage 
batteries and parts thereof, battery 
fluid, battery boxes, battery covers and 
battery vents. (2) equipment, materials 
and supplies used in the production and 
distribution of (1) above, between the 
facilities of ESB Incorporated located at 
points in the U.S. east of a line 
beginning at the mouth of the 
Mississippi River, and extending along 
the Mississippi River to its junction with 
the western boundary of Kasca County, 
MN, then northward along the western 
boundaries of Itasca and Koochiching 
Counties, MN, to the International 
Boundary line between the U.S. and 
Canada. (Hearing site: Washington, DC 
or Philadelphia, PA.) 

MC 56270 (Sub-42F). filed March 31, 
1980. Applicant: LEiCHT TRANSFER & 
STORAGE CO., a corporation, 1401-55 
State St., P.O. Box 2385, Green Bay, WI 
54306. Representative: Dennis L. 

Sedlacek (same address as applicant). 
Transporting such commodities as are 
used by a manufacturer or distributor of 
paper and paper products from points in 
MI, VA. PA. TX. LA, OH. SC, NJ. GA. 

KY, MO, and TN to Appleton, WI. 
(Hearing site: Green Bay, WI or Chicago, 
IL) 

MC 56270 (Sub-43F). filed March 28, 
1980. Applicant: LEICHT TRANSFER & 
STORAGE CO., a corporation. 1401-55 
State St, P.O. Box 2385, Green Bay. WI 
54306. Representative: Dennis L 
Sedlacek (same address as applicant). 
Transporting (1) industrial drying and 
pollution control equipment , and (2) 
materials, equipment and supplies used 
in the manufacture of the commodities 
in (1) above, between De Pere, WI. on 
the one hand, and. on the other, points 
in the U.S. in and east of ND, SD. NE, 

KS. OK. TX. (Hearing site: Green Bay, 

WI or Chicago, IL.) 

MC 60271 (Sub-13F), filed April 14. 

1980. Applicant: HARPER TRUCK LINE, 
INC., P.O. Box 288, Monroe, LA 71201. 
Representative: Sherri L. Roberts (same 
as above). Transporting rough lumber 
from Haughton, LA to Huttig, AR. 
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(Hearing site: Monroe. LA, or Baton 
Rouge, LA.) 

MC 77061 (Sub-33F). filed March 27, 
1980. Applicant: SHERMAN BROS., 

INC., 29534 Airport Road (Box 706), 
Eugene, OR 97401. Representative: 
Russell M. Allen, 1200 Jackson Tower, 
Portland, OR 97205. Transporting iron 
and steel articles, from points in 
Multnomah and Washington Counties, 
OR, to points in Ada and Canyon 
Counties, ID. restricted to traffic moving 
from or to the facilities of American 
Steel, a Division of American Industries. 
(Hearing site: Portland, or Eugene, OR.) 

MC 82841 (Sub-285F), filed March 24, 
1980. Applicant: HUNT 
TRANSPORTATION. INC., 10770 T* 
Street, Omaha, NE 68127. 

Representative: Donald L. Stern, 7171 
Mercy Road, Suite 610, Omaha, NE 
68106. Transporting (1) electric copper 
cable and empty reels and cores, from 
Omaha, NE, to points in AZ, CA. CO, ID, 
IL, IN, IA, KS, MD, MI, MN, MO, MT, 

NE, NV. NM, NJ. NY, ND. OH. OR. PA, 
SD, UT. WA, WV. WI. and WY, and (2) 
empty reels and cores in the reverse 
direction, restricted to traffic originating 
at or destined to the facilities of 
Western Electric Company. (Hearing 
site: Omaha, NE, or Washington, D.C.) 

MC 94201 (Sub-190F), filed February 
25,1980. Applicant: BOWMAN 
TRANSPORTATION, INC., P.O. Box 
17744, Atlanta, GA 30316. 

Representative: Maurice F. Bishop, 601- 
09 Frank Nelson Bldg., Birmingham. AL 
35203. Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), (1) between Memphis, TN, 
and Raleigh, NC, over U.S. Hwy 64 (also 
U.S. Hwy 40), (2) between Chattanooga 
and Nashville, TN, over Interstate Hwy 
24 (also U.S. Hwy 41), (3) between 
Chattanooga and Briston, TN, (a) from 
Chattanooga over Interstate Hwy 75 to 
junction Interstate Hwy 81, then over 
Interstate Hwy 81 to Bristol, and return 
over the same route, and (b) from 
Chattanooga over U.S. Hwy 11 to 
junction U.S. Hwy 11E and 11W, then 
over U.S. Hwy 11E (also U.S. Hwy 11W), 
to Bristol, and return over the same 
route, (4) between Knoxville, TN, and 
Wilmington, NC, from Knxoville over 
Interstate Hwy 40 to Asheville, NC, then 
over U.S. Hwy 74 to Wilmington, and 
return over the same route, (5) between 
Fayetteville, NC, and Bristol, TN, from 
Fayetteville over NC Hwy 87 to junction 
U.S. Hwy 421, then over U.S. Hwy 421 to 
Bristol, and return over the same route, 
(6) between Winston-Salem and 


Elizabeth City, N.C., over U.S. Hwy 158, 
and (7) between Wilson and Raleigh, 

NC, from Wilson over NC Hwy 42 to 
junction U.S. Hwy 70. then over U.S. 

Hwy 70 to Raleigh, arid return over the 
same route, serving in (1) through (7) 
above all intermediate points and all 
points in NC and TN, as off-route points. 
(Hearing site: Atlanta, GA, or 
Washington, D.C.) 

MC 95540 (Sub-1158F), filed March 31, 
1980. Applicant: WATKINS MOTOR 
LINES, INC., 1144 West Griffin Road, 

P.O. Box 1636, Lakeland, FL 33802. 
Representative: Benjy W. Fincher (same 
address as applicant). Transporting (1) 
such commodities as are dealt in by 
manufacturers and distributors of small 
electric appliances from the facilities of 
Hamilton Beach at Washington, Clinton, 
and Farmville, NC and Byesville, OH to 
points in the U.S. (except AK and HI), 
and (2) materials, equipment, and 
supplies used by manufacturers and 
distributors of small electric appliances 
in the reverse direction. (Hearing site: 
Norfolk, VA or Washington, DC.) 

MC 95920 (Sub-65F). filed March 27, 
1980. Applicant: SANTRY TRUCKING 
CO., a corporation, 10505 NE. 2d Ave., 
Portland, OR 97211. Representative: 
George R. LaBissoniere, 1100 Norton 
Bldg., Seattle, WA 98104. Transporting 
such commodities as are dealt in or 
used by petroleum distributors or 
dealers (except commodities in bulk), 
from Richmond, CA and points in Los 
Angeles County, CA to points in OR and 
WA. (Hearing site: San Francisco, CA.) 

MC 98701 (Sub-6F), filed March 31, 
1980. Applicant: CLEVELAND 
EXPRESS. INC., P.O. Box 158, South Lee 
Highway, Cleveland, TN 37311. 
Representative: Blaine Buchanan, 1024 
James Building, Chattanooga, TN 37402. 
Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment) (1) between Sweetwater and* 
Knoxville, TN, over U.S. Hwy 11 (also 
over Interstate Hwy 75); (2) between 
Athens and Decatur, TN over TN Hwy 
30; (3) between Cleveland and 
Sweetwater, TN, from Cleveland over 
TN Hwy 60 to jet. TN Hwy 58, then over 
TN Hwy 58 to jet. TN Hwy 68, then over 
TN Hwy 68 to Sweetwater, and return 
over the same route; (4) between 
Sweetwater and Madisonvilie, TN, over 
TN Hwy 68; (5) Between Cleveland and 
Knoxville, TN, from Cleveland over U.S. 
Hwy 64 to jet. U.S. Hwy 411 at or near 
Ocoee. TN, then over U.S. Hwy 411 to 
jet. U.S. Hwy 129, then over U.S. Hwy 
129 to Knoxville and return over the 


same route; (6) between jet. U.S. Hwy 
411 and U.S. Hwy 129, near Maryville, 

TN and Knoxville, TN. from said 
junction over U.S. Hwy 411 to Maryville, 
then over TN Hwy 33 to Knoxville and 
return over the same route; serving all 
intermediate points on all of the six 
above routes. (Hearing site: Knoxville, 
or Chattanooga, TN.) 

Note.—Applicant intends to tack with its 
existing authority. 

MC 111170 (Sub-267F), filed May 12, 
1980. Applicant: WHEELING PIPE LINE, 
INC., P.O. Box 1718, El Dorado, AR 
71730. Representative: Don A. Smith, 

P.O. Box 43, 510 North Greenwood. Fort 
Smith, AR 72902. Transporting (1) 
pulpmill liquids, in bulk, in tank 
vehicles, between points in AL, AR, LA, 
MS, and TX, (2) chemicals, in bulk, in 
tank vehicles, from Memphis,-TN, to 
points in AR. and (3) crushed stone 
filler, in bulk, in tank vehicles, from 
Little Rock, AR. to Dallas, TX, restricted 
in (1) to traffic originating at or destined 
to the facilities of International Paper 
Company and its subsidiaries. (Hearing 
site: Little Rock, AR. or Memphis, TN.) 

MC 112520 (Sub-387F), filed March 31, 
1980. Applicant: McKENZIE TANK 
LINES, INC., P.O. Box 1200, Tallahassee, 
FL 32302. Representative: Thomas F. 
Panebianco (same address as applicant). 
Transporting polyvinyl chloride resin 
and polyvinyl chloride compound, in 
bulk, in tank vehicles, from Aberdeen, 
MS to Thomasville, GA. (Hearing site: 
Tallahassee, FL.) 

MC 112520 (Sub-388F), filed March 31, 
1980. Applicant: McKENZIE TANK 
LINES, INC., Post Office Box 1200, 
Tallahassee, FL 32302. Representative: 
Thomas F. Panebianco (same address as 
applicant). Transporting liquid sulfur 
fertilizer solution in bulk, in tank 
vehicles, from Pelham, GA to points in 
AR, MS and TN. (Hearing site: 
Tallahassee, FL.) 

MC 112520 (Sub-389F), filed March 31, 
1980. Applicant: McKENZIE TANK 
LINES, INC., Post Office Box 1200, 
Tallahassee, FL 32302. Representative: 
Thomas F. Panebianco (same address as 
applicant). Transporting plastic pipe and 
fittings from Thomasville, GA to points 
in AL, FL, MS, NC, SC and TN. (Hearing 
site: Tallahassee, FL.) 

MC 114211 (Sub-427F), filed December 
4,1979, and previously noticed in 
Federal Register issue of March 20,1980. 
Applicant: WARREN TRANSPORT, 

INC., P.O. Box 420, Waterloo, IA 50704. 
Representative: Adelor J. Warren (same 
address as applicant). Transporting (1) 
such commodities as are dealt in or 
used by manufacturers, dealers, and 
distributors of agricultural and 
industrial machinery, (2) self-propelled 







46523 


Federal Register / Vol. 45, No. 134 / Thursday, July 10, 1900 / Notices 


vehicles (except those vehicles as 
defined in 49 U.S.C. 5 10102 (14). and 
commodities moving in driveaway 
service), (3) equipment designed for use 
in conjunction with self-propelled 
vehicles (except tank semi-trailers), (4) 
ports and attachments for the 
commodities in (1), (2), (3) above, and (5) 
materials, equipment, and supplies used 
in the manufacture and distribution of 
the commodities in (1). (2), and (3) 
above, (except commodities in bulk), 
between points in Codington County, 

SD, on the one hand, and, on the other, 
points in the U.S. (including AK, but 
excluding HI) (Hearing site: Watertown 
or Brookings, SD.) 

Note.—This republication adds the 
commodities in (2) through (5) and shows 
Codington County, SD, as an origin or 
destination in lieu of Watertown, SD. 

MC 114391 (Sub-6F), filed March 31, 
1980. Applicant: MEADORS MOTOR 
LINES, INC.,ines, Inc., 141 West 
Carolina Avenue, Memphis, TN 38101. 
Representative: Dale Woodall, 900 
Memphis Bank Building, Memphis, TN 
38103. Over regular routes, transporting 
general commodities (except household 
goods, commodities in bulk, articles 
which because of size or weight require 
the use of special equipment, articles of 
unusual value, and classes A and B 
explosives), between the junction of TN 
Hwys 57 and 125, and Walnut, MS, from 
said junction over TN Hwy 125 to the 
MS State line, then over MS Hwy 15 to 
Walnut, and return over the same route, 
serving ail intermediate points. (Hearing 
site: Memphis. TN.) 

MC 115331 (Sub-534F), filed February 
4,1980, and previously noticed in 
Federal Register issue of April 29,1980. 
Applicant: TRUCK TRANSPORT 
INCORPORATED. 29 Clayton Hills 
Lane, St. Louis, MO 63131. 
Representative: J. R. Ferris, 11040 
Manchester Rd., St. Louis, MO 63122. 
Transporting flour, prepared mixes, 
bases for prepared mixes, and croutons, 
in containers, from Alton, IL, to those 
points in the U.S. in and east of MN, IA, 
MO, OK, and TX. (Hearing site: 
Minneapolis, MN, or St. Louis, MO.) 

Note.—This republication clarifies 
territorial description. 

MC 120761 (Sub-60F), filed March 27, 
1980. Applicant: NEWMAN BROS. 
TRUCKING COMPANY, a corporation, 
P.O. Box 18728, Fort Worth, TX 76118. 
Representative: Clint Oldham, 1108 
Continental Life Building, Fort Worth, 

TX 76102. Transporting plastic fence 
posts from the facilities of Sunbelt 
Plastics, Inc., at or near Dallas, TX to 
points in the U.S. (except AK and HI). 
(Hearing site: Dallas or Fort Worth, TX.) 


MC 120761 (Sub-61F), filed March 27, 
1980. Applicant: NEWMAN BROS. 
TRUCIGNG COMPANY, a corporation, 
P.O. Box 18728. Fort Worth, TX 76118. 
Representative: Clint Oldham, 1108 
Continental Life Building, Fort Worth, 
TX 76102. Transporting farm and ranch 
supplies, and wood products, from 
points in the U.S. (except AK and HI) to 
Fort Worth and Dallas, TX. (Hearing 
site: Fort Worth or Dallas, TX.) 

MC 121470 (Sub-58F), filed March 31, 
1980. Applicant: TANKSLEY 
TRANSI%R COMPANY, a corporation, 
801 Cowan Street, Nashville, TN 37207. 
Representative: Roy L. Tanksley (same 
as above). Transporting iron and steel 
articles, from Sparrows Point, MD, 
Niles/Toledo, and Elyria, OH, and 
Hennepin and Chicago, IL, to the 
facilities of Gould, Inc., located at or 
near McMinnville, Nashville, and 
Lexington, TN, restricted to the 
transportation of traffic originating at 
the named origins and destined to said 
facilities. (Hearing site: Nashville, TN.) 

MC 124711 (Sub-107F), filed March 27. 
1980. Applicant: BECKER 
CORPORATION, P.O. Box 1050, El 
Dorado. KS 67042. Representative: Rod 
Parker (same as above). Transporting 
liquid animal feed and ingredients 
therefor, in bulk, in tank vehicles, from 
the facilities of Ralston Purina Company 
at or near Leoti, KS to points in CO, NE, 
and OK. (Hearing site: Wichita or 
Kansas City, KS.) 

MC 124711 (Sub-108F), filed March 13. 
1980. Applicant: BECKER 
CORPORATION, P.O. Box 1050, El 
Dorado, KS 67042. Representative: Rod 
Parker (same address as applicant). 
Transporting fly ash, in bulk, in tank 
vehicles, from points in AR to points in 
OK, KS, MO. and TX. (Hearing site: 
Little Rock, AR, or Wichita, KS.) 

MC 125751 (Sub-8F), filed May 22, 
1980. Applicant: H & W CARRIERS. 

INC., Box 73. Camargo, IL 61919. 
Representative: Michael W. O’Hara, 300 
Reisch Bldg., Springfield, IL 62701. 
Transporting liquid fertilizer (1) from 
Francisville, IN, to points in IL and MI, 
and (2) from Bums Harbor, Terre Haute, 
and Jordon, IN, to points in IL. (Hearing 
site: Chicago. IL, or St. Louis, MO.) 

Note.—Dual operations may be involved. 

MC 125951 (Sub-56F). filed March 26, 
1980. Applicant: SILVEY 
REFRIGERATED CARRIERS, INC., 7000 
West Center Road, Suite 325, Omaha, 

NE 68106. Representative: Robert M. 
Cimino (same address as applicant). 
Transporting canned and preserved 
meats, from the facilities utilized by I.D. 
Products Company at or near 
Philadelphia, PA to Chicago, IL, Detroit, 


MI, Cleveland and Toledo, OH, and St. 
Louis and Kansas City. MO, restricted to 
the transportation of traffic originating 
at the named origin and destined to the 
indicated destinations. (Hearing site: 
Chicago, IL.) 

Note.—Dual operations may be involved. 

MC 125951 (Sub-57F). filed March 31, 
1980. Applicant: SILVEY 
REFRIGERATED CARRIERS. INC., 7000 
West Center Road, Suite 325, Omaha, 

NE 68106. Representative: Robert M. 
Cimino (same address as applicant). 
Transporting photographic products 
from the facilities of Ilford, Inc. at or 
near Somerset and Paramus, NJ. to 
Chicago, IL, Atlanta, GA, and Los 
Angeles, CA. (Hearing site: Jersey City, 
NJ.) 

MC 127820 (Sub-15F), filed March 27, 
1980. Applicant: TRANS-SERVICE, INC.. 
1943 South Lawn Extension, Coshocton, 
OH 43812. Representative: Taylor C. 
Bumeson, 1631 Northwest Professional 
Plaza, Columbus, OH 43220. Contract 
carrier, transporting (1) pipe, fittings, 
valves, hydrants and (2) accessories and 
supplies used in the installation of the 
commodities in (1) above from the 
facilities of Clow Corporation at or near 
Columbia, MO, and at points in 
Talladega County, AL, to points in ND, 
SD. NE. KS. OK, TX. MN. IA. MO, AR, 
LA. WI. IL, IN, KY, TN, MS. MI, AL, OH, 
GA. FL, PA. WV, VA, NC, SC, NY, MD. 
NJ. DE, MA, CT, and Rl, under 
continuing contract(s) with Clow 
Corporation, of Oak Brook, IL. (Hearing 
site: Columbus, OH.) 

MC 129600 (Sub-34F), filed March 31. 
1980. Applicant: POLAR TRANSPORT. 
INC., 176 King St., Hanover, MA 02339. 
Representative: Alton C. Gardner (same 
address as applicant). Contract carrier, 
transporting confectionery (except in 
bulk) and materials, equipment, and 
supplies, used in the manufacture and 
distribution of confectionery, between 
the facilities of Nabisco Confections, 

Inc., at (a) Danville, IL and (b) Los 
Angeles, CA, on the one hand, and, on 
the other, those points in the U.S. in and 
east of MN, IA, MO, AR. and TX, under 
continuing contract(s) with Nabisco Inc. 
of Cambridge, MA. (Hearing site: 

Boston, MA.) 

MC 135070 (Sub-1 56F), filed February 
19,1980, and previously noticed in 
Federal Register issue of April 9, 1980. 
Applicant: JAY LINES, INC., P.O. Box 
30180. Amarillo, TX 79120. 
Representative: Gailyn L. Larsen, P.O. 
Box 82816, Lincoln, NE 68501. 
Transporting (1) tape and tope products, 
(2) materials, equipment, and supplies 
used in the manufacture and distribution 
of the commodities in (1) above, (a) from 
Carbondale, IL, to points in CA, GA, KS, 
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MO. NJ. NY. OH. and TX. and (b) from 
Beacon, NY, and Passaic, NJ, to points in 
AZ, CA. GA. IL. MO. NV, and TX. and 
(3) petroleum products, from Beaumont 
and Cheek, TX, and Baton Rouge, LA. to 
points in IL, N], and NY. (Hearing site: 
New York City, NY, or Dallas, TX.) 

Note.—This republication includes KS as a 
destination state in (a) above. Dual 
operations may be involved. 

MC 135861 (Sub-72F). filed March 31, 
1980. Applicant: LISA MOTOR LINES, 
INC., P.O. Box 4550, Fort Worth, TX 
76106. Representative: Billy R. Reid, 1721 
Carl Street, Fort Worth, TX 76103. 
Contract carrier, transporting meats, 
meat products, meat byproducts, and 
articles distributed by meat 
packinghouses as described in Sections 
A and C of Appendix I to the report in 
Descriptions in Motor Carrier 
Certificates, 61 MCC 209 & 766 (except 
hides and commodities in bulk in tank 
vehicles), from Dodge City, KS to points 
in the U.S. (except AK & HI), under 
continuing contract(s) with Hyplains 
Dressed Beef, Inc., of Dodge City, KS. 
(Hearing site: Fort Worth, TX.) 

MC 135861 (Sub-73F), filed March 31, 
1980. Applicant: USA MOTOR UNES, 
INC.. P.O. Box 4550, Fort Worth, TX 
76106. Representative: Billy R. Reid. 1721 
Carl Street, Fort Worth. TX 76103. 
Contract carrier, transporting (1) roofing 
and insulation materials, vinyl siding 
and floor covering, (2) chemicals and 
cleaning, washing, and scouring 
compounds; (3) photographic and 
duplicating equipment; and (4) 
materials, equipment and supplies used 
in the packaging, sale and 
manufacturing of the commodities 
named in (1), (2) and (3) above, (except 
commodities in bulk) between the 
facilities of GAF Corporation at or near 
Gloucester City and Unden, NJ, 
Binghampton, Johnson City, Vails Gate 
and Vestal. NY. Calvert City. KY. 
Portland, OR, or Lehigh County, PA, on 
the one hand. and. on the other, points 
in AZ, AR. CA, CO, FL, GA, IL, IN, IA. 
KS. KY. LA. MD. MN, MS. MO, NE. NJ. 
NM, NY. NC. OH, OK, OR. PA, TN, TX, 
WI and DC, under continuing contract(s) 
with GAF Corporation of Wayne. NJ. 
(Hearing site: Fort Worth, TX.) 

MC 138861 (Sub-17F), filed March 31. 
1980. Applicant: C-LINE. INC., Tourtellot 
Hill Road, Chepachet, RI 02814. 
Representative: Ronald N. Cobert, 1730 
M Street NW., Suite 501, Washington, 
D.C. 20036. Transporting general 
commodities (except classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and commodities requiring special 
equipment), between railroad ramps 
located at Bridgeport, North Haven, and 


Planfield, CT; Boston. West Springfield, 
and Worcester, MA; Pawtucket and 
Providence. RI, on the one hand, and, on 
the other, points in CT, MA, and RI, 
restricted to traffic having a prior or 
subsequent movement by rail. (Hearing 
site: Boston, MA.) 

MC 138960 (Sub-lOF), (republication) 
filed January 8,1980, previously noticed 
in the Federal Register issue of April 3, 
1980. Applicant: ROKO EXPRESS. INC., 
P.O. Box 169, Columbus, OH 43218. 
Representative: Elaine M. Conway, 10 S. 
LaSalle St., Chicago, IL 60603. 
Transporting paper, paper products, and 
plastic articles, from the facilities of 
International Paper Company at (a) 
Mobile, AL, and (b) Jackson' TN, to 
points in FL, IL, IN, KY, MI. and OH, 
restricted to traffic originating at the 
named origins facilities and destined to 
the indicated destinations. (Hearing site: 
Chicago, IL, or New York, NY.) 

Note.—The purpose of this republication is 
to add KY to the destination territory. 

MC 140601 (Sub-19F), filed March 21, 
1980. Applicant: BILLY FRANK d.b.a. 
FRANK BROS., 349 Abbott Ave.. 
Hillsboro, TX 76645. Representative: 
Charles E. Munson, 500 West Sixteenth 
St.. P.O. Box 1945, Austin, TX 78701. 
Contract carrier, transporting (1) plastic 
and steel pipe and tubing, and (2) Parts, 
attachments and accessories used in the 
installation of the commodities in (1) 
above (except commodities in bulk), 
from the facilities of Tex-Tube. Inc., at 
Houston, TX, to points in the U.S. 

(except AK and HI), under continuing 
contract(s) with Tex-Tube, Inc. of 
Houston, TX. (Hearing site: Dallas or 
Austin, TX.) 

MC 141450 (Sub-18F), filed March 31. 
1980. Applicant: OLIN WOOTEN 
TRANSPORT CO., INC., P.O. Box 731. 
Hkzlehurst GA 31539. Representative: 
Sol H. Proctor, 1101 Blackstone Bldg., 
Jacksonville, FL 32202. Contract carrier, 
transporting (1) Newsprint, from points 
in Laurens County, GA to points in CT. 
IA, MA, ME. MI. MN, NE, NH. NJ, NY, 
ND, RI, SD. VT. WI. and DC. and (2) 
waste newspapers, cores and materials, 
equipment and supplies used in the 
manufacture and distribution of 
newsprint (except commodities in bulk), 
in the reverse direction, under 
continuing contract(s) with Southeast 
Paper Manufacturing Co. of Dublin, GA. 
(Hearing site: Jacksonville. FL, or 
Atlanta, GA.) 

MC 143540 (Sub-23F), filed March 27. 
1980. Applicant: MARINE TRANSPORT 
COMPANY, a corporation. P.O. Box 
2142, 330 Shipyard Boulevard, 
Wilmington, NC 28402. Representative: 
Ralph McDonald, P.O. Box 2246, Raleigh, 
NC 27602. Contract carrier, transporting 


(1) such merchandise as is dealt id by 
wholesale, retail, chain grocery and 
food business houses and agricultural 
feed business houses , and (2) materials, 
equipment, ingredients and supplies 
used in the manufacture and 
distribution of the commodities in (1) 
above (except commodities in bulk) 
between points in the United States on 
and east of a line beginning at the mouth 
of the Mississippi River, and extending 
along the Mississippi River to its 
junction with the western boundary of 
Itasca County, MN. then northward 
along the western boundaries of Itasca 
and Koochiching Counties. MN, to the 
International Boundary line between the 
United States and Canada, under 
continuing contract(s) with Ralston 
Purina Company of St. Louis. MO. 
(Hearing site: Wilmington, NC.) 

MC 143540 (Sub-24F), filed March 27, 
1980. Applicant: MARINE TRANSPORT 
COMPANY, a corporation, P.O. Box 
2142, 330 Shipyard Boulevard, 
Wilmington. NC 28402. Representative: 
Ralph McDonald, P.O. Box 2246, Raleigh, 
NC 27602. Contract carrier, transporting 
paper and paper products and materials, 
equipment and supplies used in the 
manufacture and distribution of paper 
and paper products (except 
commodities, in bulk, in tank vehicles) 
between points in the U.S. (except AK 
and HI), under continuing contract(s) 
with Scott Paper Company of 
Philadelphia, PA. (Hearing site: 
Wilmington, NC.) 

MC 143621 (Sub-45F), filed March 28, 
1980. Applicant: TENNESSEE STEEL 
HAULERS, INC, 901 5th Avenue. North, 
P.O. Box 5748. Nashville. TN 37208. 
Representative: Kim D. Mann, Suite 
1010, 7101 Wisconsin Ave., Washington, 
DC 20423. Transporting Machinery and 
equipment, between points in the U.S. 
(except AK and HI), restricted to traffic 
originating at or destined to the facilities 
of W. A. Nabors Company. Inc„ or its 
customers or suppliers. (Hearing site: 
Nashville, TN.) 

MC 143651 (Sub-15F), filed March 31. 
1980. Applicant: BLACKHAWK 
EXPRESS. INC., P.O. Box 1, Wall Lake. 
IA 51466. Representative: Kenneth F. 
Dudley, P.O. Box 279, Ottumwa, IA 
52501. Transporting tree or weed killing 
compounds, in containers, between 
points in IA, IL. IN, KS, NM, MO, ND, 
NE. SD, and WI. (Hearing site: Chicago, 
IL.) 

MC 144061 (Sub-llF), filed October 4. 
1979, and previously noticed in Federal 
Register issue of March 18,1980. 
Applicant: SICOMAC CARRIERS. INC., 
347 Sicomac Ave., Wyckoff, NJ 07481. 
Representative: Jack L. Schiller. 345 
Webster Ave., Brooklyn, NY 11230. 
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Contract carrier, transporting foodstuffs, 
in bulk, between the facilities of Capital 
City Products Co., Division of Stokley- 
Van Camp, Inc., at points in NJ and OH, 
on the one hand, and, on the other, 
points in the U.S. (except AK and HI), 
under continuing contract(s) with 
Capital City Products Co., Division of 
Stokley-Van Camp, Inc., of Columbus, 
OH. (Hearing site: Columbus, OH.) 

MC 145701 (Sub-13F). filed March 26, 
1980. Applicant: D.C. TRANSPORT, 

INC., 918 South Riverside Ave., St„ 

Clair, MI 48079. Representative: John W. 
Bryant, 900 Guardian Bldg., Detroit, MI 
48226. Transporting [1] pumice, 
aggregates, cement or aggregate blocks, 
slag, stone, sand, gravel, and cement, 
and (2) materials, equipment, and 
supplies used in the manufacture, 
storage, and distribution of the 
commodities in (1) above between the 
facilities of Multiplex Corporation at or 
near Lyndhurst, NJ, on the one hand, 
and, on the other, points in CT, DE, MD. 
MA, NJ, NY, and PA; and (3) fabrics, 
textiles, urethane foam, and (4) 
laminations of the commodities in (3) 
above from the facilities of Shawmut 
Corporation at or near Stoughton, MA, 
to Flint. ML (Hearing site: New York, NY 
or Washington, DC.) 

MC 145981 (Sub-27F), filed March 28, 
1980. Applicant: ACE TRUCKING CO., 
INC., 1 Hackensack Ave., South Kearny, 
NJ 07032. Representative: George A. 
Olsen, P.O. Box 357, Gladstone, NJ 
07934. Transporting (1) industrial 
plumbing supplies, and (2) materials, 
equipment, and supplies used in the 
manufacture and sale of the 
commodities in (1) above (except 
commodities in bulk), between Medford 
and Boston, MA, on the one hand, and, 
on the other, points in the U.S. (except 
AK and HI). (Hearing site: Boston, MA 
or Washington, DC.) 

MC 146360 (Sub-22F), filed March 27, 
1980. Applicant: FLOYD SMITH, JR. 
TRUCKING. INC., P.O. Box 816, 
Meridian, ID 83642. Representative: 
Timothy R. Stivers, P.O. Box 162, Boise. 
ID 83701. Transporting alcoholic 
beverages from points in CA, IL, IN, KY, 
MI, NJ, NY, OH, and MA to the facilities 
of Idaho Liquor Dispensary at or near 
Boise, ID. (Hearing site: Boise, ID.) 

MC 147051 (Sub-2F) (republication), 
filed November 8,1979, previously 
noticed in the Federal Register issue of 
March 20,1980. Applicant: PALMER 
FARMS, INC., Rt. 1. Box 317. Cambridge, 
MD 21613. Representative: David A. 
Sutherlund, 1150 Connecticut Ave. NW., 
Suite 400, Washington, DC 20036. 
Transporting feed and feed ingredients , 
between points in DE, MD, NJ, NC, PA. 
VA, and WV, on the one hand, and, on 


the other, points in DE, IL, IN, IA, KY, 

MD, Ml, ME, MN. NE, NJ, NY, NC, OH, 
PA. VA, WV, WI. and DC. under 
continuing contract(s) with Wilbur Ellis 
Co. of Salisburg, MD, Perdue, Inc., of 
Salisbury, MD; Zapata-Haynie Corp. of 
Houston, TX; Haynie, Inc. of Salisbury, 
MD; and Byproducts, Inc. of Wilmington, 
DE. (Hearing site; Washington, DC.) 

Note.—The purpose of this republication is 
to indicate the destination state as MN in lieu 
of NM as previously published. 

MC 147681 (Sub-llF), filed March 31, 
1980. Applicant: HOYA EXPRESS, INC., 
P.O. Box 543, R.D. No. 2, West 
Middlesex, PA 16159. Representative: 
Henry M. Wick, Jr., 2310 Grant Building, 
Pittsburgh, PA 15219. Transporting malt 
beverages and materials and supplies 
used in the distribution of malt 
beverages (except commodities in bulk), 
from New York, NY, to points in IL, IN, 

KY, MI, OH and PA, restricted to traffic 
originating at the facilities used by Van 
Munching & Co., Inc. (Hearing site: New 
York, NY or Washington, DC.) 

MC 147861 (Sub-4F), filed March 26, 
1980. Applicant: THE STANDISH 
CORPORATION, 339 South Leonard, 
Liberty, MO 64068. Representative: Tom 
B. Kretsinger, 20 East Franklin, Liberty. 
MO 64068. Transporting brass, bronze 
and copper pipe or tubing and fittings, 
from (1) Wynne, AR, to Independence, 
Springfield, Cape Girardeau, and St. 
Louis, MO, Council Bluffs and Des 
Moines, LA, and Omaha and Lincoln. 

NY; (2) Independence, MO. to Council 
Bluffs and Des Moines, IA, Omaha and 
Lincoln. NY and St. Louis, MO. (Hearing 
site: Kansas City, MO.) 

MC 148201 (Sub-3F), filed March 26. 
1980. Applicant: RETAIL LEASING 
CORPORATION, d.b.a. RETAIL 
TRANSPORTATION COMPANY, 11301 
Rockville Pike, Kensington, MD 20795. 
Representative: Edward F. Schiff, 1333 
New Hampshire Ave. NW., Washington, 
DC 20036. Transporting general 
commodities (except articles of unusual 
value, household goods as defined by 
the Commission, Classes A and B 
explosives, commodities in bulk, and 
those requiring special equipment), 
between Columbus, OH, on the one 
hand, and, on the other (1) New York, 

NY, and (2) Atlanta, GA, restricted to 
traffic having a prior or subsequent 
movement by air. (Hearing site: 
Washington. DC.) 

MC 148440 (Sub-4F), filed March 26. 
1980. Applicant: LEIBY S. HALL, d.b.a. 
TCF INDUSTRIES. 525 North Franklin 
St., Decatur. IL 62523. Representative: 
Robert T. Lawley, 300 Reisch Bldg., 
Springfield, IL 62701. Contract carrier, 
transporting (1) materials, supplies and 
parts used in the manufacture of heavy 


machinery and equipment, and (2) 
commodities for use in plant 
maintenance, between points IL. IA, IN, 
MO, and WI, under continuing 
contract(s) with Caterpillar Tractor Co. 
of Peoria, IL. (Hearing site: Chicago, IL.) 

MC 149100 (Sub-2F), filed March 31, 
1980. Applicant: JAMES V. PALMER 
d.b.a. JIM PALMER TRUCKING, 9730 
Derby Drive, Missoula, MT 59801. 
Representative: John T. Wirth, 717 17th 
Street, Suite 2600, Denver, CO 80202. 
Transporting expanded plastic products 
(except in bulk), from Hamilton. OH to 
points in the U.S. on or west of U.S. 
Highway 85. (Hearing site: Cleveland, 
OH.) 

Note.—Dual operations may be involved. 

MC 150311 (Sub-4F), filed March 31, 
1980. Applicant: P & L MOTOR LINES, 
INC., P.O. Box 4616, Fort Worth. TX 
76106. Representative: Billy R. Reid, 1721 
Carl Street, Fort Worth, TX 76103. 
Transporting meats, meat products, 
meat byproducts and articles 
distributed by meat packinghouses as 
described in Sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 MCC 
209 and 766 (except hides and 
commodities in bulk in tank vehicles) 
from the facilities of Calhoun Packing 
Company at Palestine, TX to points in 
AL, CT. FL, GA, IL, IN, OH, MD. MA, 

MS, NJ, NY, NC, PA, RI, SC. VT. VA. 

VW and DC. (Hearing site: Fort Worth, 
TX.) 

MC 15033F, filed March 31.1980. 
Applicant: RPH, INC., 801 West Pioneer 
St., Champaign, IL 61820. 

Representative: Wayne W. Wilson, 150 
East Gilman St., Madison, WI 53703. 
Contract carrier, transporting malt 
beverages and malt beverage dispensing 
equipment when shipped with malt 
beverages, from Evansville and Fort 
Wayne, IN, Newport, KY, La Crosse and 
Milwaukee. WI, Cincinnati. OH, and St. 
Paul, MN to Champaign, Redmon, and 
Alton. IL, under a continuing contract(s) 
with (1) H & I Distributing Company. 

Inc., (2) C & H Distributing Co.. Inc., (3) 

R & H Distributing Co., Inc., (4) 
Champaign Distributing Company, Inc., 
and (5) Twin Rivers Distributing Co., 

Inc., all of Champaign, IL. (Hearing site: 
Madison, WI or Champaign, IL.) 

Volume No. 210 

Decided: June 11,1980. 

By the Commission. Review Board Number 
2, Members Chandler, Liberman and Eaton. 

MC 1824 (Sub-123F), filed April 14, 
1980. Applicant: PRESTON TRUCKING 
COMPANY. INC., 151 Easton Boulevard, 
Preston, MD 21655. Representative: 
Charles S. Perry (same address as 
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applicant). Transporting foodstuffs, from 
Buffalo. NY, to points in CT. IL, IN, KY. 
ME. MD. MA. Ml. NH. OH. RI. VT. WV 
and WI. (Hearing site: Washington, DC.) 

MC 2245 (Sub-13F), filed April 10, 

1980. Applicant: THE O.K. TRUCKING 
COMPANY, a corporation. 3000 E. 
Crescentville Road, Cincinnati, OH 
45241. Representative: Jack B. Josselson. 
700 Atlas Bank Building, 524 Walnut 
Street, Cincinnati, OH 45202. Over 
regular routes, transporting general 
commodities (except those of unusual 
value, Classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between Indianapolis and Terre Haute, 
IN, over Interstate Hwy 7a serving no 
intermediate points, as an alternate 
route for operating convenience only, 
restricted to the transportation of traffic 
originating at or destined to points 
beyond Indianapolis. (Hearing site: 
Cincinnati, OH.) 

Note.—Applicant intends to tack this 
authority with its existing regular-route 
authority. 

MC 2605 (Sub-13F). filed April 10. 

1980. Applicant: COMMERCIAL 
TRANSPORTATION, INC., 2300 East 
Adams Avenue, Philadelphia, PA 19124. 
Representative: Daniel O. Hands, 
Attorney at Law, 205 West Touhy 
Avenue, Suite 200. Park Ridge, IL 60068. 
Transporting: plastics and plasticizers, 
from Wilmington, DE, to points in IN. 
(Hearing site: Chicago, IL.) 

MC 10345 (Sub-102F). filed April 8. 
1980. Applicant: C&J COMMERCIAL 
DRIVEAWAY, INC., 2400 W. St- Joseph 
Street, P.O. Box 13006, Lansing. NJ 
48901. Representative: Albert F. Beasley, 
311 Investment Building, 1511 K Street 
NW., Washington. DC 20005. 
Transporting automobiles, in secondary 
movements, in truckaway service, 
between points in AL, AR, CT. DE. FL, 
GA, IL. IN. IA. KS. KY. ME, MD. MA. 

Ml. MO, NE, NH, NJ, NY. NC, ND. OH, 
OK. PA. RI. SC, SD. TN. VT. VA. WV. 
WI. DC. and part of TX. (Hearing site: 
Washington, DC.) 

MC 10875 (Sub-58F), filed April 9. 
1980. Applicant: BRANCH MOTOR 
EXPRESS COMPANY, a corporation. 
114 Fifth Avenue, New York, NY 10011. 
Representative: G. G. Heller (same as 
applicant). Over regular routes, 
transporting general commodities, 
(except classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment) (1) 
serving points in Snyder and Union 
Counties, PA, as off route points in 
connection with applicant's otherwise 
'authorized regular-route operations and 


(2) serving points in IA, MN, MO and 
WI, as off-route points in connection 
with other authorized regular-route 
operations restricted to traffic 
originating at or destined to the facilities 
of Georgetown Steel Corp., at 
Georgetown, SC. (Hearing site: New 
York, NY, or Washington, DC) 

Note.—Applicant intends to tack this 
authority with its existing regular-route 
authority. 

MC 26825 (Sub-47F), filed April 11, 

1980. Applicant: ANDREWS VAN 
LINES, INC., P.O. Box 1609, Norfolk, NE 
68701. Representative: J Max Harding, 

P.O. Box 82028, Lincoln, NE 68501. 
Transporting Iron and steel articles, 
from the facilities of Norfolk Iron & 

Metal Co. at Norfolk, NE to points in 
CA, CO, ID, MT, NV. UT. and WY. 
(Hearing site: Omaha, NE.) 

MC 60014 (Sub-178F), filed April 8. 

1980. Applicant: AERO TRUCKING, 

INC., P.O. Box 308, Monroeville, PA 
15146. Representative: A. Charles Tell, 

100 E. Broad St., Columbus, OH 43215. 
Transporting (1) plastic, plastic articles, 
and fittings, and connections for plastic 
pipe, and (2) materials, supplies and 
accessories used in the manufacture and 
installation of the commodities in (1) 
above, except in both (1) and (2) 
commodities in bulk, in tank vehicles, 
between points in the US (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of 
Robintech, Inc. (Hearing site: 

Washington, DC.) 

MC 60014 (Sub-179F). filed April 8. 

1980. Applicant: AERO TRUCKING, 

INC., P.O. Box 308, Monroeville, PA 
15146. Representative: A. Charles Tell, 
100 E. Broad St., Columbus, OH 43215. 
Transporting insulating and building 
panels, and equipment, materials and 
supplies used in the distribution, 
installation or manufacture of insulating 
and building panels, between the 
facilities of Rmax, Inc., in Greenville 
County, SC and Dallas County, TX, on 
the one hand, and, on the other, those 
points in the U.S. in and east of MN, IA, 
NE. KS. OK, and TX. (Hearing site: 
Washington, DC.) 

MC 61445 (Sub-22F), filed April 11. 
1980. Applicant: CONTRACTORS 
TRANSPORT CORP.. 5800 Farrington 
Avenue, Alexandria, VA 22304. 
Representative: Daniel B. Johnson, 4304 
East-West Highway, Washington. D.C. 
20014. Transporting Iron and steel 
articles and construction equipment, 
between Washington, D.C., Baltimore, 
MD, and points in MA, NJ, NY, and PA. 
(Hearing site: Washington, DC.) 

MC 99455 (Sub-6F), filed April 10. 

1980. Applicant: M. H. HILLERY, INC., 
100 Western Avenue, Allston, MA 02134. 


Representative: Ronald N. Cobert, 
Esquire, Suite 501.1730 M Street NW., 
Washington, D.C. 20036. Transporting 
General Commodities (except classes A 
and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between Boston, 

MA, on the one hand, and. on the other, 
points in ME and NH. (Hearing site: 
Boston.-MA.) 

MC 99455 (Sub-7F), filed April 10, 

1980. Applicant: M. H. HILLERY, INC., 
100 Western Avenue, Allston, MA 02134. 
Representative: Ronald N. Cobert, Suite 
501,1730 M Street NW., Washington, DC 
20036. Transporting general 
commodities (except classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment) between points in MA. 
(Hearing site: Boston, MA.) 

Note.—The purpose of this application is to 
convert a Certificate of Registration to a 
Certificate of Public Convenience and 
Necessity. Issuance of a certificate here will 
be conditioned upon receipt from applicant of 
a written request for cancellation of its 
certificate or registration MC 99455. 

MC 105045 (Sub-144F). filed April 9, 
1980. Applicant: R. L. JEFFERIES, 
TRUCKING CO.. INC.. 1020 
Pennsylvania Street. Evansville, IN 
47701. Representative: Richard C. 
McGinnis, 711 Washington Building, 
Washington. DC 20005. Transporting (1) 
paper, paper products, and pulp 
products, from the facilities of Alabama 
River Pulp Company, Inc., in Monroe 
County, AL, to those points in the 
United States in and east of TX, OK, KS, 
NE, SD, and ND; and (2) equipment used 
in the manufacture of the commodities 
named in (1) above, in the reverse 
direction. (Hearing site: Atlanta, GA or 
Washington, DC.) 

MC 105045 (Sub-145F), filed April 9. 
1980. Applicant: R. L. JEFFERIES, 
TRUCKLNG CO.. INC., 1020 
Pennsylvania Street, Evansville, IN 
47701. Representative: Paul F. Sullivan, 
711 Washington Building, Washington, 
DC 20005. Transporting wire rope, and 
wire rope fittings, from Sunbury. PA, to 
those points in the U.S. in and west of 
NM, CO, WY, and MT, and points in 
ND. SD. MN. MI. NC, SC, VA. WV. MD, 
DE, NJ. NY, RI. CT. MA. NH, ME. and 
DC. (Hearing site: Washington, DC.) 

MC 107064 (Sub-145F), filed April 10, 
1980. Applicant: STEERE TANK LINES, 
INC., Post Office Box 220998. Dallas. TX 
75222. Representative: Hugh T. 
Matthews. 2340 Fidelity Union Tower, 
Dallas. TX 75201. Transporting 
Petroleum and petroleum products, in 
bulk, in tank vehicles, from the facilities 
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of Plateau, Inc., at or near Bloomfield, 
NM, to points in AZ, CO, and UT. 
(Hearing: Dallas. TX.) 

MC 109124 (Sub-106F), filed April 10, 
1980. Applicant: SENTLE TRUCKING 
CORPORATION, P.O. Box 7850, Toledo, 
OH 43619. Representative: James M. 
Burtch, 100 East Broad Street, Columbus, 
OH 43215. Transporting (1) limestone, 
and limestone products, and (2) 
materials, supplies and equipment used 
in the manufacture, of the commodities 
in (1) above, between Huron. OH and 
points in IL. IN, KY, ML PA. and WV. 
(Hearing site: Columbus, OH.) 

MC 110525 (Sub-1321F), filed April 10. 
1980. Applicant: CHEMICAL LEAMAN 
TANK LINES, INC., 520 East Lancaster 
Avenue, Downingtown, PA 19335. 
Representative: Thoman J. O’Brien 
(same address as applicant). 
Transporting cement from Hagerstown, 
MD, to points in OH and KY. (Hearing 
site: Nashville, TN.) 

MC 112304 (Sub-24lF), filed April 11, 
1980. Applicant* ACE DORAN 
HAULING & RIGGING CO., a 
corporation, 1601 Blue Rock St., 
Cincinnati, OH 45223. Representative: A. 
Charles Tell, 100 E. Broad St., Columbus, 
OH 43215. Transporting Iron and steel 
articles, between Houston, TX on the 
one hand, and, on the other, points in 
the US (except AK and HI). (Hearing 
site: Houston, TX.) 

MC 112304 (Sub-242F), filed April 11, 
1980. Applicant: ACE DORAN 
HAULING & RIGGING CO., a 
corporation, 1601 Blue Rock St.. 
Cincinnati, OH 45223. Representative: 
John D. Herbert (same address as 
applicant). Transporting lumber 
products, from Pine Bluff and Sheridan, 
AR, to those points in the U.S. in and 
east of MT, WY, CO, and NM. (Hearing 
site: Memphis, TN, or Washington, DC.) 

MC 114334 (Sub-80F), filed April 11, 
1980. Applicant: BUILDERS 
TRANSPORTATION COMPANY, a 
corporation, 3710 Tulane Road, 

Memphis TN 38116. Representative: 

Dale Woodall, 900 Memphis Bank 
Building, Memphis, TN 38103. 
Transporting iron and steel articles from 
the facilities of Tennessee Forging Steel, 
at or near Harriman. TN, to points in AL, 
MS, AR. MO, IL and IN. (Hearing site: 
Memphis, TN.) 

MC 115654 (Sub-195F). filed April 11, 
1980. Applicant: TENNESSEE 
CARTAGE CO., INC., P.O. Box 23193, 
Nashville, TN 37202. Representative: 
Henry E. Seaton, 929 Pennsylvania 
Building, 425 Thirteenth St., NW., 
Washington, DC 20004. Transporting 
Foodstuffs (except in bulk), from the 
facilities of M&M Mars. Snack-master 


Division, at or near Albany, GA. to 
points in GA, IL. IN, LA, OH. and TN. 
(Hearing site: Nashville, TN.) 

MC 116544 (Sub-207F). filed April 10. 
1980. Applicant: ALTRUK FREIGHT 
SYSTEMS, INC., 1703 Embarcadero 
Road, Palo Alto. CA 94303. 
Representative: Richard G. Lougee, P.O. 
Box 10061, Palo Alto, CA 94303. 
Transporting meat, meat products, meat 
by-products, dairy products and articles 
distributed by meat packing bouses as 
described in sections A, B and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates 61 M.C.C. 
209 and 766 (except hides and 
commodities in bulk, in tank vehicles) 
from Louisville. KY to points in AL, CT, 
FL. GA, IL, IA. LA, MA. MS, MO, NJ. 

NY. RI, SC and TX. (Hearing site: 
Phoenix, AZ or San Francisco, CA.) 

MC 119315 (Sub-31F), filed April 11, 
1980. Applicant: FREIGHTWAY 
CORPORATION. 131 Matzinger Road, 
Toledo, OH 43612. Representative: 
Andrew Jay Burkholder, 275 East State 
Street, Columbus, OH 43215. 
Transporting polyhydric alcohol (except 
in bulk), from the facilities of Perstorp, 
Inc., at Toledo, OH, to points in GA, IL, 
IN. IA, MI, MN. MO. WI. NJ. NY. and 
PA. (Hearing site; Columbus, OH.) 

MC 119634 (Sub-50F), filed April 8, 
1980. Applicant: DICK IRVIN, INC., 
Highway 2W, P.O. Box F, Shelby, MT 
59474. Representative: Joe Gerbase, 100 
Transwestem Bldg., BiLiings, MT 59101. 
Transporting equipment, materials, and 
supplies used in the manufacture and 
distribution of farm and industrial 
equipment, between the facilities of 
Intercontinental Truck Body, Montana, 
Inc., at Conrad, MT, on the one hand, 
and, on the other, points in the U.S. 
(including AK but excluding HI). 

(Hearing site: Billings or Great Falls, 
MT.) 

MC 124154 (Sub-106F), filed April 10. 
1980. Applicant: WINGATE TRUCKING 
COMPANY. INC., P.O. Box 645, Albany, 
GA 31703. Representative: W. D. 

Wingate (same address as applicant). 
Transporting (1) paper and paper 
products and woodpulp (except in bulk), 
(2) materials, equipment, and supplies 
used in the manufacture of the 
commodities described in (1) above 
(except in bulk), between the facilities of 
Bowater Southern Paper Corporation, at 
or near Calhoun, TN, and points in IL, 

IN. IA, KS, KY. MD, MO. NJ, OH. PA 
and TX. (Hearing site: Knoxville, TN. or 
Atlanta, GA.) 

MC 126514 (Sub-70F), filed April 10, 
1980. Applicant: SCHAEFFER 
TRUCKING, INC., 5200 West Bethany 
Horae Road, Glendale, AZ 85301. 
Representative: Leonard R. Koflrin, 39 


South La Salle Street, Chicago, IL 60603. 
Transporting (1) foodstuffs (except 
frozen foodstuffs and commodities in 
bulk), and (2) materials, supplies and 
equipment used in the manufacture and 
distribution of foodstuffs, between the 
facilities used by Ragu Foods, at Merced 
and Los Angeles. CA; Dallas, TX; 
Atlanta, GA; Owensboro and 
Henderson, KY; and Rochester and 
Manchester, NY. on the one hand, and, 
on the other, points in the U.S. (except 
AK and HI). (Hearing site: Greenwich, 
CT.) 

MC 128195 (Sub-6F). filed April 10, 
1980. Applicant: CHIEFTAIN EXPRESS. 
INC., 2440 Old Logan Road, Lancaster, 
OH 43130. Representative: James R. 
Stiverson, 1396 West Fifth Avenue, 
Columbus. OH 43212. Transporting (1) 
vitrified clay products, and (2) material, 
equipment, and supplies used in the 
installation of vitrified clay products, 
(except commodities in bulk), from 
Brazil, IN, points in IL, MI and OH. 
(Hearing site: Columbus, OH, or 
Washington. DC.) 

MC 128555 (Sub-45F), filed April 10, 
1980. Applicant: MEAT DISPATCH, 

INC., P.O. Box 1058, Palmetto, FL 33561. 
Representative: Raymond P. Keigher, 
1400 Gerard Street. Rockville, MD 20850. 
Contract carrier, transporting metals, 
between points in the United States 
(except AK and HI), under continuing 
contracts) with Teller Metal Co., Inc., of 
St. Louis, MO. (Hearing site: Tampa, FL 
or Washington, DC.) 

Note.—Dual operations may be involved. 

MC 133805 (Sub-54F). filed April 10, 
1980. Applicant: LONE STAR 
CARRIERS. INC., Rt. 1, Box 48, Tolar. 

TX 76476. Representative: Harry F. 
Horak, Suite 115, 5001 Brentwood Stair 
Road. Fort Worth, TX 76112. 

Transporting plastic and burlap articles 
(except commodities in bulk), (1) from 
the facilities of PPD Corporation, at or 
near Newark. NJ, to points in MD. VA, 
WV. FL. NC, SC, GA. AL. TN and DC: 
and (2) from the facilities of PPD 
Corporation, at or near Atlanta, GA, to 
points in AL, TN, MS, LA, AR. TX and 
OK. (Hearing site: Atlanta, GA or Fort 
Worth, TX.) 

MC 133805 (Sub-55F), filed April 10, 
1980. Applicant: LONE STAR 
CARRIERS, INC., Rt. 1, Box 48. Tolar, 

TX 76476. Representative: Harry F. 

Horak, Suite 115, 5001 Brentwood Stair 
Road. Fort Worth, TX 76112. 

Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those which 
because of size or weight require the use 
of special equipment) between points in 
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the U.S. (except AK and HI), restricted 
to shipments originating at or destined 
to the facilities used by the Ralston 
Purina Company. (Hearing site: St. 

Louis, MO or Fort Worth, TX.) 

MC 134844 (Sub-3F), filed April 9, 

1980. Applicant: PRICE TRUCKING 
CORP., 67 Beacon Street, Buffalo, NY 
14220. Representative: Robert D. 
Gunderman, 710 Statler Building, 

Buffalo, NY 14202. Contract carrier, 
transporting phenolic polymers (except 
in bulk, in tank vehicles), from the 
facilities of Polymer Applications, Inc., 
at or near Tonawanda, NY, to those 
points in the U.S. in and east of MN, IA, 
MO, KS, OK and XX, under continuing 
contract(s) with Polymer Applications, 
Inc., of Tonawanda, NY (Hearing site: 
Buffalo. NY.) 

MC 135524 (Sub-128F), filed April 8, 
1980. Applicant: G.F. TRUCKING 
COMPANY, a corporation, P.O. Box 229, 
1028 West Rayen Avenue, Youngstown, 
OH 44501. Representative: George 
Fedorisin. 914 Salt Springs Road, 
Youngstown, OH 44509. Transporting 
iron and steel articles between points in 
Allegheny and Westmoreland Counties, 
PA, and Cuyahoga County, OH, on the 
one hand, and, on the other, points in 
OR and WA. (Hearing site: Columbus, 
OH, or Portland, OR.) 

MC 135924 (Sub-23F), filed April 7, 
1980. Applicant: SIMONS TRUCKING 
CO., INC., 3851 River Road, Grand 
Rapids, MN 55744. Representative: 
Samuel Rubenstein, P.O. Box 5, 
Minneapolis, MN 55440. Transporting (1) 
prefabricated pipe and steel plate work, 
and (2) materials, equipment and 
supplies used in the processing of the 
commodities in (1), between Hibbing, 
MN, on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Minneapolis or St. Paul, 
MN.) 

MC 138304 (Sub-21F), filed April 9. 
1980. Applicant: NATIONAL PACKERS 
EXPRESS. INC., 1000 Clinton Street, 
Hoboken, NJ 07030. Representative: 

Craig B. Sherman, Barnett Bank 
Building, 1108 Kane Concourse. Bay 
Harbor Islands, FL 33154. Transporting 
wire, wire rod, fasteners, nuts, bolts, 
and screws, between points in GA, MA, 
FL, OH, ND. SC, TN. MI, MN, IL CT, PA, 
and NY, restricted to the transportation 
of traffic originating at or destined to 
facilities used by Brighton Best Socket 
Screw Mfg. Co., of Teterboro, NJ. 
(Hearing site: New York, NY, 
Washington, DC, or Chicago, IL) 

MC 139495 (Sub-533F), filed April 10, 
1980. Applicant: NATIONAL 
CARRIERS. INC., 1501 East 8th Street, 
P.O. Box 1358, Liberal. KS 67901. 
Representative: Herbert Alan Dubin, 818 


Connecticut Avenue, NW., Washington, 
DC 20006. Transporting (1) such 
commodities as are dealt in or used by 
drug stores, and (2) machinery, 
equipment and supplies used in the 
manufacture of the commodities in (1) 
between points in the U.S., restricted to 
the transportation of traffic originating 
at or destined to the facilities of 
Wamer-Chilcott, Parke-Davis, and 
Warner-Lambert Company. (Hearing 
site: Washington, DC.) 

MC 140475 (Sub-7F), filed April 9. 

1980. Applicant: HOLCOMB TRUCKING 
COMPANY, INC., 313 North Campbell 
Street, Holcomb, MO 63852. 
Representative: Thomas P. Rose, P.O. 

Box 205, Jefferson City, MO 65102. 
Transporting ammonium nitrate and 
fertilizers, from Selma, MO, to points in 
IL KY. TN and AR. (Hearing site: St. 
Louis or Jefferson City, MO.) 

MC 140744 (Sub-16F), filed April 9, 

1980. Applicant: ARCTIC AIR 
TRANSPORT. INC., 103 North Eau 
Claire Street, Mondovi, WI 54755. 
Representative: Stanley C. Olsen, Jr., 

7400 Metro Boulevard, Suite 411, Edina, 
MN 55435. Transporting foodstuffs , 
between points in IN, IL MI, MN, and 
WI. (Hearing site: Minneapolis, MN; 
Chicago, IL or Madison, WI.) 

MC 141865 (Sub-4F), filed April 9, 

1980. Applicant: ACTION DELIVERY 
SERVICE. INC., 2401 West Marshall 
Drive, Grand Prairie, TX 75051. 
Representative: A. William Brackett, 

1108 Continental Life Building, Fort 
Worth, Texas 76102. Contract carrier 
transporting glassware and glass 
containers, and enclosures for 
glassware and glass containers (1) from 
the facilities of Bartlett-Collins 
Company at or near Sapulpa, OK, to 
points in TX, KS. AR, MO, LA. IN. and 
CO under continuing contract(s) with 
Bartlett-Collins Company; of Sapulpa, 

OK (2) from the facilities of Ball 
Corporation at or near Okmulgee, OK, to 
points in AR, LA, and TX under 
continuing contract(s) with Ball 
Corporation; of Muncie, IN (3) from the 
facilities of Midland Glass Company, 

Inc., at or near Henryetta, OK, to points 
in TX, IN, IL and IA under continuing 
contract(s) with Midland Glass 
Company Inc.; of Cliffwood, NJ, and (4) 
from the facilities of Kerr Glass 
Company at or near Sand Springs, OK, 
to points in KS, LA, and TX, under 
continuing contract(s) with Kerr Glass 
Company, of Sand Springs, OK. (Hearing 
site: Fort Worth or Dallas, TX.) 

MC 142715 (Sub-87F). filed April 10, 
1980. Applicant: LERNTZ, INC., P.O. Box 
479, South St. Paul, MN 55075. 
Representative: K. O. Petrick, P.O. Box 
479, South St. Paul. MN 55075. 


Transporting such commodities as are 
dealt in by distributors of foundry 
materials and supplies (except 
commodities in bulk), (1) from Chicago 
and Danville, IL Gary and Indianapolis, 
IN; and Cleveland, OH, to points in MN 
and WI, and (2) from Milwaukee, WI to 
points in MN, restricted to traffic 
originating at the named origins and 
destined to points in the named states. 
(Hearing site: St. Paul, MN.) 

MC 142715 (Sub-88F), filed April 10. 
1980. Applicant: LERNTZ, INC., P.O. Box 
479, South St. Paul. MN 55075. 
Representative: K. O. Petrick, P.O. Box 
479, South St. Paul, MN 55075. 
Transporting (1) such commodities as 
are dealt in by grocery and food 
business houses, (2) containers , and (3) 
materials, equipment and supplies used 
in the manufacture and distribution of 
the commodities in (1) and (2) above 
(except commodities in bulk), between 
those points in the US in and east of ND, 
SD. NE, CO, OK and TX, restricted to 
traffic originating at or destined to 
facilities used by the Carnation 
Company. (Hearing site: Los Angeles, 

CA or St. Paul, MN.) 

MC 142715 (Sub-89F), filed April 10, 
1980. Applicant: LERNTZ, INC., P.O. Box 
479, South St. Paul, MN 55075. 
Representative: K. O. Petrick, P.O. Box 
479, South St. Paul, MN 55075. 
Transporting general commodities 
(except classes A and B explosives, 
commodities in bulk, those which 
because of size or weight require special 
equipment, and household goods as 
defined by the Commission), between 
those points in U.S. in and east of ND, 
SD, NE. CO, OK and TX, restricted to 
traffic originating at or destined to 
facilities used by W. W. Grainger, Inc. 
(Hearing site: Chicago, IL.) 

MC 143394 (Sub-5F), filed April 10, 
1980. Applicant: GENIE TRUCKING 
LINE, INC., 70 Carlisle Springs Road, 

P.O. Box 840, Carlisle, PA 17013. 
Representative: G. Kenneth Bishop 
(same address as applicant). Contract 
carrier, transporting foodstuffs, health 
and beauty aids, cleaning compounds, 
kitchen gadgets, dog food, and paper 
products (except in bulk, in tank 
vehicles). (1) from Chicago, IL to 
Jackson, MS and Mobile, AL and (2) 
from Green Bay, Lena and Portage, WI 
to Jackson, MS, and Mobile, AL under 
continuing contract(s) with Topea 
Associates, Inc., of Skokie, IL (Hearing 
site: Washington, DC, or Chicago, IL.) 

MC 144315 (Sub-7F), filed April 9, 

1980. Applicant: PORT CITY LEASING. 
P.O. Box 498, Lewiston, ID 83501. 
Representative: Boyd Hartman, P.O. Box 
3641, Bellevue, WA 98009. Transporting 
lumber and lumber products from (1) 
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those points in ID in and north of Idaho 
County, (2) those points in WA in and 
east of Okanogan, Chelan, Kittitas, 
Yakima, and Klickitat Counties, and (3) 
points in OR in and east of Wasco, 
Jefferson. Deschutes and Klamath 
Counties, to points in CA and AZ. 
(Hearing site: Boise, ID, or Spokane. 
WA.) 

MC 144604 (Sub-3F), Filed April 7, 

1980. Applicant: J & R AUTO 
TRANSPORT. INC.. P.O. Box 27, 
Summersville, MO 65571. 
Representative: Tom B. Kretsinger, 20 
East Franklin, Liberty, MO 64068. 
Transporting used cars and used trucks, 
between points in AZ, AR, CA, CO, ID, 
IL. IN. 1A. KS. LA. MI. MN, MO. MT, NE, 
NV, NM. ND. OH. OK, OR. SD, TX, UT, 
WA, WI and WY. (Hearing site: Kansas 
City. MO.) 

MC 145454 (Sub-9F), filed April 8, 

1980. Applicant: SOUTHERN 
REFRIGERATED TRANSPORTATION 
CO., INC., 7336 West 15th Avenue, Gary, 
IN 46406. Representative: Anthony E. 
Young, 29 South LaSalle Street, Chicago, 
IL 60603. Transporting foodstuffs , from 
points in FL to points in EL and MN, 
restricted to traffic destined to facilities 
used by Perlman Rocque Company. 
(Hearing site: Chicago, IL.) 

MC 146015 (Sub-7F), filed April 10, 
1980. Applicant: MUMMA FREIGHT 
LINES. INC., 6495 Carlisle Pike, 
Mechanicsburg, PA 17055. 
Representative: C. Jack Pearce, 1000 
Connecticut Ave. NW., Washington, DC 
20036. Contract carrier, transporting 
general commodities (except household 
goods as defined by the Commission, 
alcoholic beverages, classes A and B 
explosives, and commodities which 
require special equipment), between 
points in MN, WI, IA, IL, IN, KY. TN. 

OH. MS. AL, GA. FL, SC. NC, VA. DC, 
WV. MD. DE. NJ. PA, NY. CT. RI. MA, 
VT, NH, and ME, restricted to the 
transportation of traffic originating at or 
destined to the facilities of Ralston 
Purina Company, under continuing 
contract(s) with Ralston Purina 
Company, of St. Louis, MO. (Hearing 
site: Philadelphia, PA, or Washington. 
DC.) 

MC 146504 (Sub-5F), filed April 7, 

1980. Applicant: LEO TRUCKING 
COMPANY. INC., P.O. Drawer F. 

Poteau, OK 74953. Representative: 

GREG E. SUMMY, P.O. Box 1540, 
Edmond, OK 73034. Transporting barite, 
in bulk, from the facilities of N.L. 
Baroid/N.L. Industries. Inc., at or near 
Malvern, AR, to points in OK and TX. 
(Hearing site: Houston, TX or Ft. Smith, 
AR.) 

MC 148684 (Sub-1 F), filed April 8, 

1980. Applicant: SIDNEY SMITH. INC., 


Box 61-B, Sandyville, WV 25275. 
Representative: John M. Friedman. 2930 
Putnam Avenue, Hurricane, WV 25526. 
Transporting pipe, machinery, and steel 
articles, between points in OH and WV, 
on the one hand, and, on the other, 
points in FL, GA, KY, NC, PA, SC. TN 
and VA. (Hearing site: Charleston, WV.) 

MC 150435F, filed April 10.1980. 
Applicant: LARRY BRYAN AND 
JEROLD BRYAN, d.b.a., BRYAN 
TRUCKING CO., 1659 Gold, Wichita, KS 
67213. Representative: Lester C. Arvin, 
814 Century Plaza Building, Wichita, KS 
67202. Transporting lumber and building 
materials, between points in AR, KS, 

LA, OK and TX, on the one hand, and. 
on the other, points in AR, CO, IA, KS, 
MO. NE. NM, ND, OK. SD. TX and WI. 
(Hearing site: Wichita. KS or Kansas 
City, MO.) 

MC 150524F. filed April 10,1980. 
Applicant: EAGLE CONTRACT 
CARRIERS. INC., Box 118-D, R.D. 4, 

Lake Ariel, PA 18436. Representative: 
Roger Mattes, 9th FI., Bank Towels 
Bldg., Spruce St. and Wyoming Ave., 
Scranton, PA 18503. Transporting (1) 
chain and supplies and accessories for 
chain and (2) materials, supplies and 
equipment used in the manufacture of 
chains, between the facilities of Atlas 
Chain & Precision Products, Inc., at 
West Pittston, PA, on the one hand, and, 
on the other, points in the US (except 
PA, AK. and HI). (Hearing site: 

Scranton, PA.) 

Volume No. 211 

Decided: June 16,1980. 

By the Commission, Review Board Number 
1, Members Carleton, Joyce and Jones. 

MC 58035 (Sub-293F), filed April 22. 
1980. Applicant: TRANS-WESTERN 
EXPRESS, LTD., 48 East 56th Avenue. 
Denver, CO 60216. Representative: 
Charles J. Kimball, Kimball, Williams & 
Wolfe, P.C., 350 Capitol Life Center, 1600 
Sherman Street, Denver, CO 80203. 
Transporting (1) household electric 
appliances and equipment; oral hygiene 
applicances and equipment; hydro 
therapy equipment; sink and shower 
fixtures; smoke alarms; food processing 
machines; and filters; and (2) materials, 
equipment and supplies used in the 
manufacture and distribution of the 
commodities named in (1), between 
points in the U.S. (except AK and HI), 
restricted to shipments originating at or 
destined to the facilities of Teledyne 
Water Pik. (Hearing site: Denver, CO.) 

MC 60014 (Sub-177F), filed April 1, 

1980. Applicant: AERO TRUCKING. 

INC.. Box 308, Monroeville, PA 15146. 
Representative: James M. Burtch. 100 E. 
Broad St., Columbus, OH 43215. 
Transporting metal buildings, 


component parts, and supplies, from 
Houston, TX, to points in the U.S. 
(except AK and HI). (Hearing site: 
Washington, DC.) 

MC 60014 (Sub-181F). filed April 21, 
1980. Applicant: AERO TRUCKING, 
INC., P.O. Box 308, Monroeville, PA 
15146. Representative: A. Charles Tell, 
100 E. Broad St., Columbus. OH 43215. 
Transporting (1) Truck equipment , parts 
and accessories, and iron and steel 
articles, from the facilities of Eidal 
International Corporation at 
Albuquerque, NM, to points in the U.S. 
(except AK and HI), and (2) clean air 
equipment, machinery, filters and 
accessories, from the facilities of 
Envirco Div. of Bio-Dynamics, Inc., at 
Albuquerque, NM. and from the 
facilities of Proto Plastics at Santa 
Clara, CA, to points in the U.S. (except 
AK and HI). (Hearing site: Washington, 
DC.) 

MC 60014 (Sub-182F), filed April 22, 
1980. Applicant: AERO TRUCKING. 
INC., P.O. Box 308. Monroeville, PA 
15146. Representative: A. Charles Tell, 
100 E. Broad St., Columbus, OH 43215. 
Transporting Lumber and forest 
products, from points in AZ, CO. and 
NM to those points in the U.S. in and 
east of MT, WY, CO. and NM. (Hearing 
site: Washington, DC.) 

MC 94265 (Sub-35lF), filed April 22, 
1980. Applicant: BONNEY MOTOR 
EXPRESS, INC., P.O. Box 305, Route 460 
West, Windsor, VA 23487. 
Representative: Clyde W. Carver, 
Attorney. P.O. Box 724034, Atlanta, GA 
30328. Transporting Foodstuffs (except 
in bulk, in tank vehicles) from the 
facilities utilized by Paramounts, Inc., at 
or near Louisville, KY, to points in AU 
AR, DE, FL. GA. IL. IN. IA. KS. MD. MI. 
MN, MO. NE, NY, NC. ND. OH, OK, PA, 
SC, SD. TN. TX. VA, WV, WI, and DC 
(Hearing site: Louisville, KY. or 
Washington, DC.) 

MC 99565 (Sub-19F), filed April 7, 

1980. Applicant: FORE WAY EXPRESS, 
INC., 204 S. Beilis Street. Wausau, WI 
54401. Representative: Nancy J. Johnson, 
Attorney, 103 East Washington Street; 
Box 218, Crandon. WI 54520. Over 
regular routes, transporting General 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment) (1) 
Between Ripon, WI, and Oshkosh, WI. 
From Ripon over WI Hwy 23 to junction 
WI Hwy 49, then over WI Hwy 49 to 
junction WI Hwy 116, then over WI Hwy 
116 to junction WI Hwy 110, then over 
WI Hwy 110 to junction US Hwy 41 near 
Oshkosh, WI and return over the 9 ame 
route, serving all intermediate points; 
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(2)(a) Between Ripon, WI, and Fond du 
Lac, WI, over Wl Hwy 23, serving no 
intermediate points, (b) Between Omro, 
WI, and Oshkosh, WI, over WI Hwy 21, 
serving no intermediate points, and (c) 
Between Green Lake, WI, and Oshkosh, 
WI. From Green Lake over WI Hwy 23 
to junction WI Hwy 44, then over WI 
Hwy 44 to Oshkosh and return over the 
same routes, serving no intermediate 
points, as alternate routes in (2) (a), (b), 
and (c) for operating convenience only. 
(Hearing site: Madison or Milwaukee, 

WI.) 

Note. —Applicant intends to tack this 
authority with its existing regular-route 
authority. 

MC 105045 (Sub-147F), filed April 21, 
1980. Applicant: R. L. JEFFRIES 
TRUCKING CO., INC.. 1020 
Pennsylvania Street, Evansville, IN 
47701. Representative: Richard C. 
McGinnis, 711 Washington Building, 
Washington, DC 20005. Transporting 
(l)(a) valves, steel tanks, and freezing, 
cooling, refrigeration and electrical 
equipment, and (b) ports and 
attachments for the commodities named 
in (l)(a) above, from points in York 
County. PA, to points in the U.S. (except 
AK and HI); and (2) equipment and 
materials used in the manufacture of the 
commodities in (1) above, in the reverse 
direction. (Hearing site: Washington, 

DC.) 

MC 107295 (Sub-980F), filed April 21. 
1980. Applicant: PRE-FAB TRANSIT 
CO., a corporation, P.O. Box 146, Farmer 
City, IL 61842. Representative: Todd A. 
Peterman (same address as applicant). 
Transporting construction materials, 
accessories and supplies, between 
points in Marion County, OH, on the one 
hand, and, on the other, points in the 
U.S. (except AK and HI). (Hearing site: 
Columbus, OH.) 

MC 107515 (Sub-1352F), filed April 24, 
1980. Applicant: REFRIGERATED 
TRANSPORT CO., INC., P.O. Box 308, 
Forest Park, GA 30050. Representative: 
Alan E. Serby, Esq., 3390 Peachtree 
Road NE., 5th Floor, Lenox Towers 
South. Atlanta, Ga 30326. Transporting 
(1) Paper and paper products and (2) 
materials, equipment and supplies used 
in their manufacture and distribution, 
(except in bulk), between the facilities of 
Champion International Corporation at 
or near (2) Courtland. AL, and (b) 
Houston, TX, on the one hand, and, on 
the other, those points in the U.S. in and 
east of Wl, IL, KY, TN, and MS. (Hearing 
site: Cincinnati, OH.) 

Note.—Dual operations and/or common 
control may be involved. 

MC 111594 (Sub-97F), filed April 22, 
1980. Applicant: C. W. TRANSPORT, 
INC., 610 High Street, Wisconsin Rapids, 


WI 54494. Representative: Donald B. 
Levine, 39 South LaSalle St., Chicago, IL 
60603. Transporting General 
commodities (except those of unusual 
value. Classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
serving the facilities of North State 
Industries, Inc., at Siren and Falun, WI, 
as off-route points in connection with 
carrier's otherwise authorized regular- 
route operations. (Hearing site: St. Paul, 
MN.) 

MC 113624 (Sub-87F). filed March 31. 
1980 Applicant: WARD TRANSPORT, 
INC., P.O. Box 753, Pueblo, CO 81002. 
Representative: Leslie R. Kehl, Jones, 
Meiklejohn, Kehl & Lyons, 1600 Lincoln 
Center, 1660 Lincoln Street, Denver, CO 
80264. Transporting commodities in 
bulk, between points in AZ, CO, ID, KS, 
MT, NE, NV, NM, ND, OK, SD, TX. UT, 

& WY. (Hearing site: Denver, CO.) 

MC 116544 (Sub-209F), filed April 21, 
1980. Applicant: ALTRUK FREIGHT 
SYSTEMS, INC., Representative: 1703 
Embarcadero Road, Palo Alto, CA 94303. 
Representative: Richard G. Lougee, P.O. 
Box 10061, Palo Alto, CA 94303. 
Transporting meats, meat products, 
meat by-products and articles used and 
distributed by meat-packing houses, as 
defined in Sections A, C, and D of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 M.C.C. 
209 and 766 (except hides and 
commodities in bulk), in vehicles 
equipped with mechanical refrigeration, 
between the facilities of Lauridsen 
Foods, Inc., at or near Britt, IA, and the 
facilities of Armour & Company at 
Mason City, IA, on the one hand, and, 
on the other, points in AL, AZ, AR, CA, 
CO, CT, FL, GA, ID. IL, IN. KY, LA, MA, 
MN. MS, MO, NE, NC. NV. NJ. NM, NY, 
OK, OR, PA. RI. SC, TX, WA. and WI. 
restricted to traffic originating at or 
destined to the named origins. (Hearing 
site: Phoenix, AZ, or San Francisco, CA.) 

MC 116544 (Sub-21 OF), filed April 21, 
1980. Applicant: ALTRUK FREIGHT 
SYSTEMS INC., 1703 Embarcadero 
Road, Pal Alto, CA 94303. 
Representative: Richard G. Lougee, P.O. 
Box 10061, Palo Alto, CA 94303. 
Transporting such commodities as are 
dealt in or used by producers and 
distributors of alcoholic beverages, 
liquors and wines, from the facilities of 
Heublein, inc., at or near Hartford, CT, 
to points in AZ, CA, CO, GA, IA, ID, IL, 
IN. KS, KY, MI, MN, NO. MT, ND, NE. 
NM, NV, OK, OR, SD, TN. UT. WA, WI, 
and WY, restricted to traffic originating 
at the named facilities. (Hearing Site: 
New York, NY, or Washington, DC.) 


MC 118535 (Sub-149F), filed April 22. 
1980. Applicant: TIONA TRUCK LINE, 
INC.. 102 West Ohio, Butler. MO 64730. 
Representative: Jim Tiona, Jr., 102 West 
Ohio, Butler, MO 64730. Transporting 
Lead oxide, from (1) Attica, IN, to points 
in GA, IA, IL, KS. KY, MN, MO. NE, OH. 
OK, SD, TN, and WI, (2) Manchester, IA, 
to points in GA, IL, IN, KS, KY. MN, MO. 
NE. OH, OK. SD, TN. and WI and, (3) 
Hammond, IN, to points in CO, KS, KY, 
MO, NM. OK, and TX. (Hearing site: 
Kansas City, MO.) 

MC 118535 (Sub-151F). Bled April 21, 
1980. Applicant: TIONA TRUCK LINE, 
INC., 102 West Ohio. Butler. MO 64730. 
Representative: Jim Tiona, Jr., 102 West 
Ohio, Butler, MO 64730. Transporting (1) 
Lead silicate, litharge, sublimed lead, 
and zinc oxide, from Hillsboro, IL, and 
Joplin, MO, to points in AR, CO, IA, IL, 
IN. KS, KY, LA, MI. MN. MO. MS. ND, 
NE. NM. OH. OK, SD. TN. TX, WI and 
WY and (2) minerals, mineral mixtures, 
feed, and fertilizer materials, 
compounds and ingredients, from 
Fairbury, NE, and Mineola, TX, to points 
in AR, CO. IA, IL, IN, KS, KY. LA. MI. 
MN, MO, MS. ND, NE, NM, OH. OK, SD. 
TN, TX, WI, and WY. (Hearing site: 
Kansas City, MO.) 

MC 120675 (Sub-13F), filed April 23, 
1980. Applicant: ACME TRUCK LINE, 
INC.. 2855 Lapalco Blvd., P.O. Box 183, 
Harvey, LA 70059. Representative: Paul 
D. Angenend, P.O. Box 2207, Austin, TX 
78768. Transporting Machinery, 
materials, supplies and equipment 
incidental to or used in the construction, 
development, operation, and 
maintenance of facilities for the 
discovery, development and production 
of natural gas and petroleum, between 
points in AL, AR, FL, LA, GA, MS and 
TX, on the one hand, and, on the other, 
points in IL, IN. KY, and TN. (Hearing 
site: New Orleans, LA, or Houston, TX.) 

MC 126514 (Sub-71F), filed April 10. 
1980. Applicant: SCHAEFFER 
TRUCKING. INC., 5200 West Bethany 
Home Road, Glendale, AZ 85301. 
Representative: Leonard R. Kofkin, 39 
South La Salle Street, Chicago, IL 60603. 
Transporting Pharmaceuticals, toilet 
preparations, and materials, equipment, 
and supplies used in the manufacture 
and distribution thereof (except 
commodities in bulk), between the 
facilities of American Home Products 
Corporation, at or near (a) Atlanta, GA, 
(b) Andover, MA, (c) Baltimore, MD, (d) 
Los Angeles and Buena Park. CA, (e) 
Chicago, IL, (f) Dallas, TX, (g) Kansas 
City, MO, (h) Seattle and Kent. WA, (i) 
Lenexa, KS, (j) Memphis, TN, (k) Rouses 
Point, NY, (1) Secaucus, Cranford, 
Hammonton, and South Plainfield, NJ, 
(m) St. Paul, MN, (n) Cleveland and 
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Strongsville. OH, and (o) Whiteland 
Township, PA, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI). (Hearing site: New York, NY.) 

MC 128205 (Sub-95F), filed April 21, 
1980. Applicant: BULKMATIC 
TRANSPORT COMPANY, a 
corporation, 12000 South Doty Avenue, 
Chicago, IL 60628. Representative: 
Arnold L. Burke. 180 North LaSalle 
Street, Chicago, IL 60601. Transporting 
Ammonium Nitrate Fertilizer ; in bulk, in 
tank vehicles, from Seneca, IL, to 
Chicago, IL, restricted to traffic having 
an immediately subsequent movement 
by rail. (Hearing site: Washington, DC.) 

MC 133314 (Sub-7F), filed April 21. 
1980. Applicant: SILVAN TRUCKING 
COMPANY, INC., RR 2, Box 137. 
Pendleton, IN 46064. Representative: 
Walte&F. Jones, Jr., 601 Chamber of 
Commerce Building, Indianapolis, IN 
46204. Transporting Animal feed, feed 
ingredients, and materials and supplies 
used in the manufacture and distribution 
of animal feed (except in bulk) between 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities used by Kal 
Kan Foods, Inc. (Hearing site: 
Indianapolis, IN, or Washington, DC.) 

MC 133314 (Sub-8F), filed April 21, 
1980. Applicant: SILVAN TRUCKING 
COMPANY, INC., RR 2. Box 137. 
Pendleton, IN 46064. Representative: 
Walter F. Jones, Jr., 601 Chamber of 
Commerce Building, Indianapolis, IN 
46204. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk and 
those requiring special equipment) 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to facilities used by 
Ralston Purina Company. (Hearing site: 
Indianapolis, IN, or Washington, DC.) 

MC 133655 (Sub-218F), filed April 21, 
1980. Applicant: TRANS-NATIONAL 
TRUCK. INC., P.O. Box 402535, Dallas, 
TX 75240. Representative: Warren L. 
Troupe, P.O. Box 2298, Green Bay, WI 
54306. Transporting General 
commodities, when moving on bills of 
lading of freight forwarders, from 
Buffalo and Tonawanda. NY, and points 
in MI, OH, IL, and IN to points in OK, 
TX, LA, KS, and MO. (Hearing site: New 
York. NY.) 

MC 134645 (Sub-35F), filed April 3, 
1980. Applicant: LAKE STATE 
TRANSPORT. INC., P.O. Box 944. St. 
Cloud, MN 56301. Representative: 

Robert P. Sack. P.O. Box 6010, West St. 
Paul, MN 55118. Transporting (1) meat, 
meat products, meat by-products and 
articles distributed by meat- 


packinghouses, as described in Sections 
A and C of Appendix I to the report in 
Descriptions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766 
(except hides and commodities in bulk), 
from Long Prairie, St. Cloud and St. Paul, 
MN, to points in the U.S. (except AK and 
HI), restricted to traffic originating at the 
facilities of Robel Beef Packers, Inc., at 
St. Cloud and St. Paul, MN, and Long 
Prairie Packing Company, at Long 
Prairie, MN; (2) materials and supplies 
used in the manufacture of stuffed toys 
(except commodities in bulk), from 
Lawrence, MA, New York, NY, and 
Janesville, WI, to Chanhassen and Eden 
Valley, MN, restricted to traffic destined 
to the facilities of Animal Fair, Inc.; 

(3) (a) cocks, valves and related parts, 
from Sartell, MN, and McMinnville, TN, 
to points in the U.S. (except AK and HI); 
(b) steel castings, from Chehalis, WA, to 
Sartell, MN; and (c) clay (except 
commodities in bulk), from Anniston, 

AL, to Sartell, MN, restricted to traffic 
originating at or destined to the facilities 
of DeZurik Corporation. (Hearing site: 

St. Paul, MN.) 

Note.—The sole purpose of this application 
is to convert applicant’s contract carrier 
authority to common carrier authority. Dual 
operations may be involved. 

MC 136315 (Sub-123F). filed April 21, 
1980. Applicant: OLEN BURRAGE 
TRUCKING. INC., Route 9. Box 28. 
Philadelphia, MS 39350. Representative: 
Fred W. Johnson, Jr., P.O. Box 22807, 
Jackson, MS 39205. Transporting (1) 
concrete roofing tile and accessories 
used in the installation thereof, from the 
facilities of the Monier Company at or 
near (a) Lakeland. FL, and (b) 
Duncanville, TX, to those points in the 
U.S. in and east of TX, OK. KS, NE SD, 
and ND; and (2) materials, equipment 
and supplies used in the production and 
distribution of the commodities named 
in (1) above (except commodities in 
bulk, in tank vehicles), in the reverse 
direction, restricted to traffic originating 
at or destined to the named facilities. 
(Hearing site: Dallas, TX, or 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 136315 (Sub-124F), filed April 21, 
1980. Applicant: OLEN BURRAGE 
TRUCKING, INC., Route 9, Box 28, 
Philadelphia, MS 39305. Representative: 
Fred W. Johnson, Jr., P.O. Box 22807, 
Jackson. MS 39205. Transporting brick, 
refractories, structural title, and 
accessories used in the installation 
thereof, between those points in the U.S. 
in and east of TX, OK, KS, NE. SD, and 
ND, restricted to traffic originating at or 
destined to the facilities of or utilized by 
Elgin-Butler Brick Company. (Hearing 


site: Austin, TX, Washington, DC, or 
Jackson MS.) 

Note.—Dual operations may be involved. 

MC 136315 (Sub-125F), filed April 21, 
1980. Applicant: OLEN BURRAGE 
TRUCKING, INC., Route 9. Box 28, 
Philadelphia, MS 39350. Representative: 
Fred W. Johnson, Jr., P.O. Box 22807, 
Jackson, MS 39205. Transporting iron 
and steel articles, plastic articles, 
building materials, and material, 
equipment and supplies used in the 
installation thereof, (except in bulk, in 
tank vehicles), between those points in 
the U.S. in and east of TX, OK, KS. NE, 
SD. and ND, restricted to traffic 
originating at or destined to the facilities 
of or utilized by Gensco, Inc. (Hearing 
site: Dallas, TX, or Washington. DC.) 

Note.—Dual operations may be involved. 

MC 136384 (Sub-21F), filed April 17, 
1980. Applicant: PALMER MOTOR 
EXPRESS, INC., P.O. Box 103, Dean 
Forest Road, Savannah, GA 31402. 
Representative: Virgil H. Smith, Suite 12. 
1587 Phoenix Boulevard, Atlanta, GA 
30349. Over regular routes, transporting 
general commodities, (except those of 
unusual value, classes A & B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
commodities requiring special 
equipment), (1) between Atlanta and 
McRae, GA, over U.S. Hwy 23, serving 
all intermediate points; (2) between 
Vidalia and Atlanta. GA, from Vidalia 
over U.S. Hwy 280 to Columbus, GA, 
then over Alternate U.S. Hwy 27 to 
Manchester, GA then over GA Hwy 85 
to its junction with U.S. Hwys 19 and 41 
to Atlanta and return, serving all 
intermediate points; (3) between 
Richland and Savannah, GA, from 
Richland over GA Hwy 55 to Dawson, 
GA, then over U.S. Hwy 82 to its 
junction with U.S. Hwy 17, then over 
U.S. Hwy 17 to Savannah and return, 
serving all intermediate points; (4) 
between Macon and Waycross, GA, 
from Macon over U.S. Hwy 41 to 
Valdosta, then over U.S. Hwy 84 to 
Waycross and return, serving all 
intermediate points and the off-route 
point of Warner Robins, GA; (5) 
between McRae and Waycross, GA, 
from McRae over U.S. Hwys 23 and 341 
to Hazlehurst, then over U.S. Hwy 23 to 
Waycross and return, serving all 
intermediate points; (6) between Macon 
and Columbus, GA, over U.S. Hwy 80, 
serving all intermediate points; (7) 
between Eatonton and Valdosta, GA, 
from Eatonton over U.S. Hwy 129 to Ray 
City. GA, then over GA Hwy, 125 to 
Valdosta and return, serving all 
intermediate points; (8) between 
Valdosta and Atlanta, GA, over 
Interstate Hwy 75, as an alternate route 









for operating convenience only, serving 
no intermediate points; (9) between 
Columbus and Atlanta, GA, from 
Columbus over U.S. Hwy 27 to 
LaGrange, then over U.S. Hwy 29 to 
Atlanta and return, serving all 
intermediate points; (10) betw een 
Albany and Bainbridge. GA, from 
Albany over GA Hwy 91 to its junction 
with GA Hwy 253, then over GA Hwy 
253 to Bainbridge and return, serving all 
intermediate points; (11) between 
Bainbridge and Valdosta, GA, over U.S. 
Hwy 84. serving all intermediate points; 
(12) between Albany and Valdosta, GA. 
from Albany over GA Hwy 133 to its 
junction with GA Hwy 33. then over GA 
Hwy 33 to its junction with GA Hwy 94. 
then over GA Hwy to its junction with 
U.S. Hwy 84, then over U.S. Hwy 84 to 
Valdosta and return, serving all 
intermediate points; and (13) between 
Hazlehurst and Jesup, GA, over U.S. 
Hwys 341 and 25, serving all 
intermediate points. (Hearing site: 
Atlanta or Savannah, GA.) 

MC 138875 (Sub-279F), Hied April 21, 
1980. Applicant: SHOEMAKER 
TRUCKING COMPANY, a corporation. 
11900 Franklin Rd., Boise, ID 83709. 
Representative: F. L Sigloh (same 
address as applicant). Transporting 
metal shelving, from points in TX. to 
points in the U.S. (except AK and HI). 
(Hearing site: Dallas, TX or Boise, ID.) 

MC 138875 (Sub-280F), filed April 21, 
1980. Applicant: SHOEMAKER 
TRUCKING COMPANY, a corporation, 
11900 Franklin Rd., Boise, ID 83709. 
Representative: F. L. Sigloh (same 
address as applicant). Transporting 
foodstuffs (except in bulk), from the 
facilities of Heinz, USA, at (a) 

Muscatine and Iowa City, IA, (b) 
Holland, MI, (c) Fremont and Toledo, 
OH. and (d) Pittsburgh, PA. to the 
facilities of Heinz USA at Tracy. CA, 
restricted to traffic originating at the 
named origins and destined to the 
named destinations. (Hearing site: 
Pittsburgh, PA, or Washington. DC.) 

MC 138875 (Sub-281 F), filed April 21, 
1980. Applicant: SHOEMAKER 
TRUCKING COMPANY, a corporation. 
11900 Franklin Rd., Boise, ID 83709. 
Representative: F. L Sigloh (same 
address as applicant). Transporting 
confectionery products (except in bulk), 
from points in OH. to points in CA, ID, 
MT, NV, OR, UT, WA. and WY. 
(Hearing site: Boise. ID. or Washington, 
DC.) 

MC 141804 (Sub-412F). Filed April 22, 
1980. Applicant: WESTERN EXPRESS. 
DIVISION OF INTERSTATE RENTAL, 
INC., P.O. Box 3488, Ontario, CA 91761. 
Representative: Frederick J. Coffman, 
P.O. Box 3488, Ontario, CA 91761. 


Transporting Kitchen and bathroom 
appliances and accessories from Plano, 
TX, to Garden Grove and Downey. CA. 
(Hearing site: Los Angeles, CA.) 

MC 141804 (Sub-413F), filed April 22. 
1980. Applicant: WESTERN EXPRESS, 
DIVISION OF INTERSTATE RENTAL, 
INC., P.O. Box 3488, Ontario, CA 91761. 
Representative: Frederick J. Coffman, 

P.O. Box 3488, Ontario, CA 91761. 
Transporting paper and paper products 
from the facilities of Champion 
International Corp. at or near Hamilton, 
OH, to points in CA. (Hearing site: Los 
Angeles, CA.) 

MC 141914 (Sub-80F), filed April 22, 
1980. Applicant: FRANKS AND SON, 
INC., Route 1, Box 108A, Big Cabin, OK 
74332. Representative: Kathrena J. 

Franks. Route 1, Box 108A, Big Cabin, 

OK 74332. Transporting Alcoholic 
liquors and materials equipment, and 
supplies used in their manufacture and 
distribution (except in bulk in tank 
vehicles), between Fort Smith, AR, 
Louisville and Bardstown, KY, New 
Orleans, LA, and Plainfield, IL, on the 
one hand, and. on the other, points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to 
the facilities of Hiram Walker & Sons, 
Inc. (Hearing site: Chicago. IL.) 

MC 142315 (Sub-4F). filed April 21, 

1980. Applicant: MEISLER CARTAGE, 
INC., 1103 East Franklin Street, 
Evansville. IN 47711. Representative: 
Warren C. Moberly, Harrison & 

Moberly, 320 North Meridian Street. No. 
777, Indianapolis, IN 46204, (317) 639 
4511. Transporting General commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those which 
because of size or weight require special 
equipment), between points in 
Alexander. Bond, Clay, Clinton, 
Crawford, Cumberland, Edwards. 
Effingham, Fayette, Franklin, Gallatin, 
Hamilton, Hardin, Jackson, Jasper, 
Jefferson, Jersey. Johnson. Lawrence, 
Macoupin, Madison, Marion, Massac. 
Monroe, Montgomery, Perry, Pope, 
Pulaski, Randolph, Richland, Saline, 
Shelby, St. Clair, Union, Wabash. 
Washington, Wayne, White, Williamson 
Counties, IL; Daviess, Dubois, Gibson, 
Knox, Martin. Pike, Posey, Spencer, 
Vanderburgh, Warrick Counties, IN; 
Ballard. Caldwell, Calloway, Carisle, 
Christian, Crittenden, Daviess, Fulton. 
Graves, Henderson, Hickman, Hopkins, 
Livingston, Lyon, Marshall, McCracken, 
McLean. Muhlenberg, Trigg, Union, 
Webster Counties, KY; Bollinger, Butler, 
Cape Girardeau, Iron, Jefferson, 
Madison. Mississippi, New Madrid, 
Perry. Reynolds. Scott, Stoddard, St. 


Charles, St. Francois, SL Louis. Ste. 
Genevieve, Washington. Wayne 
Counties, MO; and Henry. Lake. Obion. 
Stewart and Weakley Counties. TN. 
restricted to traffic having a prior or 
subsequent movement by rail. (Hearing 
site: Indianapolis, IN. Louisville, KY. 
Washington, DC.) 

MC 145095 (Sub-3F), filed April 21. 

1980. Applicant: POWER FUELS, INC., 
P.O. Box 969, Minot, ND 58701. 
Representative: F. J. Smith, Suite 307, 420 
North 4th Street, Bismarck, ND 58501. 
Transporting Water between points in 
Divide, Williams, McKenzie, Golden 
Valley. Slope, Billings, and Bowman 
Counties. ND, and Sheridan, Roosevelt, 
Richland, Wibaux. Dawson, and Fallon 
Counties. MT. (Hearing site: Bismarck or 
Minot, ND.) 

MC 145125 (Sub-llF), filed April 23. 
1980. Applicant: LAUREL MOUNTAIN 
OVERLAND EXPRESS, INC., 109 
Electric Avenue, Lewistown, PA 17044. 
Representative: Eugene M. Malkin, Suite 
1832, 2 World Trade Center, New York, 
NY 10048. Transporting extruded 
aluminum products, from the facilities of 
Cressona Aluminum Company at or 
near Cressona, PA, to those points in the 
U.S. in and west of MN, IA, MO, AR, 
and LA. (Hearing site: New York, NY.) 

MC 145765 (Sub-9F). filed April 21. 
1980. Applicant: WIEST TRUCKLINE, 
INC., 1305 Sixth Avenue S.W., 
Jamestown, ND 58401. Representative: 
William J. Gambucci, Suite M-20, 400 
Marquette Avenue, Minneapolis, MN 
55402. Transporting Insulation material 
and expanded plastic articles, from 
Belvidere, IL. to points in IN, IA, KY, Ml. 
MN, MO, NE. ND. OH, PA. SD. and WV. 
(Hearing site: Minneapolis, MN.) 

Note.—Dual operations may be involved. 
MC 147554 (Sub-3F), filed April 23, 
1980. Applicant: ARAB CARTAGE AND 
EXPRESS CO.. INC.. P.O. Box 427. Arab. 
AL 35016. Representative: John R. 
Frawley. Jr., 5506 Crestwood Blvd., 
Birmingham, AL 35212. Transporting 
General commodities (except 
commodities in bulk, classes A and B 
explosives, and those commodities 
which because of size or weight require 
the use of special equipment) between 
Arab. AL, on the one hand, and, on the 
other, those points in the U.S. in and 
east of ND, SD, NE, KS. OK. and TX. 
(Hearing site: Birmingham or Huntsville. 
AL.) 

MC 150004 (Sub-lF), filed April 21, 
1980. Applicant: FRANK D. JAMES 
d.b.a. F&J LEASING. 731 Campbell, P.O. 
Box 13806, St. Louis, MO 63147. 
Representative: Joseph E. Rebman, 314 
North broadway, Suite 1330, St. Louis, 
MO 63102. Transporting CTN tubes. 
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cathode ray, television picture receiving 
or CTN televisions or vision receiving 
sets, radio receiving sets, phonographs, 
talking machines, tape or wire records, 
in shipper-owned trailers, between 
points in the St. Louis, MO-East St. 

Louis, IL, commercial zone and the 
facilities of Zenith Radio Corp. at or 
near Springfield, MO, restricted to traffic 
having a prior or subsequent movement 
by rail. (Hearing site: St. Louis, MO.) 

MC 150235 (Sub-lF), filed April 22, ’ 
1980. Applicant: POWELL TRUCKING 
COMPANY, INC., Route 3, Box 13, 
Sumrall. MS 39482. Representative: John 
A. Crawford, 17th Floor Deposit 
Guaranty Plaza, P.O. Box 22567, 

Jackson, MS 39205. Transporting Wheel 
loaders, track-type tractors, logging 
skidders, motor graders, industrial 
engines, and generator sets and 
accessories from Aurora, Decatur, Joliet, 
Mossville and Peroria, IL, to the 
facilities of Stribling-Puckett, Inc., at or 
near Jackson, Hattiesburg, Meridian, 
Natchez, and Gulfport. MS. (Hearing 
site: Jackson, MS.) 

Note.—Dual operations may be involved. 

MC 150375F, filed April 21.1980. 
Applicant: CLARK REBER d.b.a. TRUC 
DISTRIBUTING, P.O. Box B. Santa 
Clara, UT 84765. Representative: Arthur 
J. Cerra, 2100 TenMain Center, P.O. Box 
19251, Kansas City. MO 64141. 
Transporting Meat, meat products, meat 
by-products and articles distributed by 
meat-packing houses, as described in 
Sections A and C of Appendix I to the 
Report in Descriptions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766 
(except hides and commodities in bulk), 
from the facilities of (1) Sioux Preme 
Packing Company at or near Sioux 
Center, IA, to points in CA, OR, and 
WA, and (2) York Packing Company at 
or near York, NE, to points in CA. 
(Hearing site: Los Angeles, CA.) 

MC 150615F, filed April 17,1980. 
Applicant: MELVIN SIMMONS, d.b.a. 
KINGS TOURS, INC., Box 3, Kingsville. 
OH 44048. Representative: J. A. Kundtz, 
1100 National City Bank Bldg., 

Cleveland, OH 44114. Transporting 
Passengers and their baggage, in the 
same vehicle with passengers, in round- 
trip charter operations, beginning and 
ending at points in Ashtabula County. 
OH, and extending to points in the U.S. 
(except AK and HI). (Hearing site: 
Conneaut and Ashtabula, OH.) 

MC 150624F, filed April 21,1980. 
Applicant: MID-EAST TRUCK & 
TRACTOR SERVICE, INC #2, Box 36, 
New Concord, OH 43762. 

Representative: Timothy J. Battaglia. 250 
East Broad Street, Columbus, OH 43215. 
Transporting oil field and gas field 
drilling and production equipment. 


supplies and materials between points 
in OH, NY, PA, and WV. (Hearing site: 
Columbus or Canton, OH.) 

MC 150625F, filed April 21,1980. 
Applicant: MARVIN E. JACKSON d.b.a. 
JACKSON CONSTRUCTION. State Rd. 
59 South. Clay City, IN 47841. 
Representative: Alki E. Scopelitis, 1301 
Merchants Plaza, Indianapolis, IN 46204. 
Transporting lumber, wood chips and 
logging equipment, from points in Clay 
County, IN, to points in IL, KY, MI, MO, 
OH, and TN. (Hearing site: Indianapolis, 
IN.) 

MC 111274 (Sub-59F) filed April 22, 
1980. Applicant: SCHMIDGALL 
TRANSFER INC., P.O. Box 351, Morton, 
IL 61150. Representative: Frederick C. 
Schmidgall, P.O. Box 351, Morton, IL 
61550. Contract carrier, transporting (1) 
materials and components used or 
useful in the manufacture and erection 
of metal buildings and (2) metal 
buildings, between El Paso, IL, and 
points in NM, AZ, UT, NV, CA. OR, WA, 
and ID, under a continuing contract(s) 
with Marathon Metallic Bldg. Co., of El 
Paso, IL. (Hearing site: St. Louis, MO, or 
Springfield or Chicago, IL.) 

MC 134404 (Sub 65F). filed April 23, 
1980. Applicant: AMERICAN TRANS¬ 
FREIGHT. INC., P.O. Box 796, Manville, 
NJ 08835. Representative: Eugene M. 
Malkin, Suite 1832, 2 World Trade 
Center, New York, NY 10048. Contract 
carrier, Transporting. Insecticides, 
herbicides, pesticides, fertilizer, seed, 
and agricultural chemicals (except in 
bulk) and applicators therfor, from the 
facilities of Lebanon Chemical 
Corporation at or near Danville, IL, to 
those points in the U.S. in and east of 
ND, SD, NE, CO, and NM, under 
continuing contract(s) with Lebanon 
Chemical Corporation, of Danville, IL. 
(Hearing site: New York, NY.) 

Note.—Dual operations may be involved. 

MC 135185 (Sub-48F), filed April 22. 
1980. Applicant: COLUMBINE 
CARRIERS, INC., P.O. Box 15246,1720 
East Garry Avenue, Santa Ana, CA 
92705. Representative: Charles J. 

Kimball, Kimball, Williams & Wolfe, 

P.C., 350 Capitol Life Center, 1600 
Shennan Street, Denver, CO 80203, (303) 
839-5856. Contract carrier, Transporting 
(1) Razors and razor blades, toilet 
articles and toilet preparations, pens 
and markers, shaving cream, stationery 
and stationery products, cigarette 
lighters, cleaning compounds and pads, 
hair curlers, hair spray, shampoo, 
sponges, fire extinguishers, electric 
appliance, deodorants, dispensers, 
sound warning signals, display racks, 
stands and cabinets, and (2) materials, 
equipment and supplies (except 
commodities in bulk) used in the 


manufacture or distribution of the 
commodities in (1) above, from the 
facilities of The Gillette Company at or 
near (1) Andover, MA, and St. Paul, MN, 
to Atlanta, GA, and points in IN, (2) St. 
Paul, MN, to points in IL on and north of 
U.S. Hwy 6. points in IN. Atlanta, GA, 
and Portland, OR, (3) La Mirada. CA, to 
points in OR, UT, and WA, and (4) La 
Grange Park, IL, to points in CA. under 
continuing contract(s) with The Gillette 
Company, of Boston, MA. (Hearing site: 
Boston, MA.) 

Volume No. 212 

Decided: June 17,1980. 

By the Commission, Review Board Number 
3, Members Parker. Fortier and Hill. 

MC 2605 (Sub-14), filed May 1,1980. 
Applicant: COMMERCIAL 
TRANSPORTATION, INC., 2300 East 
Adams Ave., Philadelphia, PA 19124. 
Representative: Daniel O. Hands, 205 
West Touhy Ave., Suite 200, Park Ridge. 
IL 60068. Transporting Plastics, 
plasticizers, chemicals and petroleum 
products, from Chicago, Joliet and Wood 
River, IL, to Philadelphia, Bucks, 
Montgomery, Chester, Delaware and 
York Counties, Allentown, Bethlehem 
and Easton, PA; Detroit, MI; Cleveland, 
Columbus, Cincinnati and Dayton, OH; 
Boston, Hebronville, Westminster and 
Middleton, MA; NJ: New York City. NY: 
and Baltimore, MD. (Hearing site: 
Chicago, IL.) 

MC 8214 (Sub-5) filed May 1,1980. 
Applicant: PORT JERSEY 
TRANSPORTATION. 2 Colony Road, 
Jersey City, NJ 07305. Representative: 
Charles J. Williams. 1815 Front St., 
Scotch Plains, NJ 07076. Transporting: 
Such merchandise as is dealt in or used 
by wholesale, retail, and chain grocery 
and food business houses (except 
commodities in bulk), between the 
facilities of Hunt-Wesson Foods, Inc., at 
Bayonne, Jersey City, and Bridgeton, NJ, 
on the one hand, and. on the other, 
points in CT, MA, MD, PA, RI, and DC, 
restricted to the transportation of traffic 
originating at or destined to the facilities 
of Hunt-Wesson Foods, Inc. (Hearing 
site: New York, NY.) 

MC 42604 (Sub-7F), filed April 24, 

1980. Applicant: GEORGE HUSACK, 
INC., 167 Locust Drive. Schnecksville, 

PA 18078. Representative: John W. 
Frame, Box 626, 2207 Old Gettysburg Rd. 
Camp Hill, PA 17011. Transporting (1) 
coal, coal screenings, and cinders, and 
(2) commodities omS-wise exempt from 
economic regulations when transported 
in mixed loads with the commodities in 
(1), between points in CT, ME, MA. and 
NJ, points on Long Island. NY. points in 
NC, OH. PA, RI. VT, VA. and WV. 
(Hearing site: Harrisburg, PA.) 
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MC 52465 (Sub-49), Tiled April 29. 

1980. Applicant: RICE TRUCK LINES, a 
corporation, P.O. Box 395, Black Eagle. 
MT 59414. Representative: Ray F. Koby, 
P.O. Box 2567, Great Falls, MT 59403. 
Transporting: petroleum and petroleum 
products, in bulk, from Salt Lake City, 
UT to points in MT. (Hearing site: Great 
Falls, MT.) 

MC 97275 (Sub-39), filed April 29. 

1980. Applicant: ESTES EXPRESS 
LINES, a corporation, 1405 Gordon Ave., 
Richmond, VA 23224. Representative: 
Harry J. Jordan, 1000 16th SL NW., 
Washington, DC 2003a Transporting 
general commodities, (except those of 
unusual value. Classes A and B 
explosives, household goods as defined 
by the Commission, commodities in bulk 
and commodities requiring special 
equipment) (1) Between Winchester, 

VA, and NC Highway 89 at or near Pine 
Ridge, NC: From Winchester over 
Interstate Hwy. 81 to junction Interstate 
Hwy. 77, then over Interstate Hwy. 77 to 
junction NC Hwy. 89 at or near Pine 
Ridge, serving all intermediate points: 

(2) Between Falls Church, VA, and 
Winchester, VA: From Falls Church over 
U.S. Hwy. 50 to junction U.S. Hwy. 17, 
then over U.S. Hwy. 17 to Winchester, 
serving all intermediate points: (3) 
Between Fairfax. VA. and Strasburg. 

VA: From Fairfax over U.S. Hwy. 29 to 
junction VA Hwy. 28 then over VA 
Hwy. 28 to junction VA Hwy. 234, then 
over VA Hwy. 234 to junction Interstate 
Hwy. 68. then over Interstate Hwy. 66 to 
junction U.S. Hwy. 11, then over U.S. 
Hwy. 11 to Strasburg, serving all 
intermediate points: (4) Between Fairfax. 
VA, and New Market. VA: Over U.S. 
Hwy. 211, serving all intermediate 
points, (5) Between Fairfax. VA, and 
Reidsville, NC: Over U.S. Hwy. 29, 
serving all intermediate points: (8) 
Between Winchester, VA, and Interstate 
Hwy. 81 at or near Stuarts Draft, VA: 
From Winchester over U.S. Hwy. 522 to 
junction U.S. Hwy. 340, then over U.S. 
Hwy. 340 to junction Interstate Hwy. 81 
at or near Stuarts Draft, serving all 
intermediate points: (7) Between 
Charlottesville, VA, and Staunton. VA: 
Over Interstate Hwy. 64, (Also over U.S. 
Hwy. 250), serving all intermediate 
points: (8) Between Lynchburg, VA, and 
South Boston, VA: Over U.S. Hwy. 501, 
serving all intermediate points; (9) 
Between Hillsville, VA, and South 
Boston. VA: From HLdsville over U.S. 
Hwy. 58 to junction U.S. Hwy. 501, then 
over U.S. Hwy. 501 to South Boston, 
serving all intermediate points; (10) 
Between Lynchburg, VA, and Lowgap, 
NC; From Lynchburg over U.S. Hwy. 460 
to junction U.S. Hwy. 221, then over U.S. 
Hwy. 221 to junction VA/NC Hwy. 89, 


then over VA/NC Hwy. 89 to Lowgap, 
serving all intermediate points; (11) 
Between Blacksburg, VA, and 
Christiansburg, VA: Over U.S. Hwy. 460, 
serving all intermediate points; (12) 
Between Roanoke, VA. and Price, NC: 
Over U.S. Hwy. 220, serving all 
intermediate points; (13) Between 
Manassas. VA, and Culpeper, VA: From 
Manassas over VA Hwy. 28 to junction 
U.S. Hwy. 29, then over U.S. Hwy. 29 to 
Culpeper, serving all intermediate 
points; and as alternate routes for 
operating convenience only: (14) 

Between Fredericksburg. VA. and 
Sperryville, VA: From Fredericksburg 
over VA Hwy. 3 to junction U.S. Hwy. 
522, then over U.S. Hwy. 522 to 
Sperryville, and return over same route; 
(15) Between Culpeper, VA, and Zion 
Crossroads. VA: Over U.S. Hwy. 15, and 
return over same route; (16) Between 
Gordonsville, VA, and Harrisonburg, 

VA: Over U.S. Hwy. 33 and return over 
same route; (17) Between 
Charlottesville, VA, and Richmond, VA: 
Over Interstate Hwy. 64, and return over 
same route; (18) between Lynchburg, 

VA, and Nottoway, VA: Over U.S. Hwy. 
460, and return over same route:-(19) 
Between Richmond, VA, and South 
Boston, VA: Over U.S. Hwy. 360 to 
'junction VA Hwy. 304, then over VA 
Hwy. 304 to South Boston, and return 
over same route; (20) Between Natural 
Bridge, VA, and junction U.S. Hwy. 29 at 
or near Madison Heights, VA: Over Va 
Hwy. 130, and return over same route; 
(21) Between Buchanan, VA, and Rocky 
Mount, VA: From Buchanan over VA 
Hwy. 43 to junction VA Hwy. 122, then 
over VA Hwy. 122 to Rocky Mount, and 
return over same route. (Hearing site: 
Richmond, VA, or Washington, DC.) 

MC 97275 (Sub-40), filed April 30, 

1980. Applicant: ESTES EXPRESS 
LINES, a corporation, 1405 Gordon Ave., 
Richmond, VA 23224. Representative: 
Harry J. Jordan, 1000 16th St. NW., 
Washington, DC 20036. Transporting 
general commodities , (except those of 
unusual value, Classes A and B 
explosives, household goods as defined 
by the Commission, commodities 
requiring special equipment) (1) 

Between N. Augusta, SC, and Savannah, 
GA: From N. Augusta over U.S. Hwy. 25 
to junction U.S. Hwy. 80, then over U.S. 
Hwy. 80 to Savannah, serving all 
intermediate points; (2) Between 
Allendale. SC. and Brunswick, GA: From 
Allendale over U.S. Hwy. 301 to junction 
U.S. Hwy. 25, then over U.S. Hwy. 25 to 
Brunswick, serving all intermediate 
points; (3) Between Savannah, GA, and 
Brunswick, GA: Over U.S. Hwy. 17, 
serving all intermediate points; (4) 
Between Savannah, GA. and Brunswick. 


GA: From Savannah over U.S. Hwy. 17 
to junction Interstate Hwy. 95, then over 
Interstate 95 to junction U.S. Hwy. 25. 
then over U.S. Hwy. 25 to Brunswick, 
serving all intermediate points; (5) 
Between Hazlehurst, GA, and Jesup, 

GA: Over U.S. Hwy. 341. serving all 
intermediate points; (6) Between Clarks 
Hill. SC, and Hazelhurst, GA: Over U.S. 
Hwy. 22, serving all intermediate points; 
(7) Between McCormick, SC. and Dublin, 
GA: from McCormick over U.S. Hwy. 

378 to junction GA Hwy. 44 then over 
GA Hwy. 44 to junction U.S. Hwy. 441. 
then over U.S. Hwy. 441 to Dublin, 
serving all intermediate points; (8) 
Between Dublin, GA, and Statesboro. 
GA: Over U.S. Hwy. 80. serving all 
intermediate points; (9) Between 
Augusta, GA, and Baxley, GA: Over U.S. 
Hwy. 1, serving all intermediate points; 
(10) Between Mount Vernon, GA, and 
Savannah, GA: From Mount Vernon 
over U.S. Hwy. 280 to junction U.S. 

Hwy. 80, then over U.S. Hwy. 80 to 
Savannah, serving all intermediate 
points; (11) Between Milledgeville, GA, 
and Statesboro, GA: Over GA Hwy. 24, 
serving all intermediate points; (12) 
Between Union Point. GA, and Augusta, 
GA: From Union Point over U.S. Hwy. 
278 to junction U.S. Hwy. 78, then over 
U.S. Hwy. 78 to Augusta, serving all 
intermediate points; (13) Between 
Washington, GA, and Thomson, GA: 
Over U.S. Hwy. 78, serving all 
intermediate points; (14) Between 
Dublin, GA, and Savannah, GA: From 
Dublin over U.S. Hwy. 319 to junction 
Interstate Hwy. 16, then over Interstate 
Hwy. 16 to Savannah, serving all 
intermediate points; (15) Between 
Greensboro, GA, and Soperton, GA: 
Over GA Hwy. 15, serving all 
intermediate points; (16) Between 
Ludowici, GA, and Eulonia, GA: Over 
GA Hwy. 99, serving all intermediate 
points; (17) Between Ludowici. GA. and 
Midway, GA: Over U.S. Hwy. 82, 
serving all intermediate points; (18) 
Between Thomson, GA, and Pooler. GA: 
Over GA Hwy. 17, serving all 
intermediate points; (19) Between 
Irvinton, GA, and Aline, GA: Over GA 
Hwy. 57, serving all intermediate points: 
(20) Between Swainsboro, GA. and 
Waynesboro, GA: Over GA Hwy. 56. 
serving all intermediate points; (21) 
Between Eatonton, GA, and Wrens, GA: 
From Eatonton over GA Hwy. 16, to 
junction GA Hwy. 17, then over GA 
Hwy. 17 to Wrens, serving all 
intermediate points; (22) Between 
Warrenton, GA, and Waynesboro, GA: 
Over GA Hwy. 80, serving all 
intermediate points; (23) Between 
Greensboro, GA, and GA/SC State line: 
From Greensboro over GA Hwy. 44 to 
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junction Interstate Hwy. 20, then over 
Interstate Hwy. 20 to GA/SC State line* 
serving all intermediate points; (24) 
Between Sandersville, GA, and Wrens. 
GA: Over GA Hwy. 88. serving all 
intermediate points; (25) Between 
Milledgeville, GA, and Sparta, GA: Over 
GA Hwy. 22, serving all intermediate 
points; (26) Between Glennville, GA, and 
Sardis, GA: Over GA Hwy. 23, serving 
ail intermediate points; (27) Between 
Baxley. GA, and Glennville, GA: Over 
GA Hwy. 144, serving all intermediate 
points; (28) Between Millen, GA, and 
Savannah, GA; Over GA Hwy. 21, 
serving all intermediate points; (29) 
Between Augusta, GA, and Sardis, GA: 
From Augusta over GA Hwy. 56 to 
junction GA Hwy. 23, then over GA 
Hwy. 23 to Sardis, serving all 
intermediate points; (30) Between 
Hinesville, GA, and the GA/SC State 
line: Over GA Hwy. 119, serving all 
intermediate points; (31) Between 
Dublin, GA, and Wadley. GA: Over U.S. 
Hwy. 319, serving all intermediate 
points. (Hearing site: Richmond. VA. or 
Washington, D.C.) 

MC 98494 (Sub-3F), filed April 28. 

1980. Applicant: J.L. WILKERSON 
COMPANY, a corporation, 3737 West 
Lower Buckeye Road, Phoenix, AR 
85009. Representative: David Robinson. 
P.O. Box 33152, Phoenix, AR 85067. 
Transporting: heavy machinery, boilers 
and road equipment between points in 
AZ. on the one hand, and on the other 
hand, points in CA, CO, NV, UT, NM, 
and TX (west of U.S. Highway 83). 
(Hearing site: Phoenix, AZ or Las Vegas, 
NV.) 

MC 104104 (Sub-24F), filed May 1, 

1980. Applicant: GEORGE A. FETZER, 
INC., Newton-Sussex Road. Augusta, N] 
07882. Representative: Robert B. Pepper, 
168 Woodbridge Ave.. Highland Park, NJ 
08904. Transporting Insulating materials 
from Spring Hope, NC. to points in the 
U.S. in and east of MN, LA. MO. AR. and 
LA. (Hearing site: Newark, NJ.) 

MC 107064 (Sub-147F), filed April 28, 
1980. Applicant: STEERE TANK LINES, 
INC., Post Office Box 220998, Dallas. TX 
75222. Representative: Hugh T. 
Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Transporting: 
Petroleum products . in bulk, in tank 
vehicles, from El Paso. TX to points in 
AZ. (Hearing site: Dallas. TX.) 

MC 107064 (Sub-148F), filed April 28. 
1980. Applicant: STEERE TANK LINES, 
INC., Post Office Box 220998, Dallas. TX 
75222. Representative: Hugh T. 
Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Transporting: 
Vegetable oils and vegetable oil 
products, in bulk, in tank vehicles, (1) 
Between points in Hockley County, TX, 


on the one hand, and, on the other, 
points in the U.S. (except AK and HI); 
and (2) between points in TX. (Hearing 
site: Dallas, TX.) 

MC 110325 (Sub-150F), filed April 28, 
1980. Applicant: TRANSCON LINES, a 
corporation, P.O. Box 92220, Los 
Angeles, CA 90009. Representative: 
Wentworth E. Griffin, Midland Building. 
1221 Baltimore Ave., Kansas City. MO 
64105. Transporting: general 
commodities, (except Classes A and B 
explosives, those of unusual value, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
serving the facilities of Royal Seating 
Corporation at or near Cameron, TX as 
an off-route point in connection with 
carrier’s otherwise authorized regular- 
route operations. (Hearing site: Dallas. 
TX.) 

Note.—Applicant proposes to tack the 
authority sought with its authority in MC- 
110325 and Subs thereto, and proposes to 
interline with other motor carriers. 

MC 110325 (Sub-151F), filed May 1. 
1980. Applicant* TRANSCON LINES, a 
corporation, P.O. Box 92220. Los 
Angeles. CA 90009. Representative: 
Wentworth E. Griffin, Midland Building, 
1221 Baltimore Ave., Kansas City, MO 
64105. Transporting: general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
serving the facilities of Olin Corporation 
at or near Charleston. TN. as an off- 
route point in connection with carrier's 
otherwise authorized regular route 
operations. (Hearing site: Chattanooga, 
TN.) 

MC 114194 (Sub-218F), filed April 30. 
1980. Applicant: KREIDER TRUCK 
SERVICE. INC., 8003 Collinsville Rd.. 
East St Louis, IL 62201. Representative: 
Ernest A. Brooks II, 1301 Ambassador 
Bldg., St. Louis, MO 63101. Transporting: 
Liquid pineapple juice , in bulk, in tank 
vehicles, from San Antonio, TX, to 
Geneva. IN. (Hearing site: St. Louis, 

MO.) 

MC 116544 (Sub-212), filed May 1, 
1980. Applicant: ALTRUK FREIGHT 
SYSTEMS. INC., 1703 Embarcadero 
Road. Palo Alto, CA 94303. 
Representative: Richard G. Lougee, P.O. 
Box 10061. Palo Alto, CA 94303. 
Transporting: confectionery products, 
from the facilities of E. J. Brach & Sons 
Inc. at Chicago. IL, to points in MI, MN, 
OH, and WI, restricted to shipments 
originating at the named origin and 
destined to the named destinations. 
(Hearing site: San Francisco, CA or 
Chicago. IL.) 


MC 118304 (Sub-9F), filed April 29. 
1980. Applicant: CALDWELL 
TRANSPORT, LTD., Florenceville. New 
Brunswick, Canada. Representative: 
Francis E. Barrett. Jr., 10 Industrial Park 
Road. Hingham, MA 02043. Transporting 
Wood chips, in bulk, between ports of 
entry on the international boundary line 
between the U.S. and Canada located in 
ME and points in ME. (Hearing site: 
Augusta or Portland, ME.) 

MC 119654 (Sub-89F), filed April 28, 
1980. Applicant: HI-WAY DISPATCH, 
INC., 1401 West 26th St., P.O. Box 509, 
Marion, IN 46952. Representative: 
Norman R. Garvin, 1301 Merchants 
Plaza, Indianapolis. IN 46204. 
Transporting (1) Beverages , (except 
alcoholic beverages, and commodities in 
bulk), and (2) Materials, equipment and 
supplies used in the manufacture . sale 
and distribution of beverages, between 
points in IL. IN. KY, MI, MO. OH, WI. 
and those points in PA on and west of a 
line beginning at the NY-PA State line, 
and extending along U.S. Hwy. 219 to 
junction U.S. Hwy. 119, and then along 
U.S. Hwy. 119 to the PA-MD State line, 
restricted to traffic originating at or 
destined to the facilities of Faygo 
Beverages. Inc. (Hearing site: 
Indianapolis, IN or Chicago. IL) 

MC 119704 (Sub-5F), filed April 5. 

1980. Applicant: R. A. HARRIS & SONS. 
LNC., 3501 22nd St.. Menominee, MI 
49858. Representative: Dennis R. Harris 
(same address as applicant). Contract 
carrier, transporting aluminum castings , 
ingots, shaving flakes, grindings . or 
scrap, between Peshtigo, WI. and points 
in OK, WI. IL, IN, and MI. under 
continuing contract(s) with Marinette 
Casting Corporation. Peshtigo, WI. 
(Heariiig site: Menominee, MI or 
Marinette, WI.) 

MC 128504 (Sub-6F). filed April 4. 

1980. Applicant: JAMES M. BARNETT 
and MRS. JAMES M. BARNETT, d.b.a. 
BARNETT'S MOVING & STORAGE. 

P.O. Box 726, Kosciusko, MS 39090. 
Representative: Donald B. Morrison. 

1500 Deposit Guaranty Plaza, P.O. Box 
22628, Jackson, MS 39205. Transporting 
(1) new furniture from Lexington and 
Kosciusko, MS to points in AL. AR. AZ. 
CA, CO, CT. DE. FL. GA. IL. IN, IA. KS. 
KY, LA. MA, MD. ME. MI. MN. MS, MO. 
NC, ND. NE. NH. NM. NJ. NY. OH. OK. 
PA. RI. SC. TN, TX. VA, VT, WV and 
WI; and (2) materials, equipment and 
supplies used in the manufacture and 
distribution of new furniture from the 
destinations in (1) above to Lexingtpn 
and Kosciusko, MS. (Hearing site: 
Jackson, MS or Washington, DC.) 

MC 129455 (Sub-29F), filed April 29. 
1980. Applicant: CARRETTA 
TRUCKING. INC., S. 160 Route 17 North, 
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Paramus, N.J. 07652. Representative: 
Joseph Carretta, S. 160 Route 17 North, 
Paramus, N.J. 07652. Contract carrier, 
transporting: Chemicals, (except in 
bulk), from the facilities of Amoco 
Chemical Corp. at or near Willow 
Springs, Joliet, and Wood River, IL; and 
Texas City and Chocolate Bayou, TX to 
points in LA, MS. AL, FL, GA, SC, NC, 

TN, and KY. (Hearing site: Chicago, IL 
or Washington, DC.) 

MC 129994 (Sub-46F). filed April 28, 
1980. Applicant: RAY BETHERS 
TRUCKING, INC., a Utah corporation, 

176 West Central Ave.. Murray, UT 
84107. Representative: Marilyn McNeil, 
176 West Central Ave., Murray, UT 
84107. Transporting (1) Building and 
construction materials (except in bulk), 
and (2) materials and supplies used in 
the manufacture and distribution of 
construction materials, from the 
facilities of the Celotex Corporation at 
or near Tracy, CA, on the onehand, and, 
on the other, points in the States of AZ, 
CO, NV, WY. and UT. (Hearing site: Salt 
Lake City, UT. or Denver, CO.) 

MC 133105 (Sub-4F), filed April 30, 

1980. Applicant: J AND J TRANSFER, 
INC.. P.O. Box 2201, Columbus. GA 
31902. Representative: C. E. Walker, P.O. 
Box 1085, Columbus, GA 31902. Contract 
carrier, transporting corrugated boxes, 
between the facilities of Westvaco 
Corporation, at (a) Columbus, GA, on 
the one hand, and on the other, points in 
AL, Jackson, Holmes, Washington, and 
Walton Counties, FL, and Bradley 
County, TN, and (b) corrugated boxes, 
and corrugated sheets for use in the 
manufacture of boxes, between 
Westvaco Corporation’s plant in 
Bradley County, TN, on the one hand, 
and on the other, points in GA. (Hearing 
site: Atlanta, GA.) 

MC 133314 (Sub-9F), filed April 28, 
1980. Applicant: SILVAN TRUCKING 
COMPANY. INC., R.R. 2. Box 137, 
Pendleton, IN 46064. Representative: 
Walter F. Jones. Jr., 601 Chamber of 
Commerce Bldg., Indianapolis, IN 46204. 
Transporting general commodities, 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between the 
facilities of Emhart Industries, Inc., in N. 
Tonawanda, NY, Edison, NJ, Cicero, IL, 
Sparta and Waynesboro, TN, Huntsville, 
AL, Glasgow, KY, Everett, MA, and 
Indiianapolis, IN. (Hearing site: 
Indianapolis, IN or Washington, DC.) 

MC 138415 (Sub-2lF). filed April 30, 
1980. Applicant: TRAILER EXPRESS, 
INC.. Box 327, Topeka, IN 46571. 
Representative: Michael M. Yoder, Box 
157, Topeka, IN 46571. Transporting (1) 


flexible duct, insulation, and heating 
and air conditioning equipment, from 
the facilities of Anco Products, Inc., at 
Elkhart, IN, to points in the U.S. (except 
AK and HI); and (2) materials and 
supplies used in the production of 
commodities in (1), in the reverse 
direction, under a continuing contract(s) 
with Anco Products, of Elkhart IN. 
(Hearing site: Indianapolis, IN or 
Chicago, IL.) 

MC 134574 (Sub-43F), filed April 29, 
1980. Applicant: FIGOL 
DISTRIBUTORS, LIMITED, P.O. Box 
6298, Station C, Edmonton, AB T5B 4K6 
Canada. Representative: Ray F. Koby, 
P.O. Box 2587, Great Falls. MT 59403. 
Transporting: tires, recap rubber, and 
materials used in the manufacture, 
processing and recapping of tires, 
except commodities in bulk, from points 
in CA, IA, OK, OR. TX and WA to 
points in MT. (Hearing site: Great Falls, 
MT.) 

MC 134875 (Sub.-lOF), filed April 29, 
1980. Applicant: JOHN W. SMOOT, P.O. 
Box 445, Mount Jackson, VA 22842. 
Representative: Dixie C. Newhouse. 

1329 Pennsylvania Ave., P.O. Box 1417 
Hagerstown, MD 21740. Transporting: 
apple products and juices, from 
Timberville, Winchester, Roanoke and 
Shenandoah County. VA, and 
Martinsburg, WV, to points in TX, OK, 
AR, AL, MS, TN. LA. (Hearing site: 
Winchester, VA.) 

Note. —Dual operations may be involved. 

MC 135215 (Sub.-lOF), filed May 1, 
1980. Applicant: BULK 
TRANSPORTATION. 415 Lemon Ave.. 
(P.O. Box 390), Walnut, CA 91789. 
Representative: Melvin G. Thurman 
(same address as applicant). 
Transporting lime, in bulk, from Clark 
County, NV, to points in CA and AZ. 
(Hearing site: Los Angeles, CA.) 

MC 136315 (Sub.-126F), filed April 29. 
1980. Applicant: OLEN BURRAGE 
TRUCKING, INC., Route 9, Box 28, 
Philadelphia, MS 39350. Representative: 
Fred W. Johnson, Jr., P.O. Box 22807, 
Jackson, MS 39205. Transporting (1) 
electric lighting fixtures and parts and 
accessories thereto, from the facilities of 
Day-Bright Lighting, Division of Emerson 
Electric Company located in Lee County 
MS, to points in die U.S. in and east of 
TX, OK. KS, NE. SD and ND; and (2) 
Materials, equipment and supplies used 
in the production, manufacture and 
distribution of the commodities listed in 
(1) above in the reverse direction 
(except commodities in bulk), restricted 
to traffic originating at or destined to the 
facilities of Day-Bright Lighting, Division 
of Emerson Electric Company. (Hearing 
site: Memphis, TN or Washington, D.C.) 

Note.—Dual operations may be involved. 


MC 136315 (Sub.-127). filed April 28. 
1980. Applicant: OELN BURRAGE 
TRUCKING, INC., Route 9, Box 28, 
Philadelphia, MS 39350. Representative: 
Fred W. Johnson, Jr.. P.O. Box 22807. 
Jackson, MS 39205. Transporting (1) 
agricultural implements, agricultural 
machinery and parts and accessories 
therefor; from the facilities of Midland 
Manufacturing Company at or near 
Electric Mills, MS, to points in the U.S. 
in and east of TX, OK, KS, NE, SD and 
ND, and (2) materials, equipment, and 
supplies used in the production, 
manufacture, and distribution of the 
commodities listed in (1) above in the 
reverse direction (except commodities in 
bulk). Restricted to traffic originating at 
or destined to the facilities of Midland 
Manufacturing Company. (Hearing site: 
Jackson, MS or Washington, D.C.) Dual 
operations may be involved. 

MC 136315 (Sub.-128), filed April 28, 
1980. Applicant: OLEN BURRAGE 
TRUCKING. INC., Route 9. Box 28, 
Philadelphia, MS 39350. Representative: 
Fred W. Johnson, Jr., P.O. Box 22807, 
Jackson. MS 39205. Transporting 
charcoal and charcoal briquettes and 
materials, equipment and supplies used 
in the manufacture and distribution of 
such commodities (except commodities 
in bulk, in tank vehicles), between 
points in the U.S. in and east of TX, OK, 
KS, NE, SD and ND. Restricted to traffic 
originating at or destined to the facilities 
of or utilized by Husky Industries, Inc. 
(Hearing site: Atlanta, GA or 
Washington, D.C.) Dual operations may 
be involved. 

MC 136605 (Sub-152F) filed: April 29, 
1980. Applicant: DAVIS TRANSPORT, 
INC., Post Office Box 8058, Missoula, 

MT 59907. Representative: Allen P. 
Felton (same address as applicant). 
Transporting Wrought Steel Pipe, 

Coated and Wrapped Wrought Steel 
Pipe, Fittings, Accessories used in the 
installation of the above, from the 
facilities of Northwest Pipe and Casing 
Company, at or near Clackamas, OR, to 
points in CA, WA. ID, NV, UT, AZ, CO, 
WY. MT. ND. SD. NE, IA, MN. IL, IN, 

MI, PA, OH, KS, MO. OK, TX, NM, AR 
and LA. (Hearing Site: Portland, OR.) 

MC 138875 (Sub-282F). filed: April 28, 
1980. Applicant: SHOEMAKER 
TRUCKING COMPANY, a corporation, 
11900 Franklin Road, Boise, ID 83709. 
Representative: F. L. Sigloh (same 
address as above). Transporting such 
products as are distributed by farm and 
hardware supply stores (except 
commodities in bulk), Between points in 
the U.S. and the facilities of affilitated 
Big R Stores located in CA, CO, IA, ID. 
KS, MN, MO, MT, ND, NE, NV, OK. OR. 
SD. TX, UT, WA and WY. Restricted to 
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traffic originating at or destined to 
named origins and destinations. 

(Hearing Site: Boise, ID or Washington, 
DC.) 

MC 140294 (Sub-12F), filed: April 28. 
1980. Applicant: GENERAL FREIGHTS. 
INC., P.O. Box 1946, Middleburg Pike. 
Hagerstown, MD 21740. Representative: 
Edward N. Button, 580 Northern Avenue, 
Hagerstown, MD 21740. Transporting 
knocked-down metal lawn buildings, 
materials and supplies (except in bulk), 
used in the manufacture and 
distribution thereof, between the 
facilities Roper Corp., at or near 
Hagerstown, MD, on the one hand, and, 
on the other, points in VA, PA, RI, NJ, 
NY, CT. MA, WV. and OH. (Hearing 
Site: Hagerstown, MD.) 

MC 141795 (Sub-4F), filed: April 29, 
1980. Applicant: A & B EXPRESS CO.. 
INC., P.O. Box 514, Edison. NJ 08817. 
Representative: Michael R. Werner, 167 
Fairfield Road, P.O. Box 1409, Fairfield, 
NJ 07006. Transporting beef in boxes 
from the facilities of Midwest Meat, Inc. 
at Mineola. NY, on the one hand, and, 
on the other, points in CT, NJ, MD. MA, 
and NY under continuing contract(s) 
with Midwest Meat, Inc., at Mineola, 

NY. (Hearing Site: New York, NY.) 

MC 141804 (Sub-418F), filed: May 1. 
1980. Applicant: WESTERN EXPRESS, 
DIVISION, of INTERSTATE RENTAL, 
INC., P.O. Box 3488, Ontario, CA 91761. 
Representative: Frederick J. Coffman, 
P.O. Box 3488, Ontario, CA 91761. 
Transporting: Hospital and medical 
supplies and sporting goods from 
Anaheim, CA to OR and WA. Restricted 
to traffic originating at or destined to the 
facilities utilized by Brunswick 
Corporation. (Hearing Site: Los Angeles. 
CA.) 

MC 142534 (Sub-lF), filed April 28. 
1980. Applicant: J. C. M.. TRUCKING 
COMPANY. INC., Custer, KY. 40115. 
Representative: Herbert D. Liebman, 
Esq., P.O. Box 478, Frankfort, KY. 40602. 
Contract carrier, Transporting: (1) 
Nitrogen Fertilizer, in bags, from the 
facilities of C. F. Industries, Inc. at 
Tyner. TN to Hardinsburg and Irvington 
(Breckinridge County). KY; (2) Nitrogen 
Fertilizer from the facilities of C. F. 
Industries, Inc. at Mt. Vemon, IN to 
Hardinsburg and Irvington (Breckinridge 
County), KY, under a continuing 
contract(s), with Southern States Breck 
Coop, Inc., of Hardinsburg, KY. (Hearing 
site: Louisville, KY or Frankfort, KY.) 

MC 143154 (Sub-8F), filed April 28. 
1980. Applicant: ARTHUR E. PAMIN, JR. 
and STEVEN V. BIDLAKE, a 
partnership, d.b.a. A & S TRUCKING, 
1455 N. Reserve, Missoula, MT 59801. 
Representative: Charles A. Murray, Jr., 
207 A Behner Bldg., 2822 Third Ave. 


North. Billings, MT 59101. Transporting 
malt beverages, in containers, from 
points in OR to points in WA, ID, NV. 
CA, AR, UT. CO. WY. MT. NM, and 
those points in OR requiring a 
movement across the Washington State 
line. (Hearing site: Missoula or Billings, 
MT). 

MC 145455 (Sub-3F), filed May 1,1980. 
Applicant: BULK TRANSPORTATION, 
415 Lemon Ave., P.O. Box 390 Walnut, 
CA 91789. Representative: Melvin G. 
Thurman, (same address as applicant). 
Contract carrier, transporting liquid 
animal feed ingredients, from points in 
Yuma County, AZ, to points in CA, 
under a continuing contract(s) with 
Snow Commodities Company, Inc. 
(Hearing site: Los Angeles, CA.) 

MC 145664 (Sub-19F), filed April 28. 
1980. Applicant: STALLBERGER, INC., 
223 South 50th Ave. West, Duluth, MN 
55807. Representative: John M. LeFevre, 
4610 IDS Center, Minneapolis, MN 
55402. Transporting plywood and 
laminated panels, from ports of entry on 
the International boundary line between 
the U.S. and Canada at or near Grand 
Portage, MN, to points in TX. (Hearing 
site: Minneapolis, or Duluth. MN.) 

MC 146994 (Sub-3F), filed May 1.1980. 
Applicant: MOTOR RAIL DELIVERY, 
INC., 600 Fern St., Femdale, MI 48220. < 
Representative: William J. Boyd, 2021 
Midwest Road, Suite 205, Oak Brook, IL 
60521. Transporting general 
commodities, (1) between points in MI, 
and (2) between points in MI, on the one 
hand, and, on the other, Toledo, OH, 
restricted to the movement of piggyback 
trailers and containers having a prior or 
subsequent movement by rail or water 
beyond the territory involved. 

Condition: To the extent the authority 
embraces Classes A and B explosives, it 
is limited in point of time to 5 years from 
date of issuance. (Hearing site: Detroit, 
MI, or Washington, D.C.) 

MC 147464 (Sub-2F), filed April 29. 
1980. Applicant: FRANK E. KAISER, 
d.b.a. CHRISANDAD UNIVERSAL, 5461 
N. East River Road, Chicago, IL 60656. 
Representative: Daniel O. Hands, Suite 
200, 205 West Touhy Ave., Park Ridge, 
IL. 60656. Transporting: electric motors, 
electric motor parts and materials, 
equipment and supplies used in the 
manufacture and distribution of electric 
motors and electric motor parts, 
between points in the U.S., restricted to 
traffic originating at or destined to the 
facilities of Wabash, Inc. and its 
subsidiaries, Wabash Tape Corporation: 
International Products & Manufacturing, 
Inc. (Hearing site: Chicago, IL or 
Washington, D.C.) 

MC 148135 (Sub-IF), filed April 29. 
1980. Applicant: C. C. CASTOR. 64 


Danridge Court. Antioch, CA 94509. 
Representative: Thomas M. Loughran, 
100 Bush St.. 21st Floor San Francisco. 
CA 94104. Contract carrier, transporting 
houses or building (set-up. knocked 
down or in sections), and parts, walls, 
roofs, and floor sections. (1) between 
points in Sacramento County, CA. on 
the one hand, and, on the other, points 
in NV and AZ, and (2) between points in 
AZ on the one hand, and, on the other, 
points in NV, under a continuing 
contract(s) with Capp Homes, a Division 
of Evans Products, of Elk Grove, CA. 
(Hearing site: San Francisco, CA.) 

MC 148765 (Sub-2F). filed on April 28. 
1980. Applicant: KATHY’S DELIVERY, 
INC., 5926 N.E. Columbia Blvd., 

Portland, OR 97218. Representative: 
Richard C. Celio, 2300 Camino del Sol, 
Fullerton, CA 92633. Contract carrier, 
Transporting: General commodities 
(except those of unusual value, class A 
and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between points in 
OR and WA, under a continuing 
contract(s) with Avon, of Pasadena. CA. 
(Hearing site; Los Angeles, CA.) 

MC 148994 (Sub-2F), filed April 24, 
1980. Applicant: MICHAEL W. 
AMABILE, d.b.a. TRIPLE AAA 
TRUCKING, 8016 Red Arrow Highway 
East, Paw Paw, MI 49079. 

Representative: Nancy Amabile, 8016 
Red Arrow Highway, Paw Paw, MI 
49079. Contract carrier, transporting: (1) 
Plastic or rubber articles (except 
expanded, foam, cellular, and sponge 
articles) from Kalamazoo, MI to points 
in FL, GA. and PA; and (2) plastic or 
rubber articles (except foam, cellular 
and sponge articles), plastic materials 
(except expanded group flakes) and 
materials, equipment and supplies 
(except commodities in bulk) used in the 
manufacturing, production, processing 
and distribution of the commodities 
named in (1) above, from Kalamazoo, MI 
to points in FL. GA and PA, and from 
points in FL, GA and PA to Kalamazoo, 
MI, under continuing contract with 
Fabri-Kal Corporation, at Kalamazoo, 
MI. (Hearing site: Chicago, IL or Lansing, 
MI). 

MC 149195 (Sub-3F), filed April 29, 
1980. Applicant: ARCADIAN MOTOR 
CARRIERS, 1831 Simpson. Kingsburg, 
CA 93631. Representative: James F. 
Hauenstein (same address as applicant). 
Transporting seat belts and seat belt 
parts, and material used in the 
manufacture of seat belts and seat belt 
parts, (1) between Fresno, CA, Los 
Angeles, CA. Palmyra, MO, and 
Brownsville, TX, and (2) between points 
in (1) above and points in PA, OH, MI. 
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IN. KY. IL, WI. SC, FL. MO. and TX. 
restricted to traffic originating at or 
consigned to the facilities of American 
Safety Equipment Corporation. (Hearing 
site: Los Angeles, or San Francisco, CA.) 

MC 149195 (Sub-4F), filed April 29, 

1980. Applicant: ARCADLAN MOTOR 
CARRIERS, 1831 Simpson, Kingsburg, 

CA 93631. Representative: James F. 
Hauenstein, (same address as 
applicant). Transporting (1) recreation 
equipment, and sporting goods, and (2) 
materials , supplies and equipment used 
in the manufacture of the commodities 
in (1) above, between points in the U.S., 
restricted to traffic originating at or 
destined to the facilities of Kransco 
Manufacturing Company. (Hearing site: 
San Francisco or Los Angeles, CA.) 

MC 149195 (Sub-5F), filed April 29, 

1980. Applicant: ARCADIAN MOTOR 
CARRIERS, 1831 Simpson, Kingsburg, 

CA 93631. Representative: James F. 
Hauenstein (9ame as applicant). 
Transporting (1) Grape products and by 
products. (2) Commodities otherwise 
exempt from economic regulation in 
mixed shipments with commodities in 
(1) above. (Except commodities in bulk.) 
FROM Points in CA. To Points in the 
U.S. (Hearing site: San Francisco, or Los 
Angeles. CA.) 

MC 150124 (Sub-1), filed April 29. 

1980. Applicant: MARBERN TRUCKING, 
INC.. R. D. #1, Box 75. Albany St., West 
Winfield, NY 13491. Representative: 
Murray J. S. Kirshtein, 118 Bleecker St., 
Utica, NY 13501. Contract carrier 
transporting electrical appliances, 
fabricated metal products, and 
materials and supplies used in the 
manufacture of electrical appliances and 
fabricated metal products, between 
Hartford, WI, and Old Forge, PA, under 
continuing contract(s) with Broan 
Manufacturing Co., Inc., Hartford. WI. 
(Hearing site: Utica or Syracuse, NY.) 

MC 150565 (Sub-3F), filed April 29. 
1980. Applicant: SUNBELT EXPRESS. 
INC.. 909 S. Powell St., Springdale, AR 
72764. Representative: John C. Everett, 
140 E. Buchanan, P.O. Box A, Prairie 
Grove, AR 72753. Transporting: (1) 
furniture parts, metal products, and 
paper products, and (2) materials, 
equipment , and supplies used in the 
manufacture, transportation, and 
installation of commodities in (1) above 
between Carthage, Springfield, and 
Aurora, MO, and points in OK, IL, LA, 
and TX. (Hearing site: Carthage, MO or 
Little Rock. AR.) 

MC 150685F. filed April 28,1980. 
Applicant: JOE SOUTH d.b.a. JOE 
SOUTH TRUCKING COMPANY, 501 
Oak, Clyde, TX 79510. Representative: 
Nelson M. “Mike" Davidson, Jr., P.O. 
Box 1148, Austin, TX 78767. 


Transporting tallow, (in bulk, in tank 
vehicles,), from points in TX to Houston, 
TX, restricted to traffic having a 
subsequent interstate movement by 
water or rail. (Hearing site: Dallas, TX.) 

PASSENGER 

MC 147184 (Sub-2F), filed April 30, 

1980. Applicant: GOLD CHIP. INC., P.O. 
Box 35, Oreland, PA 19075. 
Representative: Edward G. Conroy, P.O. 
Box 885 West Chester, PA 19380. 
Transporting passeners and their 
baggage, between points in 
Montgomery, Chester and Bucks 
Counties, PA, on the one hand, and, on 
the other, Atlantic County, NJ. (Hearing 
site: Philadelphia, PA, or Washington, 
DC.) 

Volume No. 213 

Decided: June 10,1980. 

By the Commission, Review 
Board Number 3, Members Parker, 

Fortier and Hill. 

MC 1485 (Sub-14F), filed April 28, 

1980. Applicant: SCHROLL 
TRANSPORTATION, INC., 360 
Governor St., East Hartford, CT 06108. 
Representative: Gerald A. Joseloff, 80 
State St., Hartford, CT 06103. 
Transporting packing-house products 
and foodstuffs, from Hartford, 

Newington, New Haven, and Stamford, 
CT, to Waterford, Albany, and New 
York, NY and points in NJ and those in 
Suffolk and Nassau Counties, NY. 
(Hearing site: Hartford, CT, or New 
York, NY.) 

MC 58035 (Sub-30F), filed April 25, 
1980. Applicant: TRANS-WESTERN 
EXPRESS, LTD., 48 East 56th Avenue, 
Denver CO 80216. Representative: 
Edward T. Lyons, Jr., 1600 Lincoln 
Center Building, 1660 Lincoln Street, 
Denver CO 80264. Transporting (1) 
Prefabricated metal buildings, knocked 
down or in sections, and component 
parts, accessories and fixtures for the 
named commodities and (2) materials, 
equipment and supplies used in the 
completion and maintenance of 
prefabricated metal buildings, from the 
facilities of Marathon Metallic Building 
Company at or near Fort Collins, CO, to 
points in AZ, AR. IL, LA, MO, NM, OK 
and TX, points in KS east of U.S. Hwy 
183, points in NE east of U.S. Hwy 183, 
and points in SD east of a line beginning 
at the ND State line and extending south 
over U.S. Hwy 83 to junction U.S. Hwy 
16, then over U.S. Hwy 16 to junction 
U.S. Hwy 183, and then over U.S. Hwy 
183 to the NE State line; and (3) 
materials, equipment and supplies used 
in the manufacture or distribution of the 
commodities named in (1) and (2) from 
points in AZ, AR, IL, LA, MO, NM, OK 


and TX, points in KS east of U.S. Hwy 
183, points in NE east of U.S. Hwy 183, 
and points in SD east of a line beginning 
at the ND State line and extending south 
over U.S. Hwy 83 to junction U.S. Hwy 
16, then over U.S. Hwy 16 to junction 
U.S. Hwy 183, and then over U.S. Hwy 
183 to the NE State line, to the facilities 
of Marathon Metallic Building Company 
at or near Fort Collins, CO. (Hearing 
site: Denver, CO.) 

MC 58035 (Sub-31F), filed April 21, 
1980. Applicant: TRANS-WESTERN 
EXPRESS, LTD., 48 East 56th Avenue. 
Denver, CO 80216. Representative: 
Edward T. Lyons, Jr., 1600 Lincoln 
Center Building, 1660 Lincoln Street, 
Denver, CO 80264. Transporting such 
commodities as are dealt in or used by 
manufacturers of photographic products, 
between Denver, Colorado Springs and 
Pueblo, CO. Albuquerque, NM, and the 
facilities of Eastman Kodak Company at 
or near Windsor, CO and Dallas, TX. 
(Hearing site: Denver, CO.) 

MC 60014 (Sub-183F), filed April 28, 
1980. Applicant: AERO TRUCKING, 
INC., P.O. Box 308, Monroeville. PA 
15146. Representative: A. Charles Tell, 
100 E. Broad St., Columbus, OH 43215. 
Transporting: Lumber and lumber mill 
products, from points in CA, NV, OR, 
WA, ID, and MT to points in the U.S. in 
and east of ND, SD, NE. KS, OK, and 
TX. (Hearing site: Washington, DC.) 

MC 60014 (Sub-184F), filed April 28, 
1980. Applicant: AERO TRUCKING, 
INC.. P.O. Box 308, Monroeville. PA 
15146. Representative: A. Charles Tell, 
100 E. Broad St., Columbus, OH 43215. 
Transporting: Fabricated structural 
steel, from the facilities of Lift 
Engineering & Manufacturing Co. at 
Carson City, NV to points in the U.S. 
(except AK and HI). (Hearing site: 
Carson City, NV.) 

MC 60014 (Sub-185F), filed April 28. 
1980. Applicant: AERO TRUCKING, 
INC., P.O. Box 308, Monroeville. PA 
15146. Representative: A. Charles Tell, 
100 E. Broad St., Columbus, OH 43215. 
Transporting: Iron and steel gabions, 
from the facilities of Terra Aqua 
Conservation Corp., Div. of Bekaert 
Steel Wire Corp. at or near Reno. NV to 
points in the U.S. (except AK and HI). 
(Hearing Site: Reno, NV.) 

MC 61445 (Sub-23), filed April 24, 
1980. Applicant: CONTRACTORS 
TRANSPORT CORP., 5800 Farrington 
Avenue, Alexandria, VA 22304. 
Representative: Daniel B. Johnson, 4304 
East-West Highway, Washington, D.C. 
20014. Transporting: Iron and steel 
articles between points in Stafford 
County and Fredericksburg. VA, on the 
one hand, and, on the other, points in 
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MA, CT. RI, NY, NJ. NC, SC, GA, and 
PA. (Hearing Site: Washington, DC.) 

MC 61825 (Sub-130F), filed April 24, 
1980. Applicant: ROY STONE 
TRANSFER CORPORATION, V.C. 

Drive, Post Office Box 385, Collinsville, 
VA 24078. Representative: John D. Stone 
(same address as applicant). 
Transporting: general commodities 
(except those of unusual value, Classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), restricted to 
truckload shipments, between points in 
the United States in and east of MN, LA, 
MO, OK, and TX. (Hearing Site: 
Washington, DC.) 

MC 62745 (Sub-lOF), filed April 24, 
1980. Applicant: WOOLEYHAN 
TRANSPORT COMPANY, P.O. Box 
1431, Wilmington, DE 19899. 
Representative: Ralph K. Fillingame 
(same address as applicant). 
Transporting: general commodities 
(except those of unusual value, and 
except household goods as defined in 
Practices of Motor Common Carriers of 
Household Goods, 17M.C.C 467, films, 

? commodities in bulk, and commodities 
requiring tank trucks) serving as off- 
route points those points in NY and NJ 
within 50 miles of New York, NY, and 
those in MD and PA within 50 miles of 
Baltimore, MD, and those in PA and NJ 
within 50 miles of Philadelphia, PA and 
those in PA, DE, MD within 50 miles of 
Wilmington, DE (in lieu of present 
radials) (Hearing site: Wilmington, DE 
or Washington, D.C.) 

MC 94265 (Sub-352F). filed April 25, 
1980. Applicant: BONNEY MOTOR 
EXPRESS, INC., P.O. Box 305-Route 460 
West, Windsor, VA 23487. 
Representative: Clyde W. Carver, P.O. 
Box 720434, Atlanta, GA 30328. 
Transporting: foodstuffs (except in bulk), 
(1) from Sherman, TX to points in GA, 

IL, KY, MD. NJ. NY. PA, TN. and VA. 
and; (2) from Humboldt, TN to points in 
IL and TX. (Hearing site: Dallas, TX or 
Washington, D.C.) 

MC 105984 (Sub-25F), filed April 24, 
1980. Applicant: JOHN B. BARBOUR 
TRUCKING COMPANY. P.O. Box 577, 
Iowa Park, TX 76367. Representative: 
Bernard H. English, 6270 Firth Road, Fort 
Worth. TX 76116. Transporting (1) 
cooling towers, fluid coolers, and 
accessories, components, equipment, 
and parts for the foregoing commodities, 
and (2) equipment, materials and 
supplies (except in bulk) used in 
connection with the installation, 
manufacture, or distribution of 
commodities in (1) between Chickasha, 
OK, on the one hand, and, on the other, 
points in the U.S. (except AK, HI and 


OK). (Hearing site: Dallas, Fort Worth, 
TX or Oklahoma City, OK.) 

MC 106074 (Sub-153F), filed April 28. 
1980. Applicant: B AND P MOTOR 
LINES, INC., Shiloh Rd. and U.S. Hwy 
221 S.. Forest City. NC 38043. 
Representative: Clyde W. Carver, P.O. 
Box 720434, Atlanta, GA 30328. 
Transporting New furniture and 
furnishings and furniture parts, (1) from 
points in AR, MS, and NC to points in 
CA, IL, IN, MI. NM, MO. NC, NY. OH. 
PA. VA, and WI; and (2) from Vernon, 
CA to points in NC and VA. (Hearing 
site: Chicago, IL or Washington, D.C.) 

MC 106674 (Sub-481F), filed April 25, 
1980. Applicant: SCHILLi MOTOR 
LINES, INC., P.O. Box 123, Remington, 

IN 47977. Representative: Jerry L. 
Johnson, (same address as applicant). 
Transporting: oil-water separators from 
Stroystown, PA and Dowagiac, MI to 
points in the U.S. in and east of MN. LA, 
MO, AR, and LA. (Hearing site: Chicago, 
IL or Indianapolis, IN.) 

MC 106674 (Sub-482F). filed April 25. 
1980. Applicant: SCHILLI MOTOR 
LINES, INC., P.O. Box 123, Remington, 

IN 47977. Representative: Jerry L 
Johnson, (same address as applicant). 
Transporting: cups, plastic articles, ice 
cream cones and paper articles from 
facilities of Sweetheart Cup Corporation 
at or near Chicago, IL to points in the 
U.S. in and east of ND, SD, NE, KS, OK, 
and TX. (Hearing site: Chicago, IL or 
Indianapolis, IN.) 

MC 107064 (Sub-146F), filed April 25. 
1980. Applicant: STEERE TANK ONES, 
INC., P.O. Box 220998, Dallas. TX 75222. 
Representative: Hugh T. Matthews, 2340 
Fidelity Union Tower, Dallas TX 75201. 
Transporting: petroleum products, in 
bulk, in tank vehicles, from points in 
McKinley County, NM to points in AZ. 
(Hearing site: Dallas TX.) 

MC 107515 (Sub-1353F), filed April 24. 
1980. Applicant: REFRIGERATED 
TRANSPORT CO., INC., P.O. Box 308, 
Forest Park, GA 30050. Representative: 
Alan E. Serby, 3390 Peachtree Road NE., 
5th Floor, Lenox Towers South, Atlanta, 
GA 30326. Transporting such 
merchandise as is dealt in by drug, 
grocery and food business houses 
(except in bulk) from Morrow, GA to 
points in AL, FL, KY, NC SC and TN. 
Restricted to traffic originating at the 
facilities of Warner-Lambert Company 
at Morrow, GA. (Hearing site; New York 
NY). 

Note. —Dual operations may be involved. 
MC 107515 (Sub-1354F), filed April 24. 
1980. Applicant: REFRIGERATED 
TRANSPORT CO., INC., P.O. Box 308, 
Forest Park, GA 30050. Representative: 
Alan E. Serby, 3390 Peachtree Road NE., 


5th Floor, Lenox Towers South. Atlanta, 
GA 30326. Transporting textile products 
and supplies used in the installation of 
textile products (1) from Marietta and 
Beech Creek, PA to points in VA, NC, 
SC, GA, FL, AL and TN; and (2) from 
Dalton and Ringgold, GA and 
Winchester, TN to points in VA, MD, 

DE, NJ, NY, CT, RI, MA. VT, NH, NE, 
OH, PA and DC. (Hearing site: 
Philadelphia, PA.) 

Note. —Dual operations may be involved. 

MC 107515 (Sub-1355F). filed April 24. 
1980. Applicant: REFRIGERATED 
TRANSPORT CO., INC., P.O. Box 308, 
Forest Park, GA 30050. Representative: 
Alan E. Serby, 3390 Peachtree Road NE., 
5th Floor, Lenox Towers South, Atlanta, 
GA 30326. Transporting refrigerated 
bottle and can vending machines, and 
materials, equipment and supplies for 
bottle and can vending machines from 
Chattanooga. TN to points in the U.S. in 
and east of ND, SD, NE, KS, OK and TX. 
(Hearing site: Chattanooga, TN.) 

Note. —Dual operations may be involved. 

MC 116325 (Sub-84F), filed April 28, 
1980. Applicant: JENNINGS BOND d.b.a. 
BOND ENTERPRISES. P.O. Box 8, 
Lutesville, MO 63762. Representative: 
Jennings Bond (same as above). 
Transporting: Iron and steel articles, 
and materials, equipment and supplies 
used in the manufacture and 
distribution of iron and steel articles 
between points in Franklin County, MO, 
on the one hand, and, on the other, 
points in the U.S. in and east of MT, 

WY. CO, and NM. 

MC 116544 (Sub-211F), filed April 24, 
1980. Applicant: ALTRUK FREIGHT 
SYSTEMS INC., 1703 Embarcadero 
Road, Palo Alto, CA 94303. 
Representative: Richard G. Lougee, P.O. 
Box 10061, Palo Alto. CA 94303. 
Transporting such merchandise as is 
dealt in, or used by grocery and food 
business houses and agricultural feed 
business houses (except commodities in 
bulk) between points in AZ, CA, CO, 

NM and TX, restricted to traffic 
originating at or destined to facilities 
used by the Ralston Purina Company in 
the named States. (Hearing site: San 
Francisco, CA or St. Louis, MO.) 

MC 117815 (Sub-337F), filed April 24, 
1980. Applicant: PULLEY FREIGHT 
LINES, INC., 405 SE. 20th Street, Des 
Moines, IA 50317. Representative: 

Daniel O. Hands, Suite 200, 205 West 
Touhy Avenue, Park Ridge, IL 60068. 
Transporting Paper, paper products, 
cleaning compounds and plastic articles 
(except commodities in bulk"), from the 
facilities of Bay West Paper Co., 

Division Mosinee Paper Corp. at Green 
Bay, WI to points in AR, KY, LA, OK, 
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TN and TX. (Hearing site: Milwaukee, 
WI or Chicago. IL.) 

MC123255 (Sub-220F), filed April 24. 
1980. Applicant: B & L MOTOR 
FREIGHT, INC.. 1984 Coffman Rd. ( 
Newark, OH 43055. Representative: C. F. 
Schnee, Jr. (same address as applicant). 
Air Filters, from Columbus, OH, to 
points in CT, DE, IL, IN, KY, ME, MA, 

MI, MO, NJ, NY, PA, RI, WV. WI, DC, 
and Kansas City, KS. (Hearing site: 
Columbus, OH.) 

MC 123294 (Sub-80F), filed April 28, 
1980. Applicant: WARSAW TRUCKING 
CO., INC., Sawyer Center, Route 1, 
Chesterton, IN 46304. Representative: H. 
E. Miller. Jr. (same address as 
applicant). Transporting: Such 
commodities as are dealt in or used by 
manufacturers of kitchen and plumbing 
products, between Lanark, IL, 
Lumberton, NC, and Dayton, TN, on the 
one hand, and. on the other, points in 
and east of MN, IA, MO, AR, and LA. 
(Hearing site: Chicago, IL.) 

MC 123294 (Sub-8lF). filed April 28, 
1980. Applicant: WARSAW TRUCKING 
CO., INC., Sawyer Center, Route 1, 
Chesterton, IN 46304. Representative: H. 
E. Miller, Jr. (same address as 
applicant). Transporting: Paper and 
paper products, from Vincinnes, IN, to 
points in IL, KY, TN, and OH. (Hearing 
site: Chicago, IL) 

MC 123744 (Sub~85F), filed April 21, 
1980. Applicant: BUTLER TRUCKING 
COMPANY. P.O. Box 88, Woodland, PA 
16881. Representative: Dwight L. 
Koerber, Jr., 805 McLachlen Bank 
Building, 666 Eleventh Street NW., 
Washington, DC 20001. Transporting 
refractories, and materials , equipment 
and supplies used in the manufacture or 
installation of refractories. Division of 
Dresser Industries, Inc., in AL, MD, PA, 
MO. NJ, OH, IN. and GA, on the one 
hand, and. on the other, points in the 
U.S. in and east of ND, SD, NE, KS. and 
MN. (Hearing site: Pittsburgh, PA.) 

MC 129994 (Sub-45F), filed April 28, 
1980. Applicant: RAY BETHERS 
TRUCKING, INC., 176 West Central 
Ave., Murray, UT 84107. Representative: 
Marilyn McNeil (same address as 
applicant). Transporting building 
materials, construction materials, iron 
and steel articles, gypsum and gypsum 
products, and paper and paper products, 
between points in AZ, CA. CO, NV. UT, 
and WY, restricted to traffic to and from 
the facilities of Georgia-Pacific 
Corporation. (Hearing site: Salt Lake 
City. UT, or Portland, OR). 

MC 133194 (Sub-17F), filed April 25, 
1980. Applicant: WOODUNE MOTOR 
FREIGHT, INC., Airport Rd., P.O. Box 
1047, Russellville, AR 72801. 


Representative: Scotty D. Douthit, Sr. 
(same address as applicant). Over 
regular routes, transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), (1) 
between Springdale, AR, and Noel, MO. 
from Springdale over AR Hwy 68 to 
Siloam Spring, then over AR Hwy 59 to 
the AR-MO State line, then over MO 
Hwy 59 to Noel, and return over the 
same route, and (2) between Bentonville, 
AR, and Noel, MO, (a) from Bentonville, 
AR over AR Hwy 102 to Decatur, AR, 
then over AR Hwy 59 to the AR-MO 
State line, then over MO Hwy 59 to 
Noel, and return over the same route, 
and (b) from Bentonville over AR Hwy 
72 to Gravette, AR, then over AR Hwy 
59 to the AR-MO State line, then over 
MO Hwy 59 to Noel, and return over the 
same route, serving in (1) and (2) above 
all intermediate points. (Hearing site: 
Milwaukee. WI, or Minneapolis, MN.) 

MC 136545 (Sub-31F). filed April 25. 
1980. Applicant: NUSSBERGER BROS. 
TRUCKING CO., INC., 929 Railroad St.. 
Prentice, WI 54556. Representative: 
Richard A. Westley, 4506 Regent St., 
Suite 100, Madison. WI 53705. 
Transporting (a) hydraulic cylinders 
and (b) materials, equipment, and 
supplies used in the manufacture and 
distribution of hydraulic cylinders, 
between the facilities of RamRod 
Hydraulics, Inc., at or near Medford, WI, 
on the one hand. and. on the other, 
points in the U.S. (except AK and HI), 
restricted to traffic originating at named 
points or facilities on one base and 
destined to the named points or 
facilities on the other. (Hearing site: 
Milwaukee, WI, or Minneapolis, MN.) 

MC 138304 (Sub-24F). filed April 28, 
1980. Applicant: NATIONAL PACKERS 
EXPRESS, INC., 1600 Clinton St., 
Hoboken, NJ 07030. Representative: 

Craig B. Sherman, Barnett Bank Bldg., 
1108 Kane Concourse, Bay Harbor 
Islands, FL 33154. Transporting malt 
beverages, wine and carbonated water, 

(1) from New Orleans, LA, and Houston, 
TX, to points in IL IA, IN, KS, KY, MI, 

MN, MO, ND, NE, OH. SC, TN, and WI, 

(2) between points in IL IA, IN, KS, KY, 
MI, MN, MO. ND. NE, OH. SD. TN. and 
WI, on the one hand, and, on the other, 
ports of entry on the international 
boundary line between the U.S. and 
Canada, at points in ME, VT, NY, MI, 

WI, MN, and ND; and (3) between points 
in IL IA. IN. KS, KY, MI, MN, MO, ND, 

NE, OH, SD, TN, and WI. on the one 
hand, and, on the other, Chicago, East 
St. Louis, and Peoria, IL Cleveland and 
Toledo, OH, Detroit. MI, Duluth, 


Minneapolis, and St. Paul, MN, Superior 
and Milwaukee. WI, Evansville and 
Indianapolis, IN, and St Louis and 
Kansas City, MO, limited to 
transportation of traffic to or from the 
facilities of Van Munching & Co.. Inc., of 
New York. (Hearing site: New York, NY, 
Washington, DC, or Chicago, IL.) 

MC 139154 (Sub-5F), filed April 25, 
1980. Applicant: RICHARDS 
TRANSPORT. LTD., 1155 McKay St. 
Regina. Saskatchewan, Canada. 
Representative: Robert S. Lee, 1000 First 
National Bank Bldg., Minneapolis, MN 
55402. Transporting farm machinery and 
farm machinery parts, between points in 
MT and ND, on the one hand, and. on 
the other, ports of entry on the 
international boundary line between the 
U.S. and Canada in MT and ND. 
(Hearing site: St. Paul, MN, or Fargo, 
ND.) 

MC 140024 (Sub-189F), filed April 28. 
1980. Applicant:). B. MONTGOMERY. 
INC., 5565 East 52d Avenue, Commerce 
City, CO 80022. Representative: Don L 
Bryce, (same address as applicant). 
Transporting drugs and pharmaceuticals 
(except in bulk), from Los Angeles, CA 
to Dallas, TX and Itasca. IL restricted to 
traffic destined to the facilities of P. F. 
Laboratories, Inc. (Hearing site: Denver, 
CO or Philadelphia, PA.) 

MC 140294 (Sub-1 IF), filed April 24, 
1980. Applicant: General Freights, Inc., 
P.O. Box 1948, Middleburg Pike, 
Hagerstown, MD 21740. Representative: 
Edward N. Button, 580 Northern Avenue, 
Hagerstown, MD 21740. Common; 
irregular; transporting: (1) Cranes and 
parts and (2) materials and supplies 
(except in bulk), used in the 
manufacture of the commodities in (1) 
between the facilities of Grove 
Manufacturing, Inc„ at or near Shady 
Grove, PA, on the one hand, and on the 
other, Baltimore and Hagerstown, MD. 
Applicant intends to tack authority 
sought herein with authority held under 
MC-140294 and related subs thereunder. 
(Hearing site: Hagerstown. MD.) 

MC 141145 (Sub-3), filed April 24. 

1980. Applicant: REYNOLDS & 
COMPANY, INC., One Railroad Avenue, 
P.O. Box 227, Waynesboro, GA 30830. 
Representative: Thomas L. Reynolds 
(same address as applicant). 
Transporting Lumber, forest products, 
bark, sawdust, wood chips and wood 
fuel, from points in GA to points in NC. 
SC, and TN. (Hearing site: Atlanta, GA.) 

MC 141145 (Sub-4F) filed April 24, 
1980. Applicant: REYNOLDS & 
COMPANY, INC., One Railroad Avenue, 
P.O. Box 227, Waynesboro, GA 30830. 
Representative: Thomas L Reynolds 
(same address as applicant). 
Transporting General Commodities, 
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having an immediate prior or 
subsequent movement by rail TOFC 
service from Augusta, GA, to and from 
points within a 100 mile radius of 
Augusta. (Hearing site: Atlanta, GA.) 

MC 141804 (Sub-414F) filed April 25. 
1980. Applicant: WESTERN EXPRESS. 
DIVISION OF INTERSTATE RENTAL, 
INC., P.O. Box 3488, Ontario. CA 91761. 
Representative: Frederick J. Coffman 
(same address as applicant.) 
Transporting paints, adhesives, home 
repair materials and supplies, and 
industrial coatings between points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 
facilities utilized by H. B. Fuller Co. 
(Hearing site: Los Angeles, CA.) 

MC 141804 (Sub-415F). filed April 28, 
1980. Applicant: WESTERN EXPRESS, 
division of INTERSTATE RENTAL, 

INC., P.O. Box 3488. Ontario, CA 91761. 
Representative: Frederick J. Coffman 
(same address as applicant). 
Transporting: furniture, furniture parts 
and material equipment and supplies 
used in the manufacture of furniture and 
furniture parts , between points in the 
U.S. (except AK and HI), restricted to 
traffic originating at or destined to the 
facilities of Simmons USA. (Hearing site: 
Los Angeles, CA.) 

MC 145485 (Sub-2F), filed April 28, 
1980. Applicant: DAVIS CARTAGE 
COMPANY, P.O. Box 96, Corunna, MI 
48817. Representative: William B. Elmer, 
21635 East Nine Mile Road, St. Clair 
Shores, MI 48080. Transporting: general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
commodities requiring special 
equipment), between the facilities of 
Bailey Sales Company at points in MI, 
on the one hand, and, on the other, 
points in the U.S. (except AK, HI and 
MI). (Hearing site: Lansing, MI.) 

MC 148734 (Sub-2F), filed April 24. 
1980. Applicant: TUMLIN TRUCKING & 
WAREHOUSE, INC., P.O. Box 412, 
Cartersville. GA 30120. Representative: 
Frank D. Hall, Suite 713, 3384 Peachtree 
Rd., NE., Atlanta, GA 30326. 
Transporting: general commodities 
(except commodities in bulk, those 
requiring special equipment because of 
size or weight, classes A and B 
explosives, and household goods as 
defined by the Commission, between 
points in GA on and north of Interstate 
Hwy 20, restricted to the transportation 
of traffic having a prior or subsequent 
movement by rail. (Hearing site: 

Atlanta, GA.) 

MC 149195 (Sub-2F), filed April 28, 
1980. Applicant: ARCADIAN MOTOR 
CARRIERS, 1831 Simpson, Kingsburg, 


CA 93631. Representative: James F. 
Hauenstein (same address as applicant). 
Transporting: charcoal and charcoal 
briquettes, lighter fluid, hickory chips, 
and equipment material, and supplies 
used in distribution or manufacture of 
charcoal and charcoal briquettes, from 
Medford, OR to points in AZ, NV, UT, 
CO, CA, ID, and WA. (Hearing sites: 
Atlanta, GA or San Francisco, CA.) 

MC 150235F, filed April 25,1980. 
Applicant: POWELL TRUCKING 
COMPANY, INC., Route 3, Box 13. 
Sumrall, MS 39482. Representative: John 
A. Crawford, 17th Floor Deposit 
Guaranty Plaza, P.O. Box 22567, 

Jackson, MS 39205. Transporting: Air 
compressors, parts and accessories from 
the facilities of Sullair Corporation at or 
near Michigan City, IN to points in AL, 
points in AR on and south of a line 
formed by Int Hwy 40 and Interstate 
Hwy 30; points in FL, LA, MS and points 
in TX on and east of a line formed by Int 
Hwy 35 and Int Hwy 35W. (Hearing site: 
Indianapolis, IN.) 

Note. —Dual operations may be involved. 

MC 30884 (Sub-27F), filed April 25, 
1980. Applicant: JACK COOPER 
TRANSPORT COMPANY. INC., 3501 
Manchester Trafficway, Kansas City, 
MO 64129. Representative: Warren A. 
Goff, 2008 Clark Tower. 5100 Poplar 
Avenue, Memphis, TN 37137. Contract 
carrier transporting (1) Motor vehicles, 
in initial movements, in truckaway and 
drive-away service, from Kansas City, 
KS to points in the U.S. except (AK, HI) 
under continuing contract(s) with 
General Motors Corporation and (2) 
motor vehicles, in truck-away and drive- 
away service, between Kansas City, KS, 
on the one hand, and. on the other, 
points in the U.S. (except AK and HI)). 

MC 124964 (Sub-63F), filed April 23. 
1980. Applicant: J. M. BOOTH 
TRUCKING, INC., P.O. Box 265. 

Tavares. FL 32778. Representative: 
George A. Olsen, P.O. Box 357, 
Gladstone, NJ 07934. Contract carrier, 
transporting: vegetable, cooking, and 
salad oil, and shortening (except in 
bulk) from Savannah, GA, to points in 
FL. under continuing contract(s) with 
Hunt-Wesson Foods, Inc., of Fullerton, 
CA. (Hearing site: Los Angeles, CA or 
Washington, DC.) 

MC 124964 (Sub-64F). filed April 22, 
1980. Applicant: J. M. BOOTH 
TRUCKING, INC., P.O. Box 265, 

Tavares, FL 32778. Representative: 
George A. Olsen, P.O. Box 357, 
Gladstone, NY 07934. Contract carrier, 
transporting: foodstuffs (except in bulk,) 
from the facilities of American Home 
Foods, Division of American Home 
Products Corporation, at or near Milton. 
PA, to points in AL, FL, GA, NC. and SC, 


under continuing contract(s) with 
American Home Foods, Division of 
American Home Products Corporation, 
New York, NY. (Hearing site: New York, 
NY or Washington, DC.) 

MC 125535 (Sub-20F), filed April 24, 
1980. Applicant: NATIONAL SERVICE 
LINES INC. OF NEW JERSEY. 12015 
Manchester Road, Suite 118, St. Louis 
MO 63131. Representative: Donald S. 
Helm (same as applicant). Contract 
Carrier transporting: (1) glass, flat, bent, 
polished; glazing units and (2) 
commodities used in the manufacture 
and distribution of the commodities in 
(1) (except commodities in bulk in tank 
vehicles); between the facilities of C-E 
Glass, Combustion Engineering, Inc., at 
Lancaster OH, Stone Mountain GA, 
Tampa, FL, on the one hand; and on the 
other, points in the U.S. in and east of 
KS, NE, ND, OK. SD, and TX, under a 
continuing contract(s) with C-E Glass 
Combustion Engineering, Inc., of 
Cinnaminson NJ. (Hearing site: 
Washington DC.) 

MC 139805 (Sub-5F), filed April 28. 
1980. Applicant: B MOTOR FREIGHT. 
INC., 451 Old Airport Rd., New Castle, 
DE 19720. Representative: Dennis N. 
Barnes, 1800 M St., NW., Washington, 
DC 20036. Contract Carrie^ transporting 
general commodities (except bulk 
commodities and household goods) and 
hazardous materials (except Classes A 
and B explosives), between points in 
MD. NH, VT, MA, CT, RI, NY, MD, WV. 
OH. IN. MI, MN, WI„ IL, IA. MO. KY, 
NC, SC, MS, AR, AL, LA, and FL, under 
continuing contracts(s) with E. I. DuPont 
de Nemours & Co., Inc., of Newark, DE. 
(Hearing site: Wilmington, DE, or 
Washington, DC.) 

MC 143394 (Sub-6F), filed April 25. 
1980. Applicant: GENIE TRUCKING 
LINE, INC., 70 Carlisle Springs Rd., P.O. 
Box 840. Carlisle, PA 17013. 
Representative: G. Kenneth Bishop 
(same address as applicant). Contract 
carrier, transporting canned and 
preserved foodstuffs, from the facilities 
of Heinz at or near Pittsburgh, PA, 
Fremont and Toledo, OH, and Holland, 
MI, to points in AL, GA, LA, MS, and 
SC, under continuing contracts with 
Heinz USA, Division of H. J. Heinz 
Company of Pittsburgh, PA. (Hearing 
site: Pittsburgh, PA. and Washington, 
DC.) 

MC 143995 (Sub-25F), filed April 28. 
1980. Applicant: SLOAN 
TRANSPORTATION, INC., Route 4, Box 
720, Davenport, LA 52804. 
Representative: James M. Hodge, 1980 
Financial Center, Des Moines, IA 50309. 
Contract carrier, transporting: malt 
beverages, from the facilities of 
Anheuser-Busch, Inc. at St. Louis, MO 
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and Columbus, OH to Dixon, IL under 
continuing contract(s) with L.R.B. 
Distributors, Inc. (Hearing site: 
Davenport, IA; Chicago, IL) 

MC 145455 (Sub-2F), filed April 28, 
1980. Applicant: BULK 
TRANSPORTATION. 415 Lemon 
Avenue (P.O. Box 390), Walnut, CA 
91789. Representative: Melvin G. 
Thurman (same address as applicant). 
Contract Carrier , transporting animal 
feed preparations, liquid, in bulk, from 
points in CA to points in NV and AZ, 
under continuing contract with R. S. 
Wilson Co., of, Los Angeles, CA. 
(Hearing site: Los Angeles. CA.) 

MC 150334 Applicant: ASA 
NOLTENSMEIER. Box 109A, 
Chandlerville, IL 62627. Representative: 
Robert T. Lawley, 300 Reisch Bldg., 
Springfield, IL 62701. Contract Carrier; 
transporting: (1) Irrigation systems, 
parts and attachments for irrigation 
systems, from Havana, IL to points in 
AL, AZ, AR, CO, FL GA, ID, IN. IA, KS, 
KY, LA, MI, MN, MS, MO, MT, NE, NJ, 
NY. NC. ND, OH, OK. OR, SC, SD, TN. 
TX. UT. VA, WA, WI. WY. and (2) 
Materials and supplies used in the 
manufacture of irrigation systems, 
irrigation systems, parts and 
attachments for irrigation systems, from 
points in AL AZ, AR, CO. FL GA, ID, 

IN. IA. KS, KY. LA, MI, MN, MS. MO. 
MT, NE. NJ, NY. NC, ND. OH, OK, OR. 
SC. SD, TN, TX. UT, VA. WA, WI, WY 
to Havana, IL, under continuing contract 
with: AG-Rain, Inc., of Havana. IL 
(Hearing site: Chicago, IL St. Louis, 

MO.) 

Volume No. 215 

Decided: June 16.1980. 

By the Commission, Review Board Number 
2. Members Chandler. Liberman and Eaton. 

MC 2392 (Sub-138F), filed May 15, 

1980. Applicant: WHEELER 
TRANSPORT SERVICE, INC., 7722 F 
Street, P.O. Box 14248, West Omaha 
Station, Omaha, NE 68124. 
Representative: Leonard A. Jaskiewicz, 
1730 M Street, NW., Washington, DC 
20036. Transporting alcohol and ethanol, 
(except alcohol in bond), in bulk, in tank 
vehicles, between points in IL IA, KS. 
MN, MO. NE, and SD. (Hearing site: 
Omaha, NE.) 

MC 3252 (Sub-114F), filed May 19, 
1980. Applicant: MERRILL TRANSPORT 
CO., a corporation, 1037 Forest Avenue, 
Portland, ME 04104. Representative: 
Francis E. Barrett, Jr., 10 Industrial Park 
Road, Hingham, MA 02043. Transporting 
coal (a) from points in VA, PA, WV, KY, 
and IL, to points in MA, VT, NH, and 
ME, and (b) from points in ME to points 
in NH, VT, and MA, and (c) in foreign 
commerce only, between points in ME. 


(Hearing site: Portland, ME or Boston. 
MA.) 

MC 52022 (Sub-14F), filed May 23, 

1980. Applicant: SANTINI BROS., INC., 
d.b.a. THE SEVEN BROTHERS and THE 
SEVEN SANTINI BROTHERS, 1405 
Jerome Avenue, Bronx, NY 10452. 
Representative: Robert J. Gallagher, 1000 
Connecticut Ave., Washington, DC 
20036. Transporting household goods as 
defined by the Commission, between 
points in AL AR, CO, CT, DE, FL GA. 

IL. IN. IA, KS, KY, LA. ME, MD, MA, MI. 
MN, MS, MO. NH. NJ. NY. ND. OH. OK, 
PA, RI. SC, TN, TX, VT. VA, WV, WI, 
NC, and DC. (Hearing site: New York, 
NY.) 

MC 63562 (Sub-74F), filed May 27, 

1980. Applicant: BN TRANSPORT, INC., 
6775 East Evans Avenue, P.O. Box 22694, 
Denver, CO 80222. Representative: Cecil 
L. Goettsch, 1100 Des Moines Building, 
Des Moines, IA 50307. Transporting (1) 
feeder mixers, and fertilizer application 
equipment, and (2) materials and parts 
used in the manufacture and distribution 
of the commodities in (1) above, 
between Lenox, IA, on the one hand, 
and, on the other, those points in the 
U.S. in and west of MI, IN, IL MO. AR, 
and MS. (Hearing site: Denver, CO or 
Chicago, IL.) 

MC 64932 (Sub-615F), filed May 19. 
1980. Applicant: ROGERS CARTAGE 
CO., a corporation, 10735 South Cicero 
Ave., Oak Lawn, IL 60453. 
Representative: Allan C. Zuckerman. 39 
South LaSalle Street. Chicago, IL 60603. 
transporting zinc ammonium chloride 
solutions, from Valparaiso, IN, to 
Cleveland, OH. (Hearing site: Chicago, 
IL) 

MC 84212 (Sub-38F), filed May 13, 
1980. Applicant: DORN'S 
TRANSPORTATION. INC., Railroad 
Ave. Ext. (Colonie), Albany, NY 12205. 
Representative: Irving Klein, 371 
Seventh Avenue, New York, NY 10001. 
Over regular routes, transporting 
general commodities, (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), (1) between Albany and 
Painted Post, NY: From Albany over 
U.S. Hwy 20 to junction NY Hwy 7, then 
over NY Hwy 7 to Binghamton, NY, and 
then over NY Hwy 17 to Painted Post, 
and return over the same route, serving 
all intermediate points and the off-route 
points of Endicott, Endwell, Wellsburg, 
and Waverly, NY, (2) Between 
Philadelphia, PA, and Syracuse, NY: 
From Philadelphia over Northeast 
Extension of the PA Turnpike to 
Scranton, PA. then over Interstate Hwy 
87 to Binghamton. NY, then over U.S. 


Hwy 11 to Syracuse, and return over the 
same route, serving the intermediate 
points between Binghamton and 
Syracuse, NY, including Binghamton, (3) 
Between Trenton, NJ and Binghamton, 
NY: From Trenton, over the NJ Hwy 31 
to junction U.S. Hwy 22, then over U.S. 
Hwy 22 to junction PA Hwy 33, then 
over PA Hwy 33 to junction Interstate 
Hwy 80, then over Interstate Hwy 380, 
then over Interstate Hwy 80 to junction 
Interstate Hwy 380, then over Interstate 
Hwy 380 to Scranton, PA, and than over 
Interstate Hwy 81 to Binghamton and 
return over the same route serving no 
intermediate points, and (4) Between 
New York, NY. and Binghamton, NY: 
From New York, NY via the Lincoln 
Tunnel to junction NJ Hwy 3, then over 
NJ Hwy 3 to junction NJ Hwy 17, then 
over NJ Hwy 17 to junction NY Hwy 17, 
then over NY Hwy 17 to Binghamton, 
and return over the same route, serving 
all intermediate points. (Hearing site: 
Albany, NY or Washington, DC.) 

Note.—Applicant will tack at Albany. NY, 
to provide service between all points it may 
presently serve, on the one hand, and, on the 
other, points sought in route (1) above. 
Applicant will tack at Binghamton, NY to 
provide service between points it may 
presently serve and those sought in routes (2) 
through (4), on the one hand, and. on the 
other, points sought in routes (1) and (2) 
above. 

MC 107912 (Sub-33F), filed May 27, 
1980. Applicant: REBEL MOTOR 
FREIGHT, INC., 3934 Homewood, 
Memphis, TN 38118. Representative: A. 
Doyle Cloud, Jr„ 2008 Clark Tower, 
Memphis, TN 38137. Transporting (1) 
plastic resins and compounds, and (2) 
materials, equipment and supplies used 
in the manufacture and distribution of 
the commodities in (1) above, between 
the facilities of Ethyl Corporation at or 
near (a) Baton Rouge, LA, and (b) 
Gallman, MS. (Hearing site: Memphis, 
TN.) 

MC 111812 (Sub-724F), filed May 12, 
1980. Applicant: MIDWEST COAST 
TRANSPORT, INC., P.O. Box 1233, 

Sioux Falls, SD 57117. Representative: 
R.H. Jinks (same address as applicant). 
Transporting glass and glass products, 
in containers, and glazing units, in 
containers, from Chicago and 
Bensenville, IL to points in AZ. CA, CO, 
ID, MT, NV, NM, OR. UT, WA, and WY. 
(Hearing site: Chicago. IL) 

MC 115162 (Sub-531F) filed May 29, 
1980. Applicant: POOLE TRUCK LINE, 
INC., P.O. Drawer 500, Evergreen, AL 
36401. Representative: Robert E. Tate 
(same address as applicant). 
Transporting cement, in containers, 
from the plantsite of Ideal Basic 
Industries, Cement Division, at or near 
Houston, TX, to the facilities of Ideal 
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Basic Industries. Inc., Cement Division, 
at (a) Mobile. AL, and (b) New Orleans. 
LA. (Hearing site: Denver. CO. or 
Houston. TX.) 

MC 116763 (Sub-660F), filed May 6, 
1980. Applicant: CARL SUBLER 
TRUCKING. INC., North West Street. 
Versailles, OH 45380. Representative: 
Gary J. Jira (same address as applicant). 
Transporting general commodities 
(except commodities in bulk, those 
requiring special equipment, classes A 
and B explosives, used household 
furniture and automobiles, trucks, and 
buses as described in the report in 
Descriptions in Motor Carrier 
Certificates. 61 MCC 209 and 76). 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities used by 
Bio-Lab, A Division of Lanza Corp. 
(Hearing site: Atlanta, GA.) 

MC 116763 (Sub-601F). filed May 9. 
1980. Applicant: CARL SUBLER 
TRUCKING, INC., North West Street, 
Versailles. OH 45380. Representative: 
Gary J. Jira (same as applicant). 
Transporting general commodities 
(except commodities in bulk, used 
household furniture, and those requiring 
special equipment, classes A and B 
explosives, automobiles, trucks and 
buses as described in the report in 
Descriptions in Motor Carrier 
Certificates. 61 MCC 209 and 766), 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities used by 
Kimberly-Clark Corporation. (Hearing 
site: Milwaukee, WI.) 

MC 116763 (Sub-662F), filed May 9, 
1980. Applicant: CARL SUBLER 
TRUCKING. INC., North West Street; 
Versailles, OH 45380. Representative: 
Gary J. Jira (same as applicant). 
Transporting general commodities 
(except commodities in bulk, those 
requiring special equipment, classes A 
and B explosives, used household 
furniture, and automobiles, trucks and 
buses as described in the report in 
Descriptions in Motor Carrier 
Certificates, 61 MCC 209 and 766), 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities used by 
U.S. Chemical & Plastics, Division of 
Alco Standard Corporation. (Hearing 
site: Cleveland, OH.) 

MC 117503 (Sub-17F), filed May 23. 
1980. Applicant: HATFIELD TRUCKLNG 
SERVICE, INC., 1625 North C Street. 
Sacramento, CA 95814. Representative: 
Eldon M. Johnson. 650 California Street. 
Suite 2808, San Francisco, CA 94108. 
Transporting general commodities 
(except commodities in bulk, classes A 
and B explosives, household goods as 


defined by the Commission, and those 
requiring special equipment), between 
points in Douglas. Lyon, Storey, and 
Washoe Counties, NV. Carson City, NV 
and points in Butte, Colusa, El Dorado, 
Fresno. Glenn, Madera, Merced, 
Nevada, Placer, Sacramento, San 
Joaquin, Shasta. Solano. Stanislaus. 
Sutter. Tehama. Yolo, and Yuba 
Counties, CA. (Hearing 9ite: San 
Francisco or Sacramento, CA.) 

MC 118202 (Sub-156F), filed May 19, 
1980. Applicant: SCHULTZ TRANSIT, 
INC., 323 Bridge Street, P.O. Box 406, 
Winona, MN 55987. Representative: 
Thomas J. Beener, 67 Wall Street, New 
York. NY 10005. Transporting inedible 
meat by-products, from Amarillo, TX, to 
points in IA, IL, IN. NE, and MO. 
(Hearing site: Dallas, TX or Chicago. IL.) 

MC 118572 (Sub-5F), filed May 8,1980. 
Applicant: D. J. KING. INC., 370 East 
Main St.. Branford, CT 06405. 
Representative: Paul J. Goldstein. 109 
Church St., New Haven, CT 06510. 
Transporting liquid petroleum products, 
in bulk, in tank vehicles, from points in 
NJ to points in CT and those in MA on 
and west of MA Hwy. 12. (Hearing site: 
New Haven or Hartford, CT.) 

MC 123272 (Sub-48F), filed May 9. 
1980. Applicant: FAST FREIGHT. INC., 
9651 S. Ewing Avenue, Chicago, IL 
60617. Representative: James C. 
Hardman, 33 N. LaSalle St., Chicago, IL 
60602. Transporting ground limestone, in 
containers, from the facilities of 
Thompson Weinman & Company at or 
near Cartersville, GA, to points in IL, IA, 
NE, MN, and WI. (Hearing site: Chicago, 
IL or Atlanta. GA.) 

MC 123272 (Sub-49F), filed May 9, 

1980. Applicant: FAST FREIGHT. INC., 
9651 S. Ewing Avenue. Chicago, IL 
60617. Representative: James C. 
Hardman, 33 N. LaSalle St., Chicago, IL 
60602. Transporting sugar, from Chaska. 
Crookston, East Grand Forks, 
Minneapolis, Moorhead, and Renville, 
MN. and Drayton, ND, to points in AR, 
IL, IA, IN. KS, MO, NE, OK, SD, TX. and 
WI. (Hearing site: Chicago. IL.) 

MC 123972 (Sub-16F), filed May 23, 
1980. Applicant: LEO J. UMERLEY, INC.. 
9813 Philadelphia Rd., Baltimore. MD 
21237. Representative: James E. Savitz, 
Suite 145, 4 Professional Drive. 
Gaithersburg, MD 20760. Contract 
carrier, transporting cement, in bulk, 
from the facilities of the Medusa 
Corporation, at or near York, PA, to the 
facilities of Hercules Concrete Block 
Corp., at Cockeysville and Sparrows 
Point, MD, under continuing contract(s) 
with Hercules Concrete Block Corp., a 
subsidiary of Cinder and Concrete Block 
Corp. (Hearing site: Washington. D.C.) 


MC 127042 (Sub-298F), filed May 19. 
1980. Applicant: HAGEN. INC., P.O. Box 
98-Leeds Station, Sioux City, LA 51108. 
Representative: Joseph B. Davis (same 
as applicant). Transporting cleaning, 
polishing, and scouring compounds, 
waxes, janitorial supplies, weed killers. 
and sodium hypochlorite solutions. 
(except commodities in bulk), from the 
facilities of Industrial Chemical 
Laboratories, Inc., at Omaha, NE to 
points in CA. NV. UT. ID. MT. WY. NM, 
KS, OK, ND, SD, and TX. (Hearing site: 
Omaha, NE.) 

MC 134922 (Sub-326F), filed May 19, 
1980. Applicant: B. J. McADAMS, INC., 
Route 8, Box 15, North Little Rock, AR 
72118. Representative: Bob McAdams 
(same as applicant). Transporting: 
plastic articles, (except commodities in 
bulk) between the facilities of ARCO 
Polymers. Inc., in the U.S. (except AK 
and HI), on the one hand, and. on the 
other, points in the U.S. (except AK and 
HI). (Hearing site: Philadelphia, PA or 
Washington, DC.) 

MC 135152 (Sub-40F), filed May 16. 
1980. Applicant: CASKET 
DISTRIBUTORS, INC., Rural Route No. 

2, P.O. Box 327, West Harrison, IN 45030. 
Representative: Jack B. Josselson, 700 
Atlas Bank Building, 524 Walnut Street. 
Cincinnati, OH 45202. Transporting 
automobile and truck tires, and 
materials, equipment, and supplies used 
in the manufacture and distribution of 
automobile and truck tires, from 
Huntsville, AL, Buffalo, NY, and 
Magadore, OH, to those points in the 
U.S. east of a line beginning at the 
mouth of the Mississippi River, and 
extending along the Mississippi River to 
its junction with the western boundary 
of Itasca County, MN, then northward 
along the western boundaries of Itasca 
and Koochiching Counties. MN to the 
international boundary line between the 
U.S. and Canada. (Hearing site: 
Washington. DC.) 

Note.—Dual operations may be involved. 

MC 135152 (Sub-41F), filed May 16, 
1980 Applicant: CASKET 
DISTRIBUTORS INC., Rural Route No. 

2, P.O. Box 327, West Harrison, IN 45030. 
Representative: Jack B. Josselson. 700 
Atlas Bank Building, Cincinnati. OH 
45202. Transporting games and toys, and 
materials, equipment, and supplies used 
in the manufacture of games and toys, 
from Seattle, WA to Cincinnati. OH. 
(Hearing site: Cincinnati. OH.) 

Note.—Dual operations may be involved. 

MC 135762 (Sub-613F), filed May 19, 
1980. Applicant: JOHN H. NEAL. INC., 
P.O. Box 3877, Fort Smith, AR 72913. 
Representative: Kenneth R. Hoffman, 

P.O. Box 2165, Austin, TX 78768. 

Contract Carrier, transporting new 
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furniture, and materials, equipment, and 
supplies used in the manufacture, sale, 
or distribution of new furniture (except 
commodities in bulk), between the 
facilities of Barkel, Inc., at or near New 
Braunfels, TX, on the one hand, and, on 
the other, points in the U.S (except AK 
and HI), under continuing contract(s) 
with Barkel, Inc., of New Braunfels, TX. 
(Hearing site: San Antonio, TX.) 

MC 136553 (Sub-102F), filed May 7, 
1980. Applicant: ART PAPE TRANSFER, 
INC., 1080 East 12th Street, Dubuque, LA 
52001. Representative: William L. 
Fairbank, 1980 Financial Center, Des 
Moines, IA 50309. Transporting: Such 
commodities as are dealt in or used by 
manufacturers or processors of 
beverages, (except commodities in bulk), 
between the facilities of Coca-Cola 
Bottling Company at Dubuque and 
Decorah, IA, on the one hand, and, on 
the other, points in IL IN, KS, MI, MN, 
MO, NE, OH, OK. and WI, restricted to 
traffic originating at or destined to the 
named facilities. (Hearing site: Chicago, 
IL.) 

MC 140302 (Sub-2F), filed May 27. 

1980. Applicant: AMERICAN TANK 
TRANSPORT. INC., 6350 Ordnance 
Point Road, Curtis Bay, MD 21225. 
Representative: Robert B. Pepper, 168 
Woodbridge Avenue, Highland Park, NJ 
08904. Transporting waste liquid 
products, in bulk, in tank vehicles, from 
points in DE. MD. NJ. NY, NC. OH, PA. 
SC, VA, and WV, to Baltimore, MD. 
(Hearing site: Baltimore, MD.) 

MC 141852 (Sub-40F), filed May 7. 

1980. Applicant: ZIP TRUCKING. INC., 
P.O. Box 5715, Jackson, MS 39208. 
Representative: Paul M. Daniell. P.O. 

Box 872, Atlanta, GA 30301. 

Transporting (1) covered copper wire 
and flourescent lamp ballasts, and (2) 
equipment, materials, and supplies used 
in the manufacture and distribution of 
the commodities in (1) above, between 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities of Universal 
Manufacturing Corporation. Condition: 
Applicant shall request in writing the 
coincidental cancellation of certificates 
now held in MC 141652, Subs 12, 20, and 
29. (Hearing site: Jackson, MS or New 
Orleans, LA.) 

MC 141652 (Sub-41F), filed May 21, 
1980. Applicant: ZIP TRUCKING, INC., 
P.O. Box 5715, Jackson, MS 39208. 
Representative: Paul M. Daniell, P.O. 

Box 872, Atlanta, GA 30301. 

Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between points in 


the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 
facilities of Gould, Inc. (Hearing site: St. 
Louis. MO; Memphis, TN or Jackson, 

MS.) 

MC 142672 (Sub-137F), filed May 1, 
1980. Applicant: DAVID BENEUX 
PRODUCE & TRUCKING, INC., Post 
Office Drawer F, Mulberry, AR 72947. 
Representative: Don Garrison, Esq., Post 
Office Box 1065, Fayetteville, AR 72701. 
Transporting steam cleaning equipment, 
from the facilities of Delco 
Manufacturing Company, at or near 
Siloam Springs, AR, to points in AL, CA, 
GA, KY, and TN. (Hearing site: Ft. 

Smith. AR.) 

Note. —Dual operations may be involved. 

MC 142672 (Sub-138F). filed May 1, 
1980. Applicant: DAVID BENEUX 
PRODUCE & TRUCKING. INC., Post 
Office Drawer F, Mulberry, AR 72947. 
Representative: Don Garrison, Post 
Office Box 1065, Fayetteville, AR 72701. 
Transporting refined sugar (except in 
bulk), from Reserve and Kenner, LA, to 
points in AL, AR, FL, GA, IL, IN, KY, 

MO. MS. NC, OH, SC, TN. and TX. 
(Hearing site: New Orleans, LA or Ft. 
Smith, AR.) 

Note. —Dual operations may be involved. 

MC 142672 (Sub-140F), filed May 7, 
1980. Applicant: DAVID BENEUX 
PRODUCE & TRUCKING, INC., P.O. 
Drawer F, Mulberry, AR 72947. 
Representative: Don Garrison, P.O. Box 
1065, Fayetteville, AR 72701. 
Transporting such commodities as are 
dealt in or used by discount, variety and 
grocery stores, (except in bulk), from 
points in the U.S. (except AK and HI), to 
the facilities of Mass Merchandisers, 
Inc., at or near Harrison, AR. (Hearing 
site: Ft. Smith, AR.) 

Note.— Dual operations may be involved. 

MC 143243 (Sub-2F), filed May 7,1980. 
Applicant: UNTON TRUCKING. INC., 
114 Ewing Street, Seymour, IN 47274. 
Representative: Donald W. Smith, P.O. 
Box 40248, Indianapolis, IN 46240. 
Transporting paper bags, from the 
facilities of Harley Bag Company at (a) 
Seymour, IN. (b) Spartenburg, SC, and 
(c) Denton, TX, to points in the U.S. 
(except AK and HI), and (2) materials 
and supplies used in the manufacture of 
paper bags, from points in the U.S. 
(except AK and HI), to the facilities of 
Harley Bag Company at Seymour, IN. 
restricted in (1) and (2) above to traffic 
originating at or destined to the named 
facilities. (Hearing site: Indianapolis, 

IN.) 

MC 144572 (Sub-39F), filed May 27, 
1980. Applicant: MONFORT 
TRANSPORTATION COMPANY, a 
corporation, P.O. Box G, Greeley, CO 


80631. Representative: John T. Wirth, 

717—17th Street, Suite 2600, Denver. CO 
80202. Transporting Alcoholic beverages 
and mixes (except in bulk), from Peoria, 
IL, Frankfort and Bardstown, KY. 

Detroit, MI. Linden, NJ, Cincinnati, OH, 
and points in CA, to the facilities of 
McKesson Wine & Spirits Company, at 
Denver, CO. (Hearing site: Denver, CO.) 

Note.— Dual operations may be involved. 

MC 145772 (Sub-13F), filed May 19. 
1980. Applicant: LANG CARTAGE 
CORP., P.O. Box 1465, Waukesha, WI 
53187. Representative: Richard C. 
Alexander, 710 N. Plankinton Ave., 
Milwaukee, WI 52203. Transporting 
chemical products, (except in bulk), 
from the facilities of Athea Laboratories, 
Inc., at Milwaukee, WI, to points in MN, 
the Upper Peninsula of MI, and those in 
Boone, Cook, De Kalb, Du Page, Kane, 
Lake, McHenry, Ogle, Stephenson, and 
Winnebago Counties. IL (Hearing site: 
Milwaukee, WI.) 

Note. —Dual operations may be involved. 

MC 146062 (Sub-4F), filed May 27, 

1980. Applicant: J-C HAULING CO., a 
corporation, P.O. Box 12, Millstadt, IL 
62260. Representative: Ernest A. Brooks 
II, 1301 Ambassador Bldg., St. Louis, MO 
63101. Transporting traprock, from the 
facilities of Iron Mountain Trap Rock 
Company, at or near Iron Mountain, 

MO, to points in Madison County, IL. 
(Hearing sites: St. Louis, MO, or 
Springfield, IL.) 

MC 147102 (Sub-4F), filed: May 29. 
1980. Applicant: E.T.I. COMPANY, a 
partnership, 4055 William Penn 
Highway. Easton, PA 18042. 
Representative: Rick A. Rude, Suite 611, 
1730 Rhode Island Ave. NW.* 
Washington. DC 20036. Transporting 
such commodities as are dealt in or 
used by manufacturers or distributors of 
industrial equipment, between Hazleton, 
PA, on the one hand, and, on the other, 
points in CT. DE, ME. MD, MA, NJ. NY. 
PA, NH. RI, VT, VA, OH, WV, and DC. 
(Hearing site: Hazleton, PA or 
Washingtoin, DC.) 

MC 147382 (Sub-2F), filed: May 27, 
1980. Applicant: E.A.D. ENTERPRISES, 
INC., d.b.a. GARDEN STATE MOTOR 
FREIGHT, P.O. Box 709, Bordentown, NJ 
08505. Representative: William J. 
Augelio, 120 Main Street, P.O. Box, 
Huntington, NY 11743. Contract carrier, 
transporting non-carbonated fruit drinks 
and juice, (except in bulk, in tank 
vehicles), in vehicles equipped with 
mechanical refrigeration, from Florence, 
Highstown, and Vincentown, NJ, to 
points in OH, KY, TN. VA. and WV, 
under continuing contract(s) with Coca 
Cola Co., Foods Division. (Hearing site: 
New York. NY.) 
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MC 147552 (Sub-7F), filed: May 29. 
1980. Applicant: CAJUN CARTAGE & 
WAREHOUSING CORP., 1205 St. Louis 
Street, New Orleans, LA 70150. 
Representative: Thomas N. Willess. 1000 
Sixteenth Street NW., Washington, DC 
20038. Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), between Lake Charles, LA. 
and Galveston. TX: from Lake Charles 
over U.S. Hwy 90 to Houston. TX, then 
over U.S. Hwy 75 to Galveston, and 
return over the same route, serving all 
intermediate points, and all off-route 
points in Galveston, Harris, Chambers, 
Jefferson, and Orange Counties. TX, 
restricted to traffic having a prior or 
subsequent movement by rail or water. 
(Hearing site: Houston, TX or New 
Orleans, LA.) 

MC 149062 (Sub-2F), filed: May 19. 

1980. Applicant: WILLIAMS TRUCKING 
CO., INC., 4900 Banco Road, Charleston 
Heights, SC 29405. Representative: 

Lucas C. Padgett. Jr., Esq., 141 East Bay 
Street, Charleston. SC 29401. 

Transporting fertilizer and fertilizer 
materials, in dump vehicles, between 
Charleston, SC, on the one hand, and on 
the other, points in SC, NC, and GA. 
(Hearing site: Columbia, SC, or Atlanta, 
GA.) 

MC 149062 (Sub-3F). filed May 19. 

1980. Applicant: WILLMS TRUCKING 
CO., INC., 4900 Banco Road, Charleston 
Heights, SC 29405. Representative: 

Lucas C. Padgett, Jr.. Esq.. 141 East Bay 
Street. Charleston. SC 29401. 

Transporting sand, gravel, and crushed 
stone, between Charleston. SC. on the 
one hand, and. on the other, points in 
NC. GA, and SC. (Hearing site: 

Columbia, SC. or Atlanta. GA.) 

MC 150452 (Sub-lF), filed May 19. 

1980. Applicant: CORONET FOODS, 

INC., 203 Fifteenth Street, Wheeling, 

WV 26003. Representative: Michael D. 
Bromley, 805 McLachlen Bank Building, 
666 Eleventh Street NW., Washington, 

DC 20001. Transporting coffee, in 
containers, from Boston, MA. to 
Bridgeport, CT. Edison. NJ. Henrietta, 

NY, Bedford Heights, Dayton, and 
Toledo. OH, and Aston, Carnegie, and 
Quakertown. PA. CONDITION: Carrier 
must conduct for-hire transportation 
activities and other business activities 
independently, and must maintain 
separate records for each. (Hearing site: 
Boston, MA.) 

MC 150613F filed April 16.1980. 
Applicant: HUDSON ARMORED CAR & 
COURIER SERVICE, INC., 2 LaGrange 
Avenue, Poughkeepsie, NY 12601. 


Representative: Arthur J. Piken, Queens 
Office Tower, 95-25 Queens Blvd., Rego 
Park. NY 11374. Contract carrier, 
transporting checks, cash letters, 
interbank correspondence and banking 
media, between New York, NY and 
Philadelphia. PA, on the one hand, and, 
on the other, points in CT, NJ, and NY. 
under continuing contract(s) with 
Philadelphia National Bank. (Hearing 
site: New York, NY or Philadelphia, PA.) 

MC 150793 (Sub-lF), filed May 12, 
1980. Applicant* MARINE TRANSPORT 
SERVICE, INC., P.O. Box 4523, Portland, 
OR 97208. Representative: Robert R. 
Hakanson (same as applicant). Contract 
carrier, transporting general 
commodities, (except classes A and B 
explosives), between the facilities of 
Marine Intermodal Cooperative 
Association in CA. OR, and WA, on the 
one hand, and, on the other, points in 
CA, ID, OR. and WA, restricted to traffic 
having a prior or subsequent movement 
by water, under continuing contract(s) 
with Marine Intermodal Cooperative 
Association, of Portland, OR. (Hearing 
site: Portland. OR.) 

Volume No. 222 

Decided: June 20,1980. 

By the Commission. Review Board Number 
3. Members Parker, Fortier and Hill. 

MC 1718 (Sub-14F). filed March 19. 
1980. Applicant: ALFRED M. 
FLATEGRAFF d.b.a. GARDNER TRUCK 
LINE, P.O. Box 22, Pine River, MN 56474. 
Representative: Stanley C. Olsen, Jr.. 

7400 Metro Boulevard, Suite 411, Edina, 
MN 55435. Transporting (1) wooden 
spools, wooden reels, wooden reel 
heads and wooden cooperage, and (2) 
materials, equipment, supplies and 
accessories used in the manufacture and 
installation of the commodities named 
in (1) above, between the facilities of 
Durkee Manufacturing Co., Inc. at or 
near Pine River, MN, on the one hand, 
and, on the other, points in the U.S. 
(including AK, but excluding HI). 

(Hearing site: Minneapolis. MN or 
Chicago, IL.) 

MC 2229 (Sub-238F), filed March 24. 
1980. Applicant: RED BALL MOTOR 
FREIGHT. INC., 3177 Irving Blvd., 

Dallas, TX 75247. Representative: Jackie 
Hill (same address as applicant). 
Transporting wallboard tape, from the 
facilities of Sutco. Inc., at Hot Springs. 
AR. to points in the U.S. (except AK. AR 
and HI). (Hearing site: Little Rock, AR, 
or Memphis, TN.) 

MC 2229 (Sub-237F), filed March 24, 
1980. Applicant: RED BALL MOTOR 
FREIGHT, INC., 3177 Irving Blvd., 

Dallas, TX 75247. Representative: Jackie 
Hill (same address as applicant). 
Transporting cement, in bags, from the 


facilities of Gifford Hill Chemical at 
Dallas. TX to points in AZ, LA. NM. and 
NE. (Hearing site: Fort Worth, TX.) 

MC 29079 (Sub-176F). filed March 20, 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM. INC., P.O. Box 935, 
Kokomo, IN 46901. Representative: 
Chandler L Van Orman. 1729 H St. NW., 
Washington, DC 20006. Transporting 
steel containers, and materials, 
equipment, and supplies used in the 
manufacture and distribution of steel 
containers, between the facilities of 
Inland Steel Container Company, 
Division of Inland Steel Company at or 
near Greenville, OH, on the one hand, 
and, on the other, points in AL DE, GA, 
IL, IN, KY, MD. MI. MS, MO. NJ, NY, 

NC. OH. PA. SC, TN. VA, WV, WI, DC. 
and those points in LA east of the 
Mississippi River. (Hearing site: 
Washington. DC.) 

MC 29079 (Sub-177F), filed March 20, 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM. INC.. P.O. Box 935. 
Kokomo, IN 46901. Representative: 
Chandler L Van Orman, 1729 H St. NW., 
Washington. DC 20006. Transporting 
iron and steel articles, and materials, 
equipment, and supplies used in the 
manufacture of iron and steel articles, 
between points in SC. on the one hand, 
and, on the other, points in AL, DE, GA, 
IL, IN, KY. MD. ML MS, MO. NJ. NY, 

NC, OH, PA, TN, SC. VA, WV. WI. DC, 
and those points in LA east of the 
Mississippi River. (Hearing site: 
Washington, DC.) 

MC 29079 (Sub-178F). filed March 20. 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM, INC., P.O. Box 935, 
Kokomo, IN 46901. Representative: 
Chandler L Van Orman, 1729 H St. NW.. 
Washington, DC 20006. Transporting 
iron and steel articles, and materials, 
equipment, and supplies used in the 
manufacture of iron and steel articles, 

(a) from Frankfort, IN, to Birmingham 
and Tarrant City. AL, and Memphis, TN; 
and (b) from Jackson, MI to Sulligent, 

AL (Hearing site: Washington, DC.) 

MC 29079 (Sub-179F), filed March 20. 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM, INC.. P.O. Box 935. 
Kokomo, IN 46901. Representative: 
Chandler L. Van Orman, 1729 H St. NW., 
Washington, DC 20006. Transporting (1) 
paper and paper products, in rolls, 
between Florence, SC, on the one hand, 
and, on the other, points in AL, DE, GA. 

IL IN. KY, MD, MI, MS, MO. NJ, NY. 

NC, OH, PA. TN. SC. VA, WV. WI, DC, 
and those points in LA east of the 
Mississippi River; and (2) yam and 
staple products, between Spartanburg, 

SC, on the one hand, and, on the other, 
points in AL DE, GA, IL IN. KY. MD, 

Ml, MS, MO, NJ, NY, NC, OH. PA, TN, 
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SC, VA, WV, WI, DC, and those points 
in LA east of the Mississippi River. 
(Hearing site: Washington, DC.) 

MC 29079 (Sub-180F), filed March 20. 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM, INC., P.O. Box 935. 
Kokomo. IN 46901. Representative: 
Chandler L. Van Orman, 1729 H St. NW., 
Washington, DC 20006. Transporting 
iron and steel articles, between points 
in NC, on the one hand, and, on the 
other, points in AL, DE, GA, IL, IN, KY, 
MD. MS, MO, NJ. NY, NC. OH, PA. TN. 
SC. VA, WV, Wl, DC, and those in LA 
east of the Mississippi River. (Hearing 
site: Washington, DC.) 

MC 29079 (Sub-182F), filed March 20. 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM, INC., P.O. Box 935, 
Kokomo. IN 46901. Representative: 
Chandler L. Van Orman, 1729 H St. NW., 
Washington, DC 20006. Transporting 
zinc or aluminum ingots, from Detroit, 
MI, to points in GA, MO, TN, and WI. 
(Hearing site: Washington, DC.) 

MC 31389 (Sub-298F). filed March 20, 
1980. Applicant: McLEAN TRUCKING 
COMPANY, a corporation, 1920 West 
First St., Winston-Salem, NC 27104. 
Representative: David F. Eshelman, P.O. 
Box 213, Winston-Salem, NC 27102. 

Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), serving New Alexandria, 

PA, as an off-route point in connection 
with applicant’s authorized regular- 
route operations. (Hearing site: Dallas, 
TX. or Washington. DC.) 

Note.—Dual operations may be involved. 

MC 52709 (Sub-387F), filed March 11, 
1980. Applicant: RINGSBY TRUCK 
LINES, INC., 3980 Quebec St., P.O. Box 
7240, Denver CO 80207. Representative: 
Rick Barker (same address as 
applicant). Over regular routes, 
transporting meats, meat products, and 
meat by-products, and articles 
distributed by meat-packing houses, and 
materials, equipment and supplies used 
in the business of meat packinghouses, 
serving the facilities of Sterling 
Colorado Beef Co., at or near Fort 
Morgan, CO, as an off-route point in 
connection with carrier’s presently 
authorized regular route operations 
between Denver, CO and Omaha. NE. 
(Hearing site: Denver, CO.) 

Note.—Applicant intends to tack this 
authority with its existing authorities. 

MC 78228 (Sub-163F), filed March 20, 
1980. Applicant: J. MILLER EXPRESS. 
INC., 962 Greentree Rd., Pittsburgh, PA 
15220. Representative: Henry M. Wick, 


Jr., 2310 Grant Bldg., Pittsburgh, PA 
15219. Transporting composition board, 
from the facilities of Abitibi-Price 
Corporation at this points in Lucas 
County, OH, to points in the U.S. in and 
east of ND, SD, NE, CO. and NM. 
(Hearing site: Washington, DC, or 
Detroit, MI.) 

MC 83539 (Sub-536F), filed March 20, 
1980. Applicant: C & H 
TRANSPORTATION CO.. INC., 9757 
Military Parkway. P.O. Box 270535, 
Dallas, TX 75227. Representative: 

Thomas E. James (same address as 
applicant). Transporting such 
commodities as are dealt in or used by 
agricultural equipment and construction 
equipment manufacturers or dealers, 
between the facilities of International 
Harvester Company at (a) Canton and 
East Moline, IL, (b) Gulfport, MS, and (c) 
Memphis, TN, and points in AL, AZ, AR, 
CA, CO, FL, GA, ID. KS, LA, MS, NE, 

NV. NM, OK, OR. TX, UT. and WA. 
(Hearing site: Chicago, IL, or Dallas, 

TX.) 

MC 99919 (Sub-9F), filed March 24, 
1980. Applicant: FREMONT EXPRESS, 
INC., P.O. Box Q, Fremont, NE 68025. 
Representative: Scott T. Robertson, P.O. 
Box 81849, Lincoln, NE 68501. 
Transporting chemicals and materials 
and supplies used in the manufacture, 
packaging, sale and distribution of 
chemicals, from points in AL, AZ, CO. 

ID, IL, IN, IA, KS, KY, LA, MI, MN, MO. 
MS, MT, ND, OK, OR. SD, TN. TX, UT, 
WA, WI and WY, to Fremont, NE. 
(Hearing site: Omaha, NE.) 

MC 107478 (Sub-65F), filed March 21, 
1980. Applicant: OLD DOMINION 
FREIGHT LINE, INC., 1791 Westchester 
Dr., P.O. Box 2006, High Point. NC 27261. 
Representative: Kim D. Mann, 7101 
Wisconsin Ave., Washington, DC 20014. 
Transporting iron and steel articles, 
from the facilities of Jones & Laughlin 
Steel Corporation at Youngstown, OH, 
to points in AL, DE, GA, KY, MD. NC, 

SC, TN, and VA. (Hearing site: 
Pittsburgh, PA, or Washington, DC.) 

MC 110668 (Sub-4F), filed: March 19, 
1980. Applicant: PEORIA CHARTER 
COACH COMPANY, a corporation, 2600 
NE. Adams St„ Peoria, IL 61602. 
Representative: Samuel G. Harrod, 
Eureka Professional Bldg., Eureka, IL 
61530. Transporting passengers and 
their baggage, in special and charter 
operations, beginning and ending at 
points in Knox, Stark, Henry, 
McDonough, Mason, Logan, Tazewell, 
McLean, Woodford, and Livingston 
Counties, IL, and extending to points in 
the U.S. (including AK and HI). (Hearing 
site: Peoria or Chicago, IL.) 

MC 110878 (Sub-40F), filed: March 24, 
1980. Applicant: ARGO TRUCKING 


COMPANY INC., P.O. Box 955, Lower 
Heard St., Elberton, GA 30635. 
Representative: Sol H. Proctor. 1101 
Blackstone Bldg., Jacksonville, FL 32202. 
Transporting (1) iron and steel articles, 
from Watkinsville, GA, to points in AL, 
AR, AZ, CA. CO, FL. GA, IN. IL. KY, LA. 
MO. MS. NC. NM. NV, OH, OK. SC, TN, 
TX, and UT; and (2) materials and 
supplies used in the manufacture of iron 
and steel articles, in the reverse 
direction. (Hearing site: Atlanta, GA, or 
Jacksonville, FL.) 

MC 113658 (Sub-36F) filed: March 14, 
1980. Applicant: SCOTT TRUCK LINE, 
INC., 5280 Newport St., Commerce City. 
CO 80216. Representative: Richard J. 
Loose, P.O. Box 16346, Denver, CO 
80216. Transporting potassium 
phosphate, calcium phosphate, sodium 
phosphate, soda ash, sodium 
sesquicarbonate, and phosphoric acid, 
from Carteret, NJ, to Chicago, IL, and 
Denver and Boulder, CO. (Hearing site: 
Philadelphia, PA, or Denver, CO.) 

Note.—The person or persons which 
appear to be in control of applicant and 
another regulated carrier must either file an 
application for approval of common control 
under 49 U.S.C. § 11343, or submit an 
affidavit indicating why such approval is 
unnecessary. Dual operations may be 
involved. 

MC 113658 (Sub-37F) filed: March 14, 
1980. Applicant: SCOTT TRUCK LINE, 
INC., 5280 Newport St., Commerce City, 
CO 80216. Representative: Richard J. 
Loose, P.O. Box 16346, Denver, CO 
80216. Transporting alcoholic liquors, 
and materials, equipment and supplies 
used in the manufacture or distribution 
of alcoholic liquors, (except in bulk, in 
tank vehicles), between Ft. Smith, AR, 
Bardstown and Louisville, KY, New 
Orleans. LA, and Plainfield, IL, on the 
one hand, and, on the other, points in 
the U.S. in and east of MT, WY, CO, and 
NM, restricted to traffic originating at or 
destined to the facilities of Hiram 
Walker & Sons, Inc. 

Note.—The person or persons which 
appear to be in common control of applicant 
and another regulated carrier must either file 
an application for approval of common 
control under 49 U.S.C. § 11343, or submit an 
affidavit indicating why such approval is 
unnecessary. Dual operations may be 
involved. (Hearing site: Chicago, IL, or 
Denver. CO.) 

MC 113678 (Sub-847F), filed: October 
15,1979 (republication). Applicant: 
CURTIS, INC., 4810 Pontiac Street, 
Commerce City, CO 80022. 
Representative: Roger M. Shaner (same 
address as applicant). Transporting 
candy and confectionery products 
(except commodities in bulk), from 
Covington, TN, to those points in the 
United States in and west of OH, KY. 

MI, AR, and LA (except AK, AZ. CO, HI, 
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ID. KS. NM. OK. OR. TX. WA. and WY), 
restricted to the transportation of traffic 
originating at the named origin. (Hearing 
site: Denver, CO.) 

Note.—This republication shows "MT as a 
destination paint in lieu of MO as published 
March 6,1980. 

MC 113908 (Sub-505F), filed March 24, 
1980. Applicant: ERICKSON 
TRANSPORT CORP., P.O. Box 10068 
G.S., 2255 N. Packer Rd., Springfield, MO 
65804. Representative: B. B. Whitehead 
(same address as applicant). 
Transporting liquid cleaning 
compounds, in bulk, in tank vehicles, 
from St. Louis MO, and Hammond, IN. 
to Ft. Madison, LA, restricted to traffic 
originating at the facilities of Lever 
Brothers Company. (Hearing site: 

Kansas City, MO, or Washington, DC.) 

MC 117119 (Sub-822F), filed March 20, 
1980. Applicant: WILLIS SHAW 
FROZEN EXPRESS, INC., P.O. Box 188, 
Elm Springs, AR 72728. Representative: 

L. M. McLean (same address as 
applicant). Transporting plastic liquid\ 
plastic film and sheeting, chemicals, 
cleaning and scouring compounds, 
defoaming compounds, laminating 
machinery and parts for laminating 
machinery, ink solvents, pallets, and 
empty containers, (except commodities 
in bulk), between the facilities of 
Thiokol/Dynachem Corp. in Orange 
County, CA, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the named facilities. 
(Hearing site: Los Angeles, CA, or 
Washington, DC.) 

MC 118838 (Sub-68F), filed March 24, 
1980. Applicant: GABOR TRUCKING, 
INC., R.R. 4, Detroit Lakes, MN 56501. 
Representative: William L. Fairbank, 

1980 Financial Center, Des Moines, IA 
50309. Transporting (1) plastic articles 
and polystyrene products, and (2) 
materials, equipment and supplies used 
in the manufacture, packaging, 
installation or distribution of the 
commodities in (1) between the facilities 
of U. C. Industries at (a) Tallmadge, OH, 
and (b) Rockford, IL, on the one hand, 
and, on the other, points in CA, CO, ID, 
IA, KS, MN, MT, NE, NV. ND. OR, SD, 

UT, WA, WI, and WY. (Hearing site: 
Chicago, IL.) 

MC 118838 (Sub-69F), filed March 24, 
1980. Applicant: GABOR TRUCKING, 
INC., R.R. 4, Detroit Lakes, MN 56501. 
Representative: William L. Fairbank, 

1980 Financial Center, Des Moines, IA 
50309. Transporting fabricated metal 
products from the facilities of (a) United 
States Gypsum Company at Franklin 
Park and Pinckneyville, IL, and (b) 

Boyles Galvanizer at St. Louis, MO, to 
points in CA. CO. ID, IA, KS, MN. MT. 


NE. NV. ND. OR, SD, UT. WA, WI, and 
WY. (Hearing site: Chicago. IL.) 

MC 119689 (Sub-29F), filed March 20, 
1980. Applicant: PEERLESS 
TRANSPORT CORP., 2701 Railroad St.. 
Pittsburgh. PA 15222. Representative: 
Robert T. Hefferin (same address as 
applicant). Transporting ammoniated 
fatty acid and resin plasticizer, in bulk, 
in tank vehicles, from Janesville, WI, to 
Philadelphia, PA. (Hearing site: 
Pittsburgh; PA, or Washington, DC.) 

MC 119789 (Sub.-686F), filed March 24. 
1980. Applicant: CARAVAN 
REFRIGERATED CARGO. INC., P.O. 

Box 226188, Dallas, TX 75266. 
Representative: James K. Newbold, Jr. 
(same address as applicant). 
Transporting iron and steel from points 
in the U.S. (except AK and HI) to 
Houston, TX. (Hearing site: Houston 
TX.) 

MC 119988 (Sub.-240F), filed March 4, 
1980. Applicant: GREAT WESTERN 
TRUCKING CO., INC., P.O. Box 1384, 
Lufkin, TX 75901. Representative: E. 
Larry Wells, P.O. Box 45538, Dallas, TX 
75245. Transporting (1) such 
commodities as are dealt in and 
distributed by grocery, hardware and 
drug stores; (2) cleaning and building 
maintenance materials and supplies; (3) 
swimming pool, spa and hot tub 
products; (4) chemicals; and (5) 
materials, equipment, and supplies used 
in the manufacture, sale, and 
distribution of the commodities in (1) 
through (4) above (except commodities 
in bulk), from St. Louis, MO, Chicago, IL, 
Los Angeles, CA, and points in OH and 
NJ to points in GA, LA, and TX. 

(Hearing site: Los Angeles, CA, or 
Dallas. TX.) 

MC 123048 (Sub.-480F), filed March 21, 
1980. Applicant: DIAMOND 
TRANSPORTATION SYSTEM, INC., 
5021, 21st St., Racine, WI 53406. 
Representative: John L. Bruemmer. 121 
West Doty St., Madison, WI 53703. 
Transporting iron and steel articles, 
from the facilities of Nucor Steel, a 
Division of Nucor Corp., at or near 
Norfolk, NE, to points in AL, AR. LA 
GA, MS, OK, TN, and TX. (Hearing site: 
Omaha, NE, or Chicago, IL.) 

MC 123048 (Sub.-481F), filed March 20, 
1980. Applicant: DIAMOND 
TRANSPORTATION SYSTEM, INC., 

5021 21st St., Racine, WI 53406. 
Representative: John L. Bruemmer, 121 
West Doty St., Madison, WI 53703. 
Transporting such commodities as are 
dealt in or used by manufacturers of 
grain handling equipment (except 
commodities in bulk), between West 
Point, NE, on the one hand, and, on the 
other, points in AR, CO, IL, IN, IA, KS, 

MI, MN, MO. MT. NE, ND, OH, OK, SD. 


TX, WI and WY, restricted to traffic 
originating at or destined to the facilities 
of Sweet Manufacturing Company at 
West Point, NE. (Hearing site: Omaha, 
NE, or Chicago. IL.) 

MC 124078 (Sub.-1020F), filed March 
24,1980. Applicant: SCHWERMAN 
TRUCKING CO., a corporation, 611 
South 28th St., Milwaukee, WI 53215. 
Representative: Richard H. Prevette, 

P.O. Box 1601, Milwaukee, WI 53201. 
Transporting barite, from points in LA, 
to points in AL, AR, FL, GA, MS. and 
TX. (Hearing site: Houston, TX .) 

MC 124078 (Sub-1021 F), filed March 
24,1980. Applicant: SCHWERMAN 
TRUCKING CO., a corporation, 611 
South 28th St., Milwaukee, WI 53215. 
Representative: Richard H. Prevette, 

P.O. Box 1601, Milwaukee, WI 53201. 
Transporting chemicals, in bulk, in tank 
vehicles, from Lake Charles, LA and 
points in Jefferson County, TX, to points 
in the U.S. (except AK and HI). (Hearing 
site: Pittsburgh, PA.) 

MC 124328 (Sub-135F). filed March 19, 
1980. Applicant: BRINK’S 
INCORPORATED, Thorndal Circle. 
Darien, CT 06820. Representative: 
Richard H. Streeter. 1729 H St. NW„ 
Washington, DC 20006. Contract carrier, 
transporting retort bullion and precious 
metals, from Herculaneum, MO, to 
points in the U.S. (except AK and HI), 
under continuing contract(s) with St. Joe 
Lead Company, of Clayton, MO. 

(Hearing sites: St. Louis, MO, or 
Washington, D.C.) 

MC 125368 (Sub-107F), filed March 24. 
1980. Applicant: CONTINENTAL 
COAST TRUCKING COMPANY, INC., 
P.O. Box 26, Holly Ridge, NC 28445. 
Representative: C. W. Fletcher (same 
address as applicant). Transporting flat 
glass and glass products, from the 
facilities of Libbey-Owens-Ford 
Company at Toledo, OH, to points in 
NC. (Hearing site: Washington, DC or 
Toledo, OH.) 

MC 125368 (Sub-108F), filed March 24, 
1980. Applicant: CONTINENTAL 
COAST TRUCKING COMPANY, INC., 
P.O. Box 26, Holly Ridge, NC 28445. 
Representative: C. W. Fletcher (same 
address as applicant). Transporting 
glass and glass products, from the 
facilities of Libbey-Owens-Ford 
Company at or near Laurinburg, NC, to 
points in OH, IL, IN, and MI. (Hearing 
site: Washington, DC, or Toledo, OH.) 

MC 125708 (Sub-199F), filed March 24. 
1980. Applicant: THUNDERBIRD 
MOTOR FREIGHT LINES, INC., 425 W. 
152nd Street. East Chicago. IN 46312. 
Representative: Anthony C. Vance, 1307 
Dolley Madison Blvd., McLean, VA 
22101. Transporting iron and steel 
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articles, between Birmingham, AL, on 
the one hand, and. on the other points in 
the U.S. (except AK and HO, restricted 
to traffic originating at or destined to the 
facilities of Metals, Inc. (Hearing site: 
Birmingham, AL, or Washington, DC.) 

MC 126118 (Sub-235F), filed March 21, 
1980. Applicant: CRETE CARRIER 
CORPORATION. P.O. Box 81228, 

Lincoln, NE 68501. Representative: 

David R. Parker (same address as 
applicant). Transporting skin care 
products, cosmetics and toilet 
preparations (except chemicals and 
commodities in bulk, in tank vehicles), 
from Murray, KY, to the facilities of 
Pacific World Products, Inc. at Laguna 
Hills, CA. (Hearing site: Lincoln, NE, or 
Los Angeles, CA.) 

N 0 te._Dual operations may be involved. 

MC 126118 (Sub-236F), filed March 24. 
1980. Applicant: CRETE CARRIER 
CORPORATION, P.O. Box 81228, 

Lincoln, NE 68501. Representative: 

David R. Parker (same address as 
applicant). Transporting paper, paper 
products and printed matter, between 
Broadview, IL on the one hand, and, on 
the other, points in the U.S. (except AK. 
HI and IL). (Hearing site: Lincoln, NE. or 
Chicago. IL) 

Note.—Dual operations may be involved. 

MC 128878 (Sub-46F), filed March 18, 
1980. Applicant: SERVICE TRUCK LINE, 
INC., P.O. Box 3904, Shreveport, LA 
71103. Representative: C. Wade 
Shemwell. 1902 Claiborne Ave., 
Shreveport. LA 71103. Transporting (1) 
synthetic resins, from the facilities of 
Chembond Corporation in Winn Parish, 
LA, to Albuquerque and Navajo, NM, 
and Flagstaff, AZ; and (2) lumber and 
wood products, from Albuquerque and 
Navajo, NM, and Flagstaff, AZ, to points 
in AR. AL LA, MS, and TX. (Hearing 
site: New Orleans, LA, or Houston or 
Dallas. TX.) 

MC 128878 (Sub-47F), filed March 18, 
1980. Applicant: SERVICE TRUCK LINE, 
INC., P.O. Box 3904, Shreveport. LA 
71103. Representative: C. Wade 
Shemwell, 1902 Claiborne Ave., 
Shreveport, LA 71103. Transporting 
synthetic resins, from the facilities of 
Chembond Corporation in Winn Parish, 
LA, to points in the U.S. (except AK and 
HI). (Hearing site: New Orleans, LA, or 
Houston or Dallas, TX.) 

MC 129759 (Sub-39F), filed March 24, 
1980. Applicant: TRIANGLE TRUCKING 
COMPANY, a corporation. Post Office 
Box 490. McKees Rocks. PA 15136 
Representative: David A. Turano. 100 
East Broad St., Columbus, OH 43215 
Contract Carrier, transporting (1) tubing, 
and (2) equipment, materials and 
supplies used in the manufacture and 


distribution of the commodities in (1) 
(except commodities in bulk), between 
the facilities of Trent Tube, Division of 
Colt Industries at or near Carrollton, 

GA, on the one hand, and, on the other, 
points in the U.S. (except AK and HI), 
under continuing contract(s) with Trent 
Tube, Division of Colt Industries, of E. 
Troy, WI. (Hearing site: Washington, 

DC.) 

MC 129908 (Sub-35F), filed March 5. 
1980. Applicant: AMERICAN FARM 
LINES, INC., 8125 S. W. 15th St., 
Oklahoma City. OK 73107. 
Representative: T. J. Blaylock (same 
address as applicant). Transporting 
canned goods, and such commodities as 
are distributed by wholesale and retail 
grocers, from points in CA, OR and WA 
to points in KS, OK and TX. (Hearing 
site: Oklahoma City. OK, or Dallas, TX.) 

MC 133689 (Sub-331F), filed March 5, 
1980. Applicant: OVERLAND EXPRESS. 
INC.. 8651 Naples St., NE, Blaine. MN 
55434. Representative: Robert P. Sack, 
P.O. Box 6010, West St. Paul. MN 55118. 
Transporting (1) such commodities as 
are dealt in by grocery, hardware and 
drug stores, (2) cleaning and building 
maintenance materials, (3) swimming 
pool, spa and hot tub products, (4) 
chemicals, and (5) materials, equipment 
and supplies used in the manufacture 
and distribution of the commodities in 
(1) through (4) (except commodities in 
bulk), between points in the U.S. (except 
AK and HI), restricted to traffic 
originating at or destined to the facilities 
of Purex Corporation. (Hearing site: St. 
Paul. MN.) 

MC 134838 (Sub-27F), filed March 19, 
1980. Applicant: SOUTHEASTERN 
TRANSFER & STORAGE CO., INC.. P.O. 
Box 3923, Bolton Station, Atlanta. GA 
30318. Representative: Archie B. 
Culbreth, Suite 202. 2200 Century 
Parkway, Atlanta, GA 30345. 
Transporting (l)(a) forestry machinery, 
agricultural machinery, and mining 
machinery, and (b) parts, attachments, 
components and accessories for the 
commodities in (a), from the facilities of 
Rome International Corporation at or 
near Cedartown. GA, to points in AL 
AR. DE, FL, GA. IL IN. IA, KS. KY. LA, 
MD. MS, MO. NC, OH, OK, PA, SC. TN, 
TX, VA, and WV; and (2) materials , 
equipment, and supplies used in the 
manufacture and distribution of the 
commodities in (1) above, in the reverse 
direction. (Hearing site: Atlanta, GA.) 

MC 135598 (Sub-42F). filed March 20, 
1980. Applicant: SHARKEY 
TRANSPORTATION. INC., 3803 Dye 
Rd., Quincy, IL 62301. Representative: 
Carl L. Steiner, 39 South LaSalle St., 
Chicago, IL 60603. Transporting 
alcoholic beverages, from Ft. Smith, AR, 


Frankfort and Louisville, KY. and 
Cincinnati. OH, to Quincy, IL. (Hearing 
site: Chicago, IL.) 

Note.—Dual operations may be involved. 

MC 138308 (Sub-11 IF), filed March 21, 
1980. Applicant: KLM, INC., Old 
Highway 49 South, P.O. Box 6098. 
Jackson. MS 39208. Representative: 
Donald B. Morrison. 1500 Deposit 
Guaranty Plaza, P.O. Box 22628. 

Jackson, MS 39205. Transporting (1) 
such commodities as are dealt in or 
used by grocery and food business 
houses, and (2) materials, equipment, 
and supplies used in the conduct of such 
business (except commodities in bulk), 
between the facilities of the Kroger 
Company at or near Cincinnati and 
Columbus, OH, on the one hand, and, on 
the other, points in AL, AR, CA, FL, GA, 
IL. IN, KY. LA. Ml, MO. MS, OH, PA. 

TN. TX, VA. and WV. (Hearing site: 
Cincinnati, OH. or Washington. DC.) 

Note.—Dual operations are involved. 

MC 138328 (Sub-104F), filed November 
14,1979, previously noticed in Federal 
Register of March 11,1980. Applicant: 
CLARENCE L WERNER d.b.a. 

WERNER ENTERPRISES, 1-80 and Hwy 
50, PO Box 37308, Omaha, NE 68137. 
Representative: James F. Crosby, PO 
Box 37205. Omaha. NE 68137. 
Transporting general commodities 
(except commodities in bulk), between 
points in the United States (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of Phillips 
Petroleum Company, Phillips Fibers 
Corporation, Phillips Chemical 
Company, and Phillips Products 
Company. (Hearing site: Dallas, TX, or 
Washington, DC.) 

Note.—This republication changes the 
territory description. To the extent any 
certificate issued in this proceeding 
authorizes the transportation of classes A 
and B explosives, it shall be limited in point 
of time to a period expiring 5 years from the 
date of issuance of the certificate. Dual 
operations may be involved. 

MC 140389 (Sub-79F), filed March 20, 
1980. Applicant: OSBORN 
TRANSPORTATION. INC., P.O. Box 
1830, Gadsden, AL 35902. 

Representative: Clayton R. Byrd, P.O. 
Box 304, Conley, GA 30027. Transporting 
[l] frozen foods, from the facilities of 
Pure Packed Foods, Inc., at or near 
Arlington, TN. to points in the U.S. in 
and east of ND, SD. NE, CO. OK. and 
TX, and (2) materials, equipment, and 
supplies used in the manufacture, sale, 
and distribution of frozen foods, from 
points in DE, GA, IL. IA, MD, MA, MO, 
NH. and NJ to the facilities of Pure 
Packed Foods. Inc., at or near Arlington. 
TN. (Hearing site: Memphis, TN, or 
Atlanta, GA.) 

Note.—Dual operations may be involved. 
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MC140829 (Sub-360F), filed March 24, 
1980. Applicant: CARGO, INC., P.O. Box 
206, U.S. Hwy 20. Sioux City, IA 51102. 
Representative: David L. King (same 
address as applicant). Transporting (1) 
soap products and toilet preparations, 
and (2) materials . equipment, and 
supplies used in the manufacture and 
distribution of soap products and toilet 
preparations (except commodities in 
bulk, in tank vehicles), between those 
points in the U.S. in and east of MY, 

WY, CO and NM, restricted to traffic 
originating at or destined to the facilities 
used by Minnetonka, Inc. (Hearing site: 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 143059 (Sub-118F). filed March 24, 
1980. Applicant: MERCER 
TRANSPORTATION CO., 12th & Main 
Streets, P.O. Box 35610, Louisville, KY 
40232. Representative: James L. Stone 
(same address as applicant). 
Transporting building materials, and 
accessories and supplies used in the 
installation of building materials (except 
commodities in bulk) from the facilities 
of Bird & Son, Inc. at or near Bardstown, 
KY to points in MT. NV, WY, ND, SD, 
NM, OK, TX, MN. MO, AR. LA, KY, TN 
AL, GA. FL, SC NC, VA and RI, 
restricted to traffic originating at the 
named facilities. (Hearing site: 

Louisville, KY, or Washington, DC.) 

MC 143639 (Sub-3F), filed March 24, 
1980. Applicant: SMITH AND SMITH, 
INC., 4361 Headquarters Rd., Charleston 
Heights, SC 29405. Representative: 

Frank A. Graham, Jr., 707 Security 
Federal Bldg., Columbia, SC 29201. 
Transporting slag, in bulk, in dump 
vehicles, from points in Charleston 
County, SC to points in Burke County, 
NC. (Hearing site: Charlotte, NC, 
Columbia. SC, or Washington, DC.) 

MC 143868 (Sub-lOF), filed March 14, 
1980. Applicant: R.E.T.E.N.O. 

CARRIERS. INC., P.O. Box 1438, 

Willmar, MN 56201. Representative: 
William J. Monheim, P.O. Box 1756, 
Whittier, CA 90609. Contract carrier, 
transporting (1) equipment, materials, 
and parts used in the manufacture or 
assembly of components for chain saws, 
in vehicles equipped with mechanical 
refrigeration, between the ports of entry 
on the international boundary line 
between the U.S. and Canada in WA, on 
the one hand, and, on the other, Dyer 
and Jackson, TN; and (2) bar steel, coil 
steel, and extruded steel, in vehicles 
equipped with mechanical refrigeration, 
from points in IL, IN. MA. MI. NJ, NY. 

OH, and PA, to ports of entry on the 
international boundary line between the 
U.S. and Canada in WA, under 
continuing contract(s) with Windsor 


Machine Company Limited of Langley. 
BC, Canada. (Hearing site: Seattle, WA.) 

MC 144398 (Sub-8F), filed March 13. 
1980. Applicant: WAYNE 
TRANSPORTS, INC., Box 366, Milaca, 
MN 56353. Representative: Val M. 
Higgins, 1000 First National Bank Bldg., 
Minneapolis, MN 55402. Transporting 
anhydrous ammonia (a) from Spencer 
and Gamer, IA to points in MN and SD, 
(b) from Algona, IA to points in MN, SD, 
and WI, (c) from Rosemont, Glenwood 
and Vernon Carter, MN to points in IA, 
ND, SD, and WI, and (d) from Grand 
Forks and Velva, ND, to points in MN, 
MT, and SD. (Hearing site: Minneapolis- 
St. Paul, MN.) 

MC 144398 (Sub-9F), filed March 14. 
1980. Applicant: WAYNE 
TRANSPORTS. INC., Box 366, Milaca, 
MN 56353. Representative: Val M. 
Higgins, 1000 First National Bank Bldg., 
Minneapolis, MN 55402. Transporting 
fertilizer, in bulk, (a) from Mason City 
and Clear Lake, LA to points in MN, ND, 
SD, and WI, (b) from Rosemont, MN to 
points in IA, ND, SD, and WI, (c) from 
Alexandria, MN to points in ND and SD, 
(d) from Winona, MN to points in IA and 
WI, (e) from Grand Forks, ND to points 
in MN and SD, and (f) from LaCrosse, 

WI to points in IA and MN. (Hearing 
site: Minneapoiis-St. Paul. MN.) 

MC 144428 (Sub-lOF), filed February 4, 
1980. This application was published 
initially on April 22,1980, and is 
republished to show (1) destination 
points in ME in lieu of MI, and (2) Joseph 
A. Reed as applicant's representative in 
lieu of Michael Gallagher. Applicant: 
TRUCKADYNE, INC., Route 16, 

Mendon, MA 01756. Representative: 
Joseph A. Reed (same address as 
applicant). Contract carrier, 
transporting (1) computer cabinets, 
computer housings, and computer parts, 
and (2) hardware used in the 
manufacture of the commodities in (1), 
between points in IL, on the one hand, 
and, on the other, points in ME, MA, and 
NH. under continuing contract(s) with 
Data General Corporation of Westboro, 
MA. (Hearing site: Boston or Worcester, 
MA.) 

MC 144688 (Sub-44F), filed March 24, 
1980. Applicant: READY TRUCKING. 
INC., 2717 Campbell Blvd.. Ellenwood, 

GA 30049. Representative: Lavern R. 
Holdeman, P.O. Box 81849, Lincoln. NE 
68501. Transporting (1) fireplaces and 
fireplace accessories, and (2) materials, 
equipment, and supplies used in the 
manufacture and distribution of 
fireplaces and fireplace accessories 
(except in bulk), between the facilities of 
Marco Manufacturing, Inc., at or near 
Louisville, KY, on the one hand, and, on 
the other, those points in the U.S. in and 


east of MN, IA. NE, KS. MO. AR. and 
LA. (Hearing site: Atlanta, GA, or 
Louisville, KY.) 

MC 144688 (Sub-45F), filed March 24. 
1980. Applicant: READY TRUCKING, 
INC., 2717 Campbell Blvd., Ellenwood, 
GA 30049. Representative: Lavern R. 
Holdeman, P.O. Box 81849, Lincoln, NE 
68501. Transporting (1) such 
commodities as are dealt in by food and 
drug business houses (except in bulk), 
and (2) materials, equipment and 
supplies used in the manufacture and 
distribution of the commodities in (1) 
(except in bulk), (1) between the 
facilities of the Clorox Company at or 
near (a) Atlanta, GA, (b) Tampa, FL, (c) 
Charlotte, NC, (d) Houston, TX, (e) 
Kansas City. MO, (f) Chicago. IL, (g) 
Cleveland, OH, (h) Frederick, MD, and 
(i) Jersey City, NJ, on the one hand, and, 
on the other, points in AL. AR, CO, DE, 
FL. GA, IL. IN, IA, KS. KY, LA, MD, MI. 
MN, MS, MO, NE, NJ, NM, NY, NC, ND, 
OH, OK, PA, SC. SD, TN, TX. VA, WV, 
WI and WY; and (2) from Atlanta, GA, 
to French Lick, IN. (Hearing site: 

Atlanta, GA.) 

MC 144858 (Sub-30F). filed March 24, 
1980. Applicant: DENVER SOUTHWEST 
EXPRESS. INC., P.O. Box 9799, Little 
Rock, AR 72209. Representative: Scott E. 
Daniel, 800 Nebraska Savings Bldg., 1623 
Famam St., Omaha, NE 68102. 
Transporting foodstuffs (except in bulk), 
from the facilities of Thomas J. Lipton, 
Inc. at or near Independence, MO, to 
points in FL, GA, IL, KY, LA, MN. NJ, 

NC, OH, TN, TX, and WI, restricted to 
traffic originating at the named facilities. 
(Hearing site: Kansas City, MO.) 

MC 144908 (Sub-3F), filed March 21, 
1980. Applicant: ZENITH TRANSPORT, 
LTD., 2381 Rogers Ave., Coquitlam, B.C., 
Canada V3J 6Z4. Representative: George 
R. LaBissoniere, 1100 Norton Bldg., 
Seattle, WA 98104. Contract carrier, 
transporting coffee and rubber mats, 
between ports of entry on the 
international boundary line between the 
U.S. and Canada at points in WA. on the 
one hand, and, on the other, points in 
CA and AZ, under a continuing 
contract(s) with Nabob Foods, Ltd., of 
Burnaby, B.C., Canada, and Northwest 
Rubber Mats, Ltd., of Pitt Meadows, 

B.C., Canada. (Hearing site: Seattle, 

WA.) 

MC 145018 (Sub-15F), filed March 14, 
1980. Applicant: NORTHEAST 
DELIVERY. INC.. P.O. Box 127. Taylor, 
PA 18517. Representative: John W. 

Frame, Box 626, 2207 Old Gettysburg 
Rd., Camp Hill, PA 17011. Transporting 
milk food preparations, soybean milk 
compounds, and plastic articles (except 
in bulk), and materials used in the 
manufacture and distribution of the 
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above-named commodities, from the 
facilities of Ross Laboratories, Division 
of Abbott Laboratories, Inc., at or near 
Altavista. VA, to points in ME, NH, VT, 
CT. MA. RI. MD. DE, NY. N] and PA. 
(Hearing site: Harrisburg, PA.) 

MC 146078 (Sub-21F), filed March 21, 
1980. Applicant: CAL-ARK, INC., 854 
Moline, P.O. Box 610, Malvern. AR 
72104. Representative: John C. Everett, 
140 E. Buchanan, P.O. Box A, Prairie 
Grove, AR 72753. Transporting metal 
cans and metal con ends, from the 
facilities of the Continental Can 
Company—U.S.A. at Longview and 
Houston, TX. to points in AR, OK, KS, 
and MS. (Hearing site: Longview or 
Houston, TX.) 

MC 146529 (Sub-2F), filed August 6, 

1979. This application, published 
originally on February 14,1980, is being 
republished to include Clarksville, MO, 
as an origin point. Applicant: 
RANDOLPH S. MARR. 25 Oakdale 
Drive. Springfield, IL 62707. 
Representative: Robert T. Lawley, 300 
Reisch Building, Springfield. IL 62701. To 
operate as a contract carrier, by motor 
vehicle, in interstate or foreign 
commerce, over irregular routes, 
transporting cement, from Clarksville, 
Festus. and St. Louis. MO, to Chatham, 
Curran, and Springfield. IL. under 
continuing contract(s) with Barker-Lubin 
Co., of Springfield. IL. 

MC 147199 (Sub-3F), filed February 25. 

1980. Applicant: M W M TRUCKING, 
INC.. P.O. Box 736,1400 Chestnut St., 
Ottawa, IL 61350. Representative: 
Edward D. McNamara. Jr.. 907 South 
Fourth St., Springfield, IL 62703. 
Transporting (1) silica sand, from points 
in LaSalle County, IL, to points in the 
U.S. in and east of ND. SD, WY. CO. and 
NM; and (2) sand, from points in LaSalle 
County. IL, to points in ND, SD, NE, KS. 
OK, TX, MN. IA, MO, AR, LA, Wl TN. 
MS, AL, KY. IN. MI, OH. WV. VA, NC, 
SC, GA, FL, DE, MD. NJ, NY, RI, CT. 

MA, VT. NH, PA, and ME. (Hearing site 
Springfield, IL. or St. Louis, MO.) 

MC 147699 (Sub-3F), filed March 21, 
1980. Applicant: DOWNING EXPRESS, 
INC., RR #2, Box 34, Tuscola. IL 61953. 
Representative: Paul J. Maton, 10 S. 
LaSalle St., Chicago, IL 60603. Contract 
carrier, transporting mobile office 
trailers, (1) between the facilities of 
Whitley Manufacturing Corporation at 
or near South Whitley, IN, and points in 
IL, and (2) between Chicago. IL and 
points in WI. (Hearing site: Chicago, IL.) 

MC 147708 (Sub-3F), filed March 24, 
1980. Applicant: AIWF 
TRANSPORTATION CORPORATION, 
Route 30, Exton. PA 19341. 
Representative: J. Max Harding, P.O. 

Box 82028, Lincoln. NE 68501. Contract 


carrier, transporting toys, games, 
sporting goods, baby furniture and 
bicycles, (A) from points in the U.S. 
(except AK and HI) to Cleveland, OH, 
Baltimore, MD, Platea. PA. Atlanta, GA. 
and Fort Lauderdale, VU and (B) 
between Cleveland, OH, Baltimore, MD, 
Platea, PA, Atlanta, GA. and Fort 
Lauderdale, FL, restricted to traffic 
destined to the facilities used by Lionel 
Leisure, under a continuing contract(s) 
with Lionel Leisure, of Philadelphia, PA. 
(Hearing site: Philadelphia, PA.) 

MC 148008 (Sub-2P), filed March 10, 
1980. Applicant: RUSSELL HEBERER, 
d.b.a. P.J.'s TRUCKING COMPANY, 
Route 1, Kewaskum, WI 53040. 
Representative: Frank M. Coyne, 25 
West Main St., Madison, WI 53703. 
Transporting (1) electrical appliances 
and fabricated metal products, from 
Hartford, WI, to Jonesboro and 
Jacksonville, AR, Atlanta, Gainsville 
and Cedartown, GA, Dallas and 
Houston, TX, Nashville, TN, New 
Orleans, LA, Tampa, FL, North 
Wilkesboro, NC. Old Forge, PA, 
Columbus, OH, Chicago. IL, and 
Minneapolis, MN. and (2) materials and 
supplies used in the manufacture of the 
commodities in (1) from Chicago, IL, 
Columbus, OH. Detroit MI, Gainsville, 

GA, Jacksonville and Jonesboro, AR, 
Long Beach, MS, Houston, TX, and Old 
Forge, PA, to Hartford, WI. (Hearing 
site: Madison, WI.) 

MC 148598 (Sub-4F), filed March 21, 
1980. Applicant: BATROCK. INC., U.S. 
Hwy 127 North, P.O. Box 220, 
Lawrenceburg, KY 40342. 

Representative: Robert H. Kinker. 314 
West Main St., P.O. Box 464, Frankfort, 
KY 40602. Transporting (1) such 
merchandise as is dealt in by food 
stores and grocery houses, and (2) 
materials, equipment, and supplies used 
in the manufacture and distribution of 
the commodities in (lj, between the 
facilities of The Clorox Company at or 
near Forest Park, GA, on the one hand, 
and, on the other, points in KY. (Hearing 
site: Louisville, KY.) 

Note.—The person or persons who appear 
to be in common control of applicant and 
another regulated carrier must either file an 
application for approval of common control 
under 49 U.S.C. $ 11343, or submit an 
affidavit indicating why such approval is 
unnecessary. 

MC 148949 (Sub-lF), filed March 20. 
1980. Applicant: FOURWAY 
TRANSPORTATION CO., INC., P.O. 

Box 1146, Delran, NJ 08075. 
Representative: Eric Meierhoefer, 1511 K 
St., NW, Washington. DC 20005. 
Transporting roofing cement, from East 
Rutherford and Clark, NJ, to points in 

FL. (Hearing site: Elizabeth, NJ.) 


MC 149089 (Sub-lF), filed January 23, 
1980. Applicant: WALPOLE 
TRANSPORTATION CO.. INC., 275 
Stone Street, P.O. Box 387. Walepole, 

MA 02081. Representative: James M. 
Bums, 1383 Main Street, Suite 413, 
Springfield. MA 01103. Contract carrier 
transporting paper and paper articles 
and new furniture and store and office 
fixtures, from Walpole, MA to points in 
ME. NH, VT, CT. RI, and NY under 
continuing contract(s) with Henry S. 
Wolkins Co., of Walpole, MA. (Hearing 
site: Boston. MA, or Washington, DC.) 

Note.—Dual operations may be involved. 

MC 149218 (Sub-2F), filed February 19. 
1980, previously noticed in Federal 
Register issue of April 22.1980. 
Applicant: SUNBELT EXPRESS INC.. 

118 Hamilton, Circle, Bremen, GA 30110. 
Representative: John J. Capo. P.O. Box 
720434, Altanta, GA 30328. Transporting 
(1) containers, container closures, 
container components, and packaging 
products, and (2) materials, equipment, 
and supplies used in the manufacture 
and distribution the commodities in (1) 
(except commodities in bulk), between 
points in AL, AR, FL, GA, IL. IN, KY, LA, 
MO. MS, NC. OH, SC, TN, VA, and WV. 
(Hearing site: Atlanta, GA, or 
Washington, DC.) 

Note.—This republics tfon broadens the 
commodity description. 

MC 150029 (Sub-lF), filed March 3, 
1980. Applicant: CHARLES B. 
HARRINGTON, d.b.a. TRANS TEXAS 
COACHES, 4415 West County Rd., 
Odessa. TX 79762. Representative: Mike 
Cotten. P.O. Box 1148, Austin, TX 78767. 
(A) over regular routes, transporting 
passengers and their baggage and 
express and newspapers, in the same 
vehicle with passengers, (1) between 
Midland and Odessa, TX over U.S. Hwy 
80 and Interstate Hwy 20, serving all 
intermediate points and the Midland- 
Odessa Airport; (2) between Odessa and 
Presidio, TX: From Odessa over U.S. 
Hwy 385 to McCamey, then over U.S. 
Hwy 67 to Presidio, and return over the 
same route, serving all intermediate 
points; and (3) between McCamey and 
San Angelo, TX over U.S. Hwy 67, 
serving all intermediate points; and (B) 
over irregular routes, transporting 
passengers and their baggage, in the 
same vehicle with passengers, in round 
trip charter and special operations, 
beginning and ending at points on the 
routes described in Part (A) and 
extending to points in the U.S. (except 
AK and HI). (Hearing site: Odessa, TX.) 

MC 150168 (Sub-lF). filed March 24, 
1980. Applicant: AJ & COMPANY, 423 
Amelia, Plymouth, MI 48170. 
Representative: John Allman (same 
address as applicant.) Contract carrier. 
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transporting ammonium phosphate 
(except in bulk), from Detroit, Ml. to 
Boonton, NJ. Hanover, PA. Columbus. 
OH, Marinette, Wl, Bridgeton, NJ, Avon. 
PA, and Trussville, AL, under continuing 
contract(s) with Celex Corporation, of 
Plymouth, MI. (Hearing site: Lansing, MI, 
or Chicago, 1L.) 

MC 150229 (Sub-lF), filed March 21. 
1980. Applicant: CENTRAL 
PETROLEUM TRANSPORT, JNC., P.O. 
Box 662, Sergeant Bluff, IA 51054. 
Representative: Larry D. Knox, 600 
Hubbell Bldg., Des Moines, IA 50309. 
Transporting (1) anhydrous ammonia, 

(a) from Marshalltown, LA and those 
points in IA on, west, and north of a line 
beginning at the LA-MN State line and 
extending along Interstate Hwy 35 to 
junction Interstate Hwy 80, then west 
along Interstate Hwy 80 to the LA-NE 
State line, to points in MN, SD, and NE, 
and (b) from the facilities of Cominco 
American, Inc. at or near Greenwood, 

NE, to points in MN, SD, and IA; and (2) 
dry fertilizer, from the facilities of 
Cominco American, Inc. at or near 
Hoag, NE, to points in MN, SD, and LA. 
(Hearing site: Omaha, NE.) 

MC 150299 (Sub-lF), filed March 6. 
i980. Applicant: WARREN OIL 
TRANSPORTATION CO., INC., 727 
South 13th St., Omaha, NE 68102. 
Representative: Donald L. Stem, Suite 
610, 7171 Mercy Rd„ Omaha, NE 68106. 
Contract carrier, transporting (a) such 
commodities as are dealt in or used by 
manufacturers, distributors, or retailers 
of automotive service, repair and care 
products, between points in LA, NE, KS, 
OK. TX. CO, WY, MI, SD, MN. MO, MT. 
ND, IL, UT, and WI, on the one hand, 
and, on the other, Omaha, NE. under 
continuing contract(s) with (1) Warren 
Oil Company, of Omaha, NE, (2) 

Terminal Packaging Corporation, of 
Omaha, NE, (3) Dow Chemical Co., of 
Shawnee Mission, KS, and (4) BASF- 
Wyandotte Corp., of Parsippany, NJ; and 

(b) livestock care products, from 
Omaha, NE, to points in IA, NE, KS. OK, 
TX. CO, WY. SD. MN, MO, MT, ND, IL, 
UT, and Wl, under continuing 
contract(s) with Famam Companies, a 
subsidiary of Warren Oil Company, of 
Omaha, NE. (Hearing site: Omaha, NE.) 

MC 150399F, filed March 24,1980. 
Applicant: CHARTER BUS SERVICE, 
INC., 722 North Third St., Milwaukee, 

WI 53203. Representative: William C. 
Dineen. 412 Empire Building. 710 North 
Plankinton Ave., Milwaukee, Wl 53203. 
Transporting Passengers and their 
baggage, in charter operations, between 
points in the U.S., (including AK and 
HI), under a continuing contract(s) with 
Travel & Tour Service, Inc., of 


Milwaukee, WI. (Hearing site: 
Milwaukee or Madison, WI.) 

Volume No. 223 

Decided: June 20.1980 

By the Commission. Review Board Number 
1. Members Carleton, Joyce and Jones. 

MC 5888 (Sub-49F), filed March 31, 
1980. Applicant: MID-AMERICAN 
LINES, INC., 127 West Tenth St., Kansas 
City, MO 64105. Representative: Edward 
G. Bazelon, 39 South LaSalle St. 

Chicago, IL 60603. Transporting (a) iron 
and steel articles, from the facilities of 
North Star Steel Company at Monroe, 
MI, to points in IA, IL, IN, KS, MN, MO, 
OH, and WI, and (b) materials, 
equipment, and supplies used in the 
manufacture and distribution of iron and 
steel articles (except commodities in 
bulk), in the reverse direction. (Hearing 
site: Chicago, IL.) 

MC 18088 (Sub-65F), filed March 28. 
1980. Applicant: FLOYD & BEASLEY 
TRANSFER COMPANY, INC., P.O. 
Drawer 8, Sycamore, AL 35149. 
Representative: Charles Ephraim, 1250 
Connecticut Ave. NW., Washington, DC 
20036. Transporting general 
commodities (except classes A and B 
explosives, and commodities in bulk), 
between the facilities of Kimberly-Clark 
Corporation at points in Richmond 
County, GA, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the named facilities. 
(Hearing site: Washington, DC.) 

MC 18738 (Sub-65F), filed February 15, 
1980. Applicant: SIMS MOTOR 
TRANSPORT LINES. INC., 610 West 
138th Street. Riverdale, IL 60627. 
Representative: Eugene L Cohn, One 
North LaSalle Street, Chicago, IL 60602. 
Transporting iron and steel structural 
beams, steel plates, steel angles, steel 
bars, steel sheets, steel pipe, and steel 
wire, between points in IL. IN, KY, and 
OH. (Hearing site: Chicago, IL.) 

MC 30139 (Sub-14F), filed February 26, 
1980. Applicant: HOLMES 
TRANSPORTATION, INC., 550 
Cochituate Rd.. Framingham, MA 01701. 
Representative: Joseph M. Klements, 84 
State St., Boston, MA 02109. 

Transporting general commodities 
(except those of unusual value, class A 
and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), between those 
points in that part of PA on, north, and 
east of a line beginning at the NJ-PA 
State Line and extending over U.S. Hwy 
202 to Montgomeryville, then over PA 
Hwy 309 to Tunkhannock, then over U.S. 
Hwy 6 to junction of the Wyoming- 
Bradford County line, then along the 


Wyoming-Bradford County line to 
junction of the Bradford-Susquehanna 
County line, then over the Bradford- 
Susquehanna County line to the PA-NY 
State line, on the one hand, and, on the 
other, points in Washington. Saratoga, 
Albany, and Rensselaer Counties. NY. 
and points in NY on applicant’s existing 
regular routes extending generally 
between New York City, Newburgh, 
Albany, and Glens Falls, NY, on the 
east, and, on the west, Elmira and 
Binghamton, NY. (Hearing site: 
Binghamton, NY, or Philadelphia, PA.) 

Note.—The purpose of this application is to 
eliminate the gateway of New York. NY. 
Applicant intends to tack this authority with 
its otherwise authorized regular-route 
operations. 

MC 31389 (Sub-299F). filed March 27, 
1980. Applicant: McLEAN TRUCKING 
COMPANY, a corporation, 1920 West 
First St., Winston-Salem, NC 27104. 
Representative: David F. Eshelman, P.O. 
Box 213, Winston-Salem, MC 27102. 
Transporting general commodities 
(except those of unusual value, class A 
and B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment), serving the facilities 
of the Hanna Mining Corporation at or 
near Riddle. OR as an off-route point in 
connection with applicant’s regular 
route operations. (Hearing site: 
Cleveland, OH, or Portland, OR.) 

MC 33298 (Sub-4F), filed May 19,1980. 
Applicant: SCHOCK TRANSFER AND 
WAREHOUSE CO.. INC., 45 Osage 
Ave., Kansas City, KS 66105. 
Representative: Clyde N. Christey, KS 
Credit Union Bldg., 1010 Tyler, Suite 
110L, Topeka, KS 66612. Transporting (1) 
paper and paper products, from the 
facilities of Packaging Corporation of 
America in the Kansas City, MO-Kansas 
City, KS, commercial zone, to points in 
AR, IA, IL. KS. MO. NE, and OK. and (2) 
materials, equipment and supplies used 
in the manufacture and distribution of 
the commodities in (1) above, in the 
reverse direction. (Hearing site: Kansas 
City. MO.) 

MC 35628 (Sub-432F), filed April 18. 
1980. Applicant: INTERSTATE MOTOR 
FREIGHT SYSTEM, P.O. Box 175,110 
Ionia Ave. NE., Grand Rapids, Mi 49501. 
Representative: Robert W. Gerson, 1400 
Candler Bldg., Atlanta, GA 30303. Over 
regular routes, transporting general 
commodities (except those of unusual 
value. Classes A and B explosives, 
commodities in bulk, and those requiring 
special equipment), (1) between Little 
Rock, AR, and Nashville, TN, over 
Interstate Hwy 40. serving junction of 
Interstate Hwy 40 and Interstate Hwy 55 
for purposes of joinder only, and serving 
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W. Memphis, AR, Memphis, TN, and all 
points between Memphis and Nashville 
as intermediate points, (2) between 
Memphis, TN, and Atlanta, GA, from 
Memphis, TN, over U.S. Hwy 78 to 
junction Interstate Hwy 20, then over 
Interstate Hwy 20 to Atlanta, GA, and 
return over the same route, serving all 
intermediate points, (3) between 
Memphis, TN, and Chattanooga, TN, 
from Memphis, TN, over U.S. Hwy 64 to 
junction Interstate Hwy 24, then over 
Interstate Hwy 24 to Chattanooga, TN, 
and return over the same route, serving 
all intermediate points, and (4) between 
Memphis, TN, and junction U.S. Hwy 
431 and Interstate Hwy 20, from 
Memphis, TN, over U.S. Hwy 72 to 
junction U.S. Hwy 43, then over U.S. 

Hwy 72 Alt. to Decatur. AL, then over 
U.S. Hwy 72 Alt. or U.S. Hwy 31 to 
Interstate Hwy 65, then over Interstate 
Hwy 65 to U.S. Hwy 278, then over U.S. 
Hwy 278 to junction U.S. Hwy 431, and 
then over U.S. Hwy 431 to Interstate 
Hwy 20, serving all intermediate points. 
Applicant intends to tack the sought 
route to its existing authority. (Hearing 
site: Atlanta, GA, or Birmingham, AL.) 

MC 47149 (Sub-20F), filed May 19. 

1980. Applicant: C. D. AMBROSIA 
TRUCKING CO., R. D. #1. Edinburg, PA 
16116. Representative: William J. 

Lavelle, 2310 Grant Bldg., Pittsburgh, PA 
15219. Transporting coal, in bulk, in 
dump vehicles, from Mahoning Creek 
Mine in Armstrong County, PA, to points 
in OH, and those points in NY on and 
west of a line beginning at the PA-NY 
State line and extending over U.S. Hwy 
11 to junction NY Hwy 13, and then over 
NY Hwy 13 to Lake Ontario. (Hearing 
site: Pittsburgh, PA.) 

MC 52709 (Sub-392F), filed May 19, 
1980. Applicant: RINGSBY TRUCK 
LINES, INC., 3980 Quebec St.. P.O. Box 
7240, Denver, CO 80207. Representative: 
Rick Barker (same address as 
applicant). Transporting general 
commodities (except those of unusual 
value, commodities in bulk, and those 
requiring special equipment), from 
Brooklyn, NY, to Denver, CO. Kansas 
City, MO, and Omaha, NE, restricted to 
the transportation of traffic moving on 
freight forwarder bills of lading. 

(Hearing site: Denver, CO, or New York, 
NY.) 

MC 52709 (Sub-393F), filed May 19, 
1980. Applicant: RINGSBY TRUCK 
LINES. INC., 3980 Quebec St., P.O. Box 
7240, Denver, CO 80207. Representative: 
Rick Barker (same address as 
applicant). Transporting (1) scrap paper, 
from Boulder, CO, to Chandler, AZ, (2) 
fire retardant chemicals , from Chandler, 
AZ, to Superior, CO. (3) insulation , from 
Superior, CO, to Chandler and Phoenix, 


AZ, and (4) chemicals (except in bulk), 
from Chandler and Phoenix, AZ, to 
Fargo, ND, and Chicago. IL. (Hearing 
site: Denver, CO.) 

MC 56679 (Sub-162F), filed March 28, 
1980. Applicant: BROWN TRANSPORT 
CORP., 352 University Ave. SW„ 

Atlanta, GA 30310. Representative: 

David L. Capps, P.O. Box 6985, Atlanta, 
GA 30315. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment). (1) 
between Baltimore, MD, on the one 
hand, and, on the other, Graham, WV 
and Cambridge, OH, and (2) from 
Sunbright, VA to Norfolk and Richmond, 
VA, restricted to traffic having an 
immediately prior, or subsequent 
movement by water. (Hearing site: 
Baltimore, MD, or Washington, DC.) 

MC 64808 (Sub-45F), filed March 25, 
1980. Applicant: W. S. THOMAS 
TRANSFER, INC., 1854 Morgantown 
Ave., Fairmont, WV 26554. 
Representative: Henry M. Wick, Jr., 2310 
Grant Bldg., Pittsburgh. PA 15219. 
Transporting such commodities as are 
dealt in or used by manufacturers and 
distributors of glass and glass products 
(except commodities in bulk), between 
points in MI, IL, MO, LA, MS, AL, FL, 

GA, SC. NC. TN, KY, VA, WV. DE. MD. 
IN, OH, PA, NJ. NY, CT, RI, MA. NH. 

VT, ME, and DC. restricted to traffic 
originating at or destined to the facilities 
of Anchor Hocking Corporation or its 
subsidiaries: (a) Shenango China Co., (b) 
Phoenix Glass Co., (c) Carrlowery Glass 
Co., and (d) Mole Craft, Inc., (Hearing 
site: Washington, DC, or Columbus, 

OH.) 

MC 98979 (Sub-3F), filed March 24, 
1980. Applicant: MIILER BROS. INC., 

306 North 8th Ave., Greeley. CO 80631. 
Representative: Jack B. Wolfe, 350 
Capitol Life Center, 1600 Sherman St.,* 
Denver, Co 80203. Transporting general 
commodities (except classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those which because of size or 
weight require the use of special 
equipment), between Denver, Ft. Collins, 
and Greeley, CO, on the one hand, and, 
on the other, points in Larimer and Weld 
Counties, CO, restricted to traffic having 
a prior or subsequent movement by rail. 
(Hearing site: Denver, CO.) 

MC 108119 (Sub-251F), filed February 
27,1980. Applicant: E. L. MURPHY 
TRUCKING COMPANY, a corporation, 
P.O. Box 43010, St. Paul, MN 55164. 
Representative: James L Nelson, 1241 
Pierce Butler Route, St. Paul, MN 5104. 
Transporting (1) road building 


machinery and equipment (except in 
towaway service), and (2 ) parts, 
materials, and supplies for the 
commodities in (1), between the 
facilities of E. D. Itnyre at or near 
Oregon, IL, on the one hand, and, on the 
other, points in the U.S. (except AK and 
HI). (Hearing site: Chicago. IL.) 

MC 108589 (Sub-32F). filed March 27, 
1980. Applicant: EAGLE EXPRESS CO., 
a corporation, 11425 Williamson Rd., 
Cincinnati, OH 45241. Representative: 
Henry E. Seaton, 929 Pennsylvania Bldg., 
425 13th St. NW., Washington, DC 20004. 
Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), serving the facilities of Big 
Dollar Warehouse near Cookeville, TN, 
as an off-route point in connection with 
applicant*s otherwise authorized regular 
route operations. (Hearing site: 
Cookeville. TN.) 

MC 110729 (Sub-6F), filed March 17, 
1980. Applicant: MICHAEL ZALUZNY, 
Pond Road, Vernon, VT 05354. 
Representative: David M. Marshall, 101 
State St., Suite 304, Springfield, MA 
01103. Transporting such commodities 
as are dealt in by manufacturers or 
distributors of agricultural commodities 
and retail store products (except in tank 
vehicles), between points in ME, NH, 

VT, CT, RI, MA. and NY. (Hearing site: 
Syracuse or Albany, NY, or Boston, 

MA.) 

MC 110988 (Sub-420F), filed March 17, 
1980. Applicant: SCHNEIDER TANK 
LINES. INC., 4321 W. College Ave., 
Appleton, WI 54911. Representative: 
Matthew J. Reid, Jr., P.O. Box 2298, 

Green Bay, WI 54306. Transporting non- 
hazardous chemicals, in compartmented 
trailers, from Clavert City, KY to Los 
Angeles, Richmond, and Oakland, CA 
and Salt Lake City. UT. (Hearing site: 
Chicago, IL, or Washington, DC.) 

MC 111548 (Sub-29F), filed March 11, 
1980. Applicant* SHARPE MOTOR 
LINES, INC., P.O. Box 517, Hildebran, 

NC 28637. Representative: Edward G. 
Villalon, 1032 Pennsylvania Building, 
Pennsylvania Ave. and 13th St., NW., 
Washington, DC 20004. Transporting (1) 
iron and steel screws and bolts, cold 
heading wire stems, and cold heading 
wire coils, in drums, and (2) materials 
used in the manufacture of the 
commodities in (1) above, from Addison, 
' Wheaton, and Chicago, IL, to the 
facilities of Southern States Fastners, 
Inc., at or near Hickory, NC. (Hearing 
site: Hickory, NC) 

MC 112989 (Sub-124F), filed March 31. 
1980. Applicant: WEST COAST TRUCK 
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LINES, INC., 85647 Hwy 09 South, 
Eugene, OR 97405. Representative: John 
W. White, Jr. (same address as 
applicant). Transporting aluminum and 
aluminum products, from The Dalles OR 
to points in AZ and TX. (Hearing site: 
Portland, OR.) 

Note.—Dual operations may be involved. 
MC 114969 (Sub-94F), filed March 31. 
1980. Applicant: PROPANE 
TRANSPORT. INC., 1734 State Route 
131, P.O. Box 232, Milford, OH 45150. 
Representative: Norman R. Garvin, 1301 
Merchants Plaza, Indianapolis, IN 46204. 
Transporting liquefied petroleum gas, 
from Kankakee, IL to points in IN. 
Condition: Any certificate issued in this 
proceeding shall be limited in point of 
time to a period expiring 5 years from 
the date of issuance of the Certificate. 
(Hearing site: Indianapolis, IN, or 
Chicago, IL.) 

MC 119399 (Sub-127F), filed March 4, 
1980. Applicant: CONTRACT 
FREIGHTERS, INC., P.O. Box 1375, 2900 
Davis Blvd.. Joplin, MO 64801. 
Representative: Thomas P. O’Hara 
(same address as applicant). 
Transporting bakery goods, flour, meal, 
dough, chips, twists or puffs, nuts and 
cheese spreads (except commodities in 
bulk), from the facilities of Nabisco, Inc., 
at Houston. TX, to points in AR, CO, IA, 
IN, IL, KS. MI. MN, MO, ND. NE, OH, 

OK, SD, TN. WI, and WY. (Hearing site: 
Houston, TX.) 

MC 119399 (Sub-130F), filed March 31, 
1980. Applicant: CONTRACT 
FREIGHTERS. INC,, P.O. Box 1375, 2900 
Davis Blvd., Joplin. MO 64801. 
Representative: Thomas P. O’Hara 
(same address as applicant). 

Transporting mineral wool products, 
from the facilities of Rockwool 
Industries, Inc., at (a) Alexandria, IN, (b) 
Belton, TX, (c) Cameron. MO, and (d) 
Pueblo, CO, to points in AL, AR, FL, GA, 
KS, KY. IA. IL, IN, LA. MO, MI. MS. NE, 
NC. ND. OH. OK, PA. SD. SC. TX, TN, 

WI, WV, and VA. (Hearing site: Denver, 
CO, or Kansas City, MO.) 

MC 123649 (Sub-8F), filed March 31, 
1980. Applicant: MACILL TRUCK 
LINES, INC., 211 West 53rd North. 
Wichita, KS 67204. Representative: 

Lester C. Arvin. 814 Century Plaza Bldg., 
Wichita, KS 67202. Transporting 
livestock and grain trailers, in towaway 
service, from Denver, CO to Wichita, 

KS. (Hearing site: Wichita, KS. or 
Denver, CO.) 

MC 125368 (Sub-109F). filed March 27, 
1980. Applicant: CONTINENTAL 
COAST TRUCKING COMPANY, INC. 
P.O. Box 26. Holly Ridge, NC 28445. 
Representative: C. W. Fletcher (same 
address as applicant). Transporting flat 


glass, from the facilities of PPG 
Industries at or near (a) Crystal City, 
MO, (b) Kerbert Park and Mt. Holly 
Springs, PA, and (c) Mt. Zion, EL, to 
Hartford, CT, Jacksonville, FL, Los 
Angeles, CA, Cockeyville, MD, Ford 
City, PA. Wilsonviile, OR, Norfolk. VA. 
Rochester, NY, and Houston, TX. 
(Hearing site: Washington, DC, or 
Pittsburgh, PA.) 

MC 125708 (Sub-200F), filed March 28, 
1980. Applicant: THUNDERBIRD 
MOTOR FREIGHT LINES, INC., 425 W. 
152nd St., East Chicago, IN 46312. 
Representative: Anthony C. Vance, 1307 
Dolley Madison Blvd., McLean, VA 
22101. Transporting (1) farm equipment, 
parts and supplies, from the facilities of 
Tote Co., at Lenox, IA, to points in WI, 
IN. OH. KS, MO, OK, TX. NE. CO. MN, 
MI, ND. and SD, and (2) materials, 
equipment, parts and supplies used in 
the production of farm equipment, from 
Chicago and Arthur, IL, St. Joseph, MO, 
Fai^go, ND, and Sioux Falls, SD. to the 
facilities of Tote Co., at Lenox, LA, 
restricted to traffic originating at or 
destined to the named facilities. 

(Hearing site: Des Moines, IA, or 
Washington, DC.) 

MC 129328 (Sub—17F), filed March 31, 
1980. Applicant: PALTEX TRANSPORT 
CO., a corporation, P.O. Box 296, 
Palestine, TX 75801. Representative: 
Kenneth R. Hoffman, P.O. Box 2165, 
Austin, TX 78768. Contract carrier, 
transporting paper and paper products, 
and materials, equipment, and supplies 
used in the manufacture and distribution 
of paper and paper products (except 
commodities in bulk), between the 
facilities of Sonoco Products Company 
at or near (a) Arlington, Longview and 
Houston, TX, and (b) Henderson, TN, on 
the one hand, and, and the other, points 
in AR, LA, MS, OK, and TX, under a 
continuing contract(s) with Sonoco 
Products Company, of Harstville, SC. 
(Hearing site: Dallas, TX.) 

MC 129908 (Sub-37F), filed March 25. 
1980. Applicant: AMERICAN FARM 
LINES. INC., 8125 S.W. 15th Street, 
Oklahoma City. OK 73107. 
Representative: T. J. Blaylock (same 
address as applicant). Transporting (1) 
plastic bathtubs, hydrotherapy baths, 
power pumps, and wooden tanks, and 
(2) parts and accessories for the 
commodities in (1) from Benicia, Costa 
Mesa and Santa Ana, CA, to points in 
AL. AZ. AR, CO. CT, FL, GA, ID, IL, IN, 
IA, KS, KY, LA, MD. MA, MI. MN, MS, 
MO, MT, NE, NV, NJ, NM, NY, NC. ND. 
OH, OK, OR, PA, SC, SD. TN, TX, UT, 
VA, WA, WV, WI, and WY. (Hearing 
site: San Francisco, CA.) 

MC 129908 (Sub-44F), filed April 25, 
1980. Applicant: AMERICAN FARM 


LINES, INC., 8125 S.W. 15th Street, 
Oklahoma City, OK 73107. 
Representative: John S. Odell (same 
address as applicant). Transporting (1) 
classes A, B, and C explosives, 
ammunition ingredients, weapons, 
blasting supplies, and containers, and 
(2) component parts for ammunition and 
explosives, between points in the U.S. 
(except AK and HI). Condtion: To the 
extent any certificate issued in this 
proceeding authorizes the transportation 
of classes A and B explosives it shall be 
limited in point of time to a period 
expiring 5 years from the date of 
issuance. (Hearing site: Washington, 
D.C.) 

MC 133689 (Sub-339F), filed March 31, 
1980. Applicant: OVERLAND EXPRESS. 
INC., 8051 Naples St. NE. Blaine. MN 
55434. Representative: Robert P. Sack, 
P.O. Box 6010, West St. Paul, MN 55118. 
Transporting such commodities as are 
dealt in by retail department and 
catalog stores (except commodities in 
bulk), between those points in the U.S. 
in and east of ND, SD, NE, KS, OK, and 
TX, restricted to traffic originating at or 
destined to the facilities of Montgomery 
Ward and Co.. Inc. (Hearing site: St. 

Paul, MN.) 

MC 134599 (Sub-180F), filed March 25. 
1980. Applicant: INTERSTATE 
CONTRACT CARRIER 
CORPORATION, 2156 West 2200 South, 
P.O. Box 30303, Salt Lake City, UT 
84127. Representative: Richard A. 
Peterson, 521 South 14th St., P.O. Box 
81849, Lincoln, NE 68501. Contract 
carrier, transporting children's vehicles, 
from Cannonsburg and Houston, PA, to 
points in the U.S. (except AK and HI), 
under continuing contract(s) with Mattel 
Toys, a division of Mattel, Inc. (Hearing 
site: Lincoln. NE, or Salt Lake City, UT.) 

Note.—Dual operations may be involved. 

MC 136168 (Sub-43F), filed March 24. 
1900. Applicant: WILSON CERTIFIED 
EXPRESS. INC., P.O. Box 3326, Des 
Moines, IA 50316. Representative: 

Donald L Stem, Suite 610, 7171 Mercy 
Rd., Omaha, NE 68106. Contract carrier, 
transporting (1) meats, meat products, 
meat by-products, and articles 
distributed by meat-packing houses, as 
described in sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 M.C.C. 
209 and 766 (except hides and 
commodities in bulk), from the facilities 
of Wilson Foods Corporation at (a) 

Albert Lea. MN, to points in KS, NE and 
IA, (b) Cedar Rapids, IA to points in KS. 
NE, and MN, and (3) Cherokee and Des 
Moines. IA to points in KS, NE, MiN and 
MO; and (2) materials, equipment, and 
supplies used in the manufacture and 
distribution of the commodities in (1) 
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(except commodities in bulk, and those 
requiring special equipment), in the 
reverse directions in (a), (b), and (c) 
above, under continuing contract(s) with 
Wilson Foods Corporation of Oklahoma 
City, OK. (Hearing site: Oklahoma City, 
OK, or Omaha, NE.) 

Note.—Dual operations may be involved. 

MC 138308 (Sub-109F). filed March 5. 
1980. Applicant: KLM, INC., Old Hwy 49 
South, P.O. Box 6098, Jackson, MS 39208. 
Representative: Donald B. Morrison, 

P.O. Box 22628, Jackson. MS 39205. 
Transporting such commodities as are 
dealt in or used by retail, wholesale, 
discount or variety stores (except 
commodities in bulk), from points in the 
U.S (except AK and HI), to points in AL, 
FL, GA, LA, MS. and TX. (Hearing site: 
Jackson, MS, or Washington. DC.) 

Note.—Dual operations are involved. 

MC 139299 (Sub-4F). filed March 25, 
1980. Applicant: UNRUH GRAIN. INC., 
P.O. Box 187, Copeland, KS 67837. 
Representative: Clyde N. Christey, KS 
Credit Union Bldg., 1010 Tyler, Suite 
110L, Topeka, KS 66612. Transporting (3) 
dry feed and dry feed supplements, from 
the facilities of Ralston-Purina Co. at or 
near Liberal, KS, to the facilities of CRI 
Feeders, Inc. near Rolla, OK; and (2) dry 
animal and poultry feed, dry feed 
supplements, and animal health 
products, from the facilities of Ralston- 
Purina Co. at or near Liberal and 
Wichita, KS, to points in OK. (Hearing 
site: Kansas City. Mo.) 

MC 140379 (Sub-12F), filed March 17, 
1980. Applicant: TRANSPORT 
SERVICE, INC., 216 Amaral St. P.O. Box 
4167, East Providence, RI 02914. 
Representative: Jeffrey A. Vogelman, 
Suite 400, Overlook Bldg., 6121 Lincolnia 
Rd., Alexandria, VA 22312. Contract 
carrier, transporting (1) band steel, wire 
rods, wire, and steel ingots and billets, 
from the facilities of Washburn Wire 
Company at or near Phillipsdale, RI to 
points in WI, and (2) steel rods, and 
materials, equipment, and supplies used 
in the manufacture of the commodities 
in (1) above (except commodities in 
bulk), from points in WI to North 
Branch, NJ, points in OH, and the 
facilities of Washburn Wire Company at 
or near Phillipsdale, RI, under 
continuing contract(s) with Washburn 
Wire Company, of Rumford, RI. (Hearing 
site: Providence, RI, or Boston, MA.) 

MC 140829 (Sub-359F), filed March 11, 
1980. Applicant: CARGO, INC.. P.O. Box 
206, US Hwy 20, Sioux City, IA 51102. 
Representative: David L. King (same 
address as above). Transporting dry 
beverage mix, confectionery, powdered 
malted milk, and dehydrated malt syrup 
(except commodities in bulk, in tank 
vehicles), from Lincoln, NE, and Villa 


Park, IL, to points in CO, KS, MD, MA, 
MN, NJ, NY, OH, PA, and TX. restricted 
to the transportation of traffic 
originating at the named origins and 
destined to the indicated destinations. 
(Hearing site: Washington, DC.) 

Note.—Dual operations may be involved in 
this proceeding. 

MC 142508 (Sub-150F), filed March 25, 
1980. Applicant: NATIONAL 
TRANSPORTATION. INC., 10810 South 
144th St., P.O. Box 37465, Omaha, NE 
68137. Representative: Lanny N. Fauss, 
P.O. Box 37096, Omaha, NE 68137. 
Transporting meats, meat products, 
meat by-products, and articles 
distributed by meat-packing houses, 
from the facilities of Spencer Foods, Inc. 
at points in NE and IA, to points in the 
U.S. (except AK and HI), restricted to 
traffic originating at the named origins 
and destined to the indicated 
destinations. (Hearing site: Omaha, NE, 
or Sioux City, IA.) 

MC 142508 (Sub-151F), filed March 27, 
1980. Applicant: NATIONAL 
TRANSPORTATION INC., 10810 South 
144th St., P.O. Box 37465, Omaha, NE 
68137. Representative: Lanny N. Fauss, 
P.O. Box 37096, Omaha, NE 68137. 
Transporting barbeque grills and 
camping equipment, from Neosho, MO, 
to points in the U.S. (except AK and HI), 
restricted to traffic originating at the 
named origin and destined to the 
indicated destinations. (Hearing site: 
Springfield or Kansas City, MO.) 

MC 144678 (Sub-13F), filed December 
13,1979. Applicant: AMERICAN 
FREIGHT SYSTEM. INC., 9393 West 
110th Street. Overland Park, KS 66210. 
Representative: Harold H. Clokey (same 
address as applicant). Over regular 
routes, transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
commodities in bulk, commodities 
requiring special equipment, motion 
picture films, parts of motion picture 
projectors, advertising matter and 
tickets), (1) between Sioux Falls, SD, 
and LaCrosse, WI, over Interstate Hwy 
90. (2) between Moorhead, MN, and 
junction U.S. Hwy 52 and Interstate 
Hwy 90, from Moorhead over Interstate 
Hwy 94 to junction U.S. Hwy 52, then 
over U.S. Hwy 52 to junction Interstate 
Hwy 90, and return over the same route, 
(3) between Sioux Falls, SD, and 
Minneapolis. MN. from Sioux Falls over 
Interstate Hwy 90 to junction MN Hwy 
60, then over MN Hwy 60 to junction 
U.S. Hwy 169, then over U.S. Hwy 169 to 
Minneapolis, and return over the same 
route, (4) between East Grand Forks, 
MN, and Sioux City, IA, over U.S. Hwy 
75, (5) between Minneapolis, MN, and 
junction U.S. Hwy 212 and U.S. Hwy 75, 


over U.S. Hwy 212, (6) between Sioux 
City, and Dubuque, IA, over U.S. Hwy 
20, (7) between Davenport, LA, and 
junction Interstate Hwy 80 and 
Interstate Hwy 29, over Interstate Hwy 
80, (8) between Des Moines, IA, and 
Minneapolis. MN. over Interstate Hwy 
35, (9) between Keokuk, IA, and junction 
U.S. Hwy 52 and Interstate Hwy 90, 
from Keokuk, over U.S. Hwy 61 to 
junction U.S. Hwy 52, then over U.S. 

Hwy 52 to junction Interstate Hwy 90, 
and return over the same route, (10) 
between Sauk Centre, MN, and junction 
U.S. Hwy 34 and U.S. Hwy 71, over U.S. 
Hwy 71, (11) between Burlington, IA, 
and junction U.S. Hwy 34 and U.S. Hwy 
71, over U.S. Hwy 34, (12) between 
Junction U.S. Hwy 18 and U.S. Hwy 71 
and junction U.S. Hwy 18 and U.S. Hwy 
52, over U.S. Hwy 18, in (1) above 
serving all intermediate points in MN, 
and all’other points in MN as off-route 
points, and serving LaCrosse. WI, for 
purpose of joinder only, in (2), (3), (5), 
and (10) above, serving ail intermediate 
points and serving all other points in 
MN as off-route points, in (6), (7), (8), (9), 
(11). and (12) serving all intermediate 
points and serving all other points in IA 
as off-route points. (Hearing site: 
Washington, DC.) 

Note.—The purpose of this application is to 
convert, in part applicant’s irregular-route 
authority in MC 29120 (Sub-191), issued June 
9,1975. Applicant intends to tack. 

MC 144888 (Sub-18F), filed March 26, 
1980. Applicant: BIL-RIC TRANSPORT 
SYSTEMS. INC., 130 Somerset St., 
Sommerville, NJ 08876. Representative: 
Joseph F. Hoary, 121 South Main St., 
Taylor, PA 18517. Transporting 
bicarbonate of soda, washing 
compounds, cleaning compounds, and 
scouring compounds, from Charlotte, 

NC, to points in SC, AL, GA. TN, and FL. 
(Hearing site: Newark, NJ.) 

MC 146078 (Sub-22F), filed March 31. 
1980. Applicant: CAL-ARK, INC., P.O. 
Box 610, Malvern, AR 72104. 
Representative: John C. Everett, 140 E. 
Buchanan, P.O. Box A, Prairie Grove, 

AR 72753. Transporting plastic and 
plastic containers, and materials and 
supplies used in the manufacture and 
distribution of plastic and plastic 
containers, (1) between the facilities of 
Sewell Plastics, Inc. at or near 
Collierville, TN, on the one hand, and, 
on the other, points in AR, TX, OK, KS, 
IL, KY, MO, and LA, and (2) between the 
facilities of Sewell Plastics, Inc. at 
Kansas City, KS. on the one hand, and, 
on the other, points in AR, OK, MO, IA, 
TN, KS, and TX. (Hearing site: 
Collierville, TN or Little Rock, AR.) 

MC 146668 (Sub-5F), filed March 27. 
1980. Applicant: MICHAEL BENNETT 
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TRUCKING. INC., 10 E. Amador. 

Seneca, KS 66538. Representative: Bruce 
C. Harrington, KS Credit Union Bldg., 
1010 Tyler, Suite 110-L Topeka, KS 
66612. Transporting feed grade 
limestone, in bulk, from the facilities of 
(a) Kerford Limestone Company and (b) 
American Cyanamid Company, at or 
near Weeping Water. NE to points in 
KS. MO, and OK. (Hearing site: Kansas 
City, KS.) 

MC 147279 (Sub-2F), filed March 27, 
1980. Applicant: LEROY O. SALO. d.b.a., 
SALO TRUCKING, Route 1, Box 49, 
Gilbert, MN 55741. Representative: 

Leroy O. Salo (same address as 
applicant). Transporting (a) such 
commodities as are dealt in, or used by 
lawn and garden supply houses, and (b) 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (a), between Central 
Lakes and Virginia, MN, on the one 
hand, and. on the other, points in LA, IL, 
MI, MO. MT, NE, ND, SD. WI, and WY. 
(Hearing site: St. Paul, MN.) 

MC 147589 (Sub-6F), filed March 27, 
1980. Applicant: BAER’S TRANSIT INC., 
754 Airport Rd., Menasha, WI 54952. 
Representative: James A. Spiegel, Olde 
Towne Office Park, 6425 Odana Rd., 
Madison, WI 53719. Contract carrier, 
transporting malt beverages, (a) from 
Detroit, MI to Wausau, WI, and (b) from 
Bellevile, IL and Frankenmuth, MI, to 
Menasha, WI, under a continuing 
contract(s) with Baer’s Beverage Inc. 
and Capital Sales, Inc. both of Menasha, 
WI. (Hearing site: Madison or 
Milwaukee, WI.) 

MC 147709 (Sub*2F), filed March 4, 
1980. Applicant: MONTANA 
TRANSPORT COMPANY, a 
corporation, P.O. Box 860, Billings, MT 
59101. Representative: Charles E. 
Johnson, P.O. Box 1982, Bismarck, ND 
58501. Contract carrier, transporting 
(l)(a) roofing and roofing materials, (b) 
accessories for the commodities in (a), 
and (c) metal doors, from points in MN 
and IL to points in MT; and (2) building 
materials (except in bulk), from points 
in CA, WA, OR, ID. CO, UT, WY, and 
SD, to points in MT, under continuing 
contract(s) with (a) Lumber Yard Supply 
of Great Falls. MT, (b) Empire Building 
Materials, Inc., of Bozemen, MT, (c) 
Kober Construction Company, of 
Billings, MT, and (d) Yaw-Kinney Co. 

Inc., of Billings, MT. (Hearing site: 
Billings, MT.) 

Note.—Dual operations may be involved. 
MC 147978 (Sub-4F), filed February 4. 
1980, previously noticed in the FR issue 
of April 22,1980. Applicant: SYSTEM 
REEFER SERVICE, INC., 4614 Lincoln 
Ave.. Cypress, CA 90630. 

Representative: Charles E. Creager, 1329 


PA Ave., P.O. Box 1417, Hagerstown, 
MD 21740. Transporting (1) chains, 
cotter pins, hoisting equipment, trolleys, 
screws, washers, and abrasive wheels, 
from York, PA, to points in CA, UT, OR. 
WA, NV. AZ, NM, CO, WY, ID and MT; 
(2) welding rods and wire, from Bowling 
Green, KY, to points in CA, CO, OR and 
WA; (3)(A) foodstuffs and food treating 
compounds, chemicals and additives, 
and (B) commodities the transportation 
of which is partially exempt from 
regulation under the provisions of 
Section 203(b)(6) of the Interstate 
Commerce Act, in mixed loads with the 
commodities named in (A) above, (a) 
between Baltimore, MD, and points in 
CA, and (b) from Baltimore, MD, to 
points in WA; (4) cake decorations, 
icing, decorator heads and candles, in 
mixed loads with foodstuffs and/or 
commodities the transportation of which 
would otherwise be partially exempt 
from regulation under the provisions of 
49 U.S.C. § 10526(a)(6) between 
Baltimore, MD, and points in CA; (5) 
cake decorations, icing, decorator heads 
and candles, from East Hampton, MA, tQ 
points in CA; (6) such commodities as 
are dealt in or used by manufacturers of 
power tools, between points in the U.S. 
(except AK and HI), restricted to traffic 
originating at or destined to the facilities 
of or used by Black & Decker (U.S.), Inc., 
McCulloch Corporation, and Black & 
Decker, Ltd.; (7) such commodities as 
are dealt in by manufacturers of 
household and electrical appliances, 
from Canton, OH, to points in WA, OR, 
ID, MT, WY, UT. NM, AZ. NV. CA, and 
CO; and (8) chains, cotter pins, hoisting 
equipment, trolleys, screws, washers, 
iron and steel articles, (a) from York, 

PA, and Cortland, NY. to points in CA, 
UT, OR, WA, NV, AZ. NM, CO, WY, ID, 
and MT, and (b) between Cortland, NY, 
and York, PA. (Hearing site: Los 
Angeles, CA.) 

Note.— Dual operations are involved. The 
purpose of this application is to convert 
contract carrier authority to common carrier 
authority. 

Condition.—Issuance of a certificate in this 
proceeding is subject to prior or coincidental 
cancellation of permits in MC 133097 Subs 4, 

6, 8. 9,11,13. 21, and 22F. 

Note. —This republication changes the 
territorial description in part (6). 

MC 148188 (Sub-12F), filed March 26. 
1980. Applicant: RETAIL LEASING 
CORPORATION, d.b.a., RETAIL 
TRANSPORTATION COMPANY. 11301 
Rockville Pike, Kensington, MD 20795. 
Representative: Edward F. Schiff, 1333 
New Hampshire Ave., NW„ 

Washington, DC 20036. Contract carrier, 
transporting (a) boots, shoes, soles and 
heels, and (b) materials used in the 
manufacture of the commodities in (a), 


(1) from Laredo, TX to Columbus, OH, 

(2) between Conway, AR and Columbus, 
OH, and (3) between Columbus, OH and 
New York, NY, under continuing 
contract(s) with R. G. Barry Corporation, 
of Pickerington, OR (Hearing site: 
Washington, DC.) 

MC 148188 (Sub-13F), filed March 26, 
1980. Applicant: RETAIL LEASING 
CORPORATION, d.b.a., RETAIL 
TRANSPORTATION COMPANY. 11301 
Rockville Pike, Kensington, MD 20795. 
Representative: Edward F. Schiff, 1333 
New Hampshire Ave., NW„ 

Washington, DC 20036. Contract carrier, 
transporting computer addressed forms, 
from Marion, OH, to Marceline, MO, 
under a continuing contract(s) with the 
Fulfillment Corporation of America, of 
Marion, OH. (Hearing site: Washington, 
DC.) 

MC 148188 (Sub-14F), filed March 26. 
1980. Applicant: RETAIL LEASING 
CORPORATION, d.b.a., RETAIL 
TRANSPORTATION COMPANY, 11301 
Rockville Pike. Kensington, MD 20795. 
Representative: Edward F. Schiff, 1333 
New Hampshire Ave., NW., 

Washington, DC 20036. Contract carrier, 
transporting computer addressed forms, 
from Marion, OH, to Fairview, NJ and 
Hauppauge, NY, under continuing 
contract^) with the Fulfillment 
Corporation of America, of Marion, OH. 
(Hearing site: Washington, DC.) 

MC 148239 (Sub«lF), filed February 26, 
1980. Applicant: JESSIE J. BAUGH d.b.a. 
BAUGH TRANSFER, 10786 North Dual, 
Baton Rouge, LA 70815. Representative: 
Jessie J. Baugh (same address as 
applicant.) Transporting (1) general 
commodities (except those of unusual 
value, classes A and B explosives, and 
commodities in bulk), in intermodal 
containers, and (2) intermodal 
containers, between Monroe and West 
Monroe, LA, on the one hand, and, on 
the other. New Orleans. Baton Rouge, 
and Lake Charles, LA. restricted in (1) 
above to traffic having a prior or 
subsequent movement by water. 

(Hearing site: Monroe or Baton Rouge, 
LA.) 

MC 148479 (Sub-13F), filed March 25, 
1980. Applicant: MIDWEST SOLVENTS 
COMPANY. INC., 1300 Main St., 
Atchison, KS 66002. Representative: Bob 
W. Storey, 310 Columbian Title Bldg., 

820 Quincy St., Topeka, KS 66612. 
Contract carrier, transporting alcoholic 
beverages and cereal malt beverages 
(except commodities in bulk), between 
Overland Park, KS, on the one hand, 
and, on the other, points in NY, NJ, MD, 
FL, LA. TX, KY, TN. IL. IN. MI, OH, PA, 
CA, MA, MO, and KS, under a 
continuing contract(s) with Eastern 
Distributing Co., Inc., of Overland Park, 
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KS. (Hearing site: Topeka or Wichita, 

KS, or Kansas City, MO.)' 

MC 148479 (Sub-14F), filed March 25. 
1980. Applicant: MIDWEST SOLVENTS 
COMPANY, INC., 1300 Main St., 
Atchison, KS 66002. Representative: Bob 
W. Storey. 310 Columbian Title Bldg., 

820 Quincy St., Topeka, KS 66612. 
Contract carrier, transporting alcoholic 
beverages and cereal malt beverages 
(except commodities in bulk), between 
Kansas City. MO, on the one hand, and, 
on the other, points in the U.S. (except 
AK, and HI), under a continuing 
contract(s) with Jackson Distributing 
Co., of Kansas City, MO. (Hearing site: 
Topeka or Wichita, KS, or Kansas City, 
MO.) 

MC 148479 (Sub-15F), filed March 25, 
1980. Applicant: MIDWEST SOLVENTS 
COMPANY, INC., 1300 Main St., 
Atchison, KS 66002. Representative: Bob 
W. Storey, 310 Columbian Title Bldg.. 

820 Quincy St., Topeka, KS 66612. 
Contract carrier, transporting alcoholic 
beverages and cereal malt beverages 
(except commodities in bulk), between 
St. Joseph, MO. on the one hand, and, on 
the other, points in NY. NJ, MD, FL, LA, 
TX. KY, TN. IL, IN, MI. OH, PA. CA. 

MA, MO. and KS, under a continuing 
contract(s) with E-L Wholesale Liquor 
Company, of St. Joseph, MO. (Hearing 
site: Topeka or Wichita, KS, or Kansas 
City, MO.) 

MC 148479 (Sub-16F), filed March 25. 
1980. Applicant: MIDWEST SOLVENTS 
COMPANY, INC., 1300 Main St., 
Atchison, KS 66002. Representative: Bob 
W. Storey. 310 Columbian Title Bldg., 

820 Quincy St., Topeka, KS 66612. 
Contract carrier, transporting alcoholic 
beverages and cereal malt beverages 
(except commodities in bulk), between 
Hays and Junction City, KS. on the one 
hand, and. on the other, points in NY. 

NJ, MD. FL. LA. TX, KY. TN. IL, IN. Ml. 
OH, PA, CA. MA, MO. and KS, under a 
continuing contract(s) with State 
Distributors, Inc., of Overland Park, KS. 
(Hearing site: Topeka or Wichita, KS. or 
Kansas City, MO.) 

MC 148479 (Sub-17F). filed March 25. 
1980. Applicant: MIDWEST SOLVENTS 
COMPANY, INC., 1300 Main St.. 
Atchison, KS 66002. Representative: Bob 
W. Storey, 310 Columbian Title Bldg., 

820 Quincy St„ Topeka. KS 86612. 
Contract carrier, transporting alcoholic 
beverages and cereal malt beverages 
(except commodities in bulk), between 
Springfield and Sedaliza. MO, on the 
one hand, and, on the other, points in 
NY, NJ. MD, FL, LA, TX. KY. TN. IL. IN. 
MI. OH, PA, CA, MA. MO, and KS. 
under a continuing contract(s) with 
Whitaker & Co., Inc., of Springfield. MO. 


(Hearing site: Topeka or Wichita. KS, or 
Kansas City, MO.) 

MC 148999 (Sub-2F), filed March 24, 
1980. Applicant: KAIBAB INDUSTRIES, 
INC., P.O. Box 36007, 2000 West Oxford 
Avenue. Denver, CO 80236. 
Representative: James G. Seccombe, Jr., 
Suite 717, American National Bank 
Building, 818 Seventeenth Street, 

Denver, CO 80202. Contract carrier, 
transporting flattened automobile 
bodies, from Rapid City, SD, and points 
in WY, to points in Arapahoe County. 
CO., under a continuing contract(s) with 
Milford Pepper d.b.a. Century 
Enterprises of Denver, CO. (Hearing site: 
Denver, CO.) 

MC 150069 (Sub-lF), filed March 28. 
1980. Applicant: RARITAN 
TRANSPORTATION SERVICES, INC., 
P.O. Box 1152, Nixon Station, Edison, NJ 
08817. Representative: D.J. Tononi (same 
address as applicant). Transporting 
metal and metal products, from Pdrth 
Amboy. NJ. to points in the U.S. in and 
east of MN. IA, NE, KS. OK. and TX. 
(Hearing site: Newark, NJ, or New York. 
NY.) 

MC 150268F, filed February 20.1980. 
Applicant: RAMSEY TRUCKING. INC., 
7227 Lynbrook Drive, Oakwood Village, 
OH 44146. Representative: Richard H. 
Brandon. Post Office Box 97, 220 West 
Bridge St. Dublin, OH 43017. Contract 
carrier, transporting (1) precast concrete 
products from Cleveland, OH, to points 
in PA, NY, MI, IN, and WV, and (b) from 
the facilities of Borin Builders Supply 
Company at Detroit and Warren, MI, to 
the facilities of Cleveland Builders 
Supply Company at Cleveland, OH, (2) 
Building bricks, from the facilities of 
Cleveland Builders Supply Company at 
Cleveland, OH, to the facilities of Borin 
Builders Supply Company at Warren 
and Detroit, Ml, and (3) perlite, other 
than crude, from Cleveland, OH to 
Detroit, MI, under contract with 
Cleveland Builders Supply Company, 
Cleveland, OH. (Hearing site: Columbus, 
OH.) 

MC 150308 (Sub-lF), filed March 24, 
1980. Applicant: SUPERIOR TRANSFER 
SERVICE, INC., 401 East 20th Street. 
Kansas City, KS 64108. Representative: 
Arthur J. Cerra, 2100 Ten Main Center, 
P.O. Box 19251, Kansas City, KS 64141. 
Transporting paper bags and materials 
and supplies used in the manufacture of 
paper products (1) from Kansas City, 

MO, and Omaha. NE. to Abilene, 
Atchison, Coffeyville, Dodge City, 
Humboldt, Lawrence, Newton and 
Wichita, KS, Cameron and St. Joseph, 
MO. and Crete, Omaha and Weeping 
Water, NE; and (2) between Kansas 
City, MO, and Omaha. NE. (Hearing site: 
Kansas City. MO.) 


Note.—The person or persons which 
appear to be in common control.of applicant 
and another regulated carrier must either file 
an application for approval of common 
control under 49 U.S.C. § 11343, or submit an 
affidavit indicating why such approval is 
unnecessary. 

MC 150349 (Sub-lF), filed March 13, 
1980. Applicant: A & A TRUCKING CO., 
INC., 1013 Huron Trail, Jamestown. OH 
45335. Representative: Earl N. Merwin, 

85 East Gay Street, Columbus, OH 
43215. Contract carrier, transporting 
paint, paint ingredients, putty, caulking 
and glazing compounds, glue, and 
adhesive cement (except in bulk, in tank 
vehicles), and adhesive tape, between 
Dayton, OH, and Michigan City, IN, 
under continuing contract(s) with Dap, 
Inc., of Dayton, OH. (Hearing site: 
Dayton, OH.) 

MC 150428F, filed March 25.1980. 
Applicant: RIVER BEND 
TRANSPORTATION. INC., P.O. Box 
5808, Pearl, MS 39208. Representative: 
Morton E. Kiel, Suite 1832, Two World 
Trade Center, New York, NY 10048. 
Contract carrier, transporting new 
furniture, and parts, materials, 
equipment . and supplies used in the 
manufacture, sale and distribution of 
new furniture (except in bulk), between 
the facilities of Madison Furniture 
Industries at Canton, MS, on the one 
hand, and, on the other, points in the 
U.S. (except AK and HI), under 
continuing contract(s) with Madison 
Furniture Industries, of Canton, MS. 
(Hearing site: Jackson, MS.) 

MC 150429F, filed March 26,1980. 
Applicant: SOUTH-EASTERN GUNITE 
SERVICES. Route 1. Box 14, Rocky Gap, 
VA 24366. Representative: Terrell C. 
Clark, P.O. Box 25, Stanleytown, VA 
24168. Transporting (1) stone and stone 
products, stone mixed with cement and 
sand, and sealants, in bags, from the 
facilities of Coal Industry Services Co., 
d.b.a. CISCO at or near Pounding Mill, 
VA, to points in GA, KY, MD, NC, PA, 
SC, and WY, and (2) refractory 
materials, from Augusta, GA, Hitchens, 
KY, and Claysburg and Curwensville. 
PA, to the facilities of Jewell Coal & 
Coke Co. at or near Vansant, VA. 
Condition: Applicant shall (1) conduct 
separately its for-hire carriage and other 
business operations, (2) maintain 
separate accounts and records for each 
operation, and (3) not transport property 
as both a private and for-hire carrier in 
the same vehicle at the same time. 
(Hearing site: Bluefield, WV, or 
Roanoke, VA.) 

MC 15053BF, filed March 24,1980. 
Applicant: HOPKINS CARTAGE CO., a 
corporation, 4710 Squaw Creek Road, 
Crystal Lake, IL 60014. Representative: 
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Albert A. Andrin, 180 North La Salle 
Street, Chicago, IL. 60601. Contract 
carrier transporting iron and steel 
articles and material and supplies used 
in the manufacture and distribution of 
iron and steel articles, between Crystal 
Lake, IL on the one hand, and, on the 
other, points in the U.S. (except AK and 
HI). (Hearing site: Chicago. IL.) 

Note. —The person or persons which 
appear to be in common control of applicant 
and another regulated carrier must either file 
an application for approval of common 
control under 49 U.S.C. $ 11343, or submit an 
affidavit indicating why such approval is 
unnecessary. 

MC 150618F. filed March 27,1980. 
Applicant: AVION TRANSPORT, INC., 
P.O. Box 452, Merrimack, NH 03054. 
Representative: Wesley S. Chused, 15 
Court Square. Boston, MA 02108. 
Transporting (1) paper, paper products, 
copying machines t inks, tapes, and 
computer machine parts (except in 
bulk), and (2) materials, equipment and 
supplies used in the manufacture and 
distribution of the commodities in (1) 
(except in bulk), between points in the 
U.S. (except AK and HI), restricted to 
traffic originating at or destined to the 
facilities of Nashua Corporation. 
(Hearing site: Boston, MA, or 
Manchester, NH.) 

Note. —Dual operations may be involved. 
MC 151019F, filed May 6,1980. 
Applicant: PACIFIC MOLASSES 
TRANSPORT CO., a corporation, One 
California St., San Francisco, CA 94111. 
Representative: B. L. Anderson (same 
address as applicant). Contract carrier, 
transporting lignin sulphonate, in bulk, 
in tank vehicles, from Richmond and 
San Diego, CA, to points in NV and AZ. 
(Hearing site: San Diego or San 
Francisco, CA.) 

Note. —Dual operations may be involved. 
The person or persons who appear to be in 
common control of applicant and another 
regulated carrier must either file an 
application for approval of common control 
under 49 U.S.C. § 11343, or submit an 
affidavit indicating why such approval is 
unnecessary. 

Volume No. 225 

Decided: June 20.1980. 

By the Commission, Review Board Number 
1, Members Carleton, Joyce and Jones. 

MC 3468 (Sub-177F). filed March 19, 
1980. Applicant: F. J. BOUTELl. 
DRIVEAWAY CO.. INC., 705 South Dort 
Highway, Flint, MI 48501. 

Representative: Harry C. Ames, Jr., 805 
McLachlen Bank Building, 666 Eleventh 
Street, NW.. Washington, DC 20001. 
Transporting automobiles and chassis, 
and equipment and paraphernalia 
related to the aforementioned 
commodities, transported for purpose of 


display, testing, experimental or use in 
special events or shows, between 
Detroit, Flint, Melford, and Pontiac, MI, 
on the one hand, and, on the other, 
points in the U.S. (except HI), restricted 
to traffic moving from the facilities of 
the General Motors Corporation and its 
divisions. (Hearing site: Detroit. MI or 
Washington, DC.) 

MC 19778 (Sub-109F), filed April 28. 
1980. Applicant: THE MILWAUKEE 
MOTOR TRANSPORTATION CO., 516 
West Jackson Boulevard, Suite 508, 
Chicago, IL 60606. Representative: 
Robert F. Munsell (same as above). 
Transporting general commodities 
(except Classes A and B explosives) 
between Chicago, IL, on the one hand, 
and, on the other, points in IL, IN. OH 
and MI. Restricted to the transportation 
of shipments having a prior or 
subsequent movement by rail. (Hearing 
site: Chicago, IL.) 

MC 26088 (Sub-27F), filed March 13. 
1980. Applicant: THE SANDERS TRUCK 
TRANSPORTATION CO.. INC., P.O. 

Box 457, Augusta, GA 30903. 
Representative: William Addams, Suite 
212, 5299 Roswell Road. NE., Atlanta, 

GA 30342. Transporting cranes, crone 
parts, machinery, machinery parts, fork¬ 
lifts, welding machines, air 
compressors, dollies, boilers, boiler 
parts, pumps, steel beams, steel bins, 
and steel, between the facilities of 
Carolina Cranes. Inc. in Aiken and 
Edgefield Counties, SC and Richmond 
and Columbia Counties, GA, on the one 
hand, and, on the other, points in the 
United States (except AK and HI). 
(Hearing site: Atlanta, GA.) 

MC 29079 (Sub-181F), filed March 20, 
1980. Applicant: BRADA MILLER 
FREIGHT SYSTEM, INC.. P.O. Box 935, 
Kokomo, IN 46901. Representative: 
Chandler L Van Orman, 1729 H St. NW., 
Washington, DC 20006. Transporting (1) 
plywood and composition board, (2) 
plastic and plastic articles, (3) tractors, 
and (4) corrugated paper and uniwood, 
from Charlotte, Forest City, Hudson, 
Statesville and Clemons, NC on the one 
hand, and, on the other points in AL, DE, 
GA, IL. IN, KY, LA (east of Mississippi 
River). MD, MI, MS. MO. NJ. NY. NC. 

OH, PA. TN, SC. VA, WV, WI, and DC. 
(Hearing site: Washington, DC.) 

MC 31389 (Sub-301 F), filed April 22. 
1980. Applicant: MCLEAN TRUCKING 
CO., 1920 West First St., Winston-Salem, 
NC 27104. Representative: David F. 
Eshelman, P.O. Box 213, Winston-Salem, 
NC 27102. Transporting general 
commodities (except those of unusual 
value, Classes A, and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment). 


Serving Corsicana, TX as an 
intermediate point in connection with 
applicant’s regular route operations. 
(Hearing site: Dallas, TX or Memphis. 
TN.) 

Note.—Dual operations may be involved. 

MC 52579 (Sub-205F). filed April 28, 
1980. Applicant: GILBERT CARRIER 
CORP., One Gilbert Drive, Secaucus. NJ 
07094. Representative: Herbert Burstein, 
One World Trade Center, suite 2373, 
New York, NY 10048. Transporting 
wearing apparel between Los Angeles, 
CA, on the one hand, and, on the other, 
points in FL, GA and TN. (Hearing site: 
Washington, DC or New York, NY) 

MC 52709 (Sub-391 F), filed April 24, 
1980. Applicant: RINGSBY TRUCK 
LINES, INC., 3980 Quebec St., P.O. Box 
7240, Denver. CO 80207. Representative: 
Rick Barker (same address as 
applicant). Transporting fabricated 
sheet metal duct work, and accessories, 
used in the installation thereof, from the 
facilities of Superior Air Handling Corp., 
at or near Clearfield. UT, to points in 
AZ. CA, CO. ID. MT, NV, NM, OR, WA, 
and WY. (Hearing site: Salt Lake City, 
UT or Denver, CO.) 

MC 58828 (Sub-llF), filed March 20, 
1980. Applicant: SOUTHEASTERN 
MOTOR FREIGHT, INC., 4320 Hessmer 
Avenue, Metairie, LA 70010. 
Representative: Harold R. Ainsworth, 
2307 American Bank Building, New 
Orleans, LA 70130. Transporting (a) 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities which 
because of size or weight require the use 
of special equipment, and commodities 
moving in vehicles equipped with 
mechanical refrigeration), and (b) liquid 
commodities in bulk in shipper owned 
or water carrier-owned trailers or 
containers, (1) between new Orleans 
and Baton Rouge, LA, over Interstate 
Hwy 10 serving all intermediate points 
(2) between New Orleans and Baton 
Rouge, LA over U.S. Hwy 61 serving all 
intermediate points (3) between the 
intersection of Interstate Hwy 55 and 
Interstate Hwy 10 and Gonzales, LA. 

* over LA Hwy 44 serving all intermediate 
points (4) between Donaldsonville and 
Sorrento, LA, from Sorrento, over LA 
Hwy 70 to its intersection with LA Hwy 
18 then over LA Hwy 18 to 
Donaldsonville, and return over the 
same route, serving all intermediate 
points (5) between the intersection of LA 
Hwy 75 and LA Hwy 70, and 
Plaquemine, LA, over Hwy 75 serving ail 
intermediate points (6) between Geismer 
and Baton Rouge, LA over LA Hwy 30 
serving all intermediate points (7) 
between Gonzales and St. Gabriel, LA, 
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over LA Hwy 74 serving all intermediate 
points, and (8) between New Orleans 
and Baton Rouge, LA, from New Orleans 
over the greater Mississippi bridge then 
over the Westbank Expressway to its 
intersection with LA Hwy 18 then over 
LA Hwy 18 intersection with LA Hwy 1 
then over LA Hwy 1 to its intersection 
with Interstate Hwy 10 then over 
Interstate Hwy 10 to Baton Rouge and 
return over the same route serving all 
intermediate points. 

MC 83539 (Sub-538F), filed April 22, 
1980. Applicant: C & H 
TRANSPORTATION CO., INC.. 9757 
Military Parkway, P.O. Box 270535, 
Dallas, TX 75227. Representative: Mr. 
Thomas E. James (same address as 
applicant). Transporting (1) air pollution 
control equipment and materials , and 
(2) parts of air pollution control 
equipment between points in the United 
States (except AK and HI), restricted to 
traffic orginating at or destined to the 
facilities of Western Precipitation, 
Division of Joy Manufacturing Company. 
(Hearing site: Los Angeles, CA; or 
Dallas. TX») 

MC 85479 (Sub-4F), filed April 28, 

1980. Applicant O’NEILL TRANSFER, 
INC., 123 South Madison Street, O'Neill, 
NE 68763. Representative: Michael J. 
Ogbom, P.O. Box 82028, Lincoln. NE 
68501. Transporting General 
commodities (except those of unusual 
value, Classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
commodities requiring special 
equipment), between (1) Jamison, NE, 
and Winner, SD, from Jamison over SD 
Hwy 47 to junction U.S. Hwy 18, then 
over U.S. Hwy 18 to Winner, and return 
over the same route, serving all 
intermediate points: and (2) Springview, 
NE and Winner, SD. over U.S. Hwy 183 
serving all intermediate points. (Hearing 
site: Omaha, NE.) 

Note.—Applicant intends to tack. 

MC 85479 (Sub-5F), filed April 28. 

1980. Applicant: O’NEILL TRANSFER, 
INC., 123 Madison Street, O'Neill, NE 
68763. Representative: Michael J. 
Ogbom, P.O. Box 82028, Lincoln. NE 
68501. Transporting General 
commodities (except those of unusual 
value. Classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
commodities requiring special 
equipment), (A) over regular routes (1) 
between Springview and Omaha, NE, 
from Springview over U.S. Hwy 183 to 
junction U.S. Hwy 20, then over U.S. 
Hwy 20 to junction U.S. Hwy 275, then 
over U.S. Hwy 275 to Omaha and return 
over the same route, serving the 
intermediate and off-route points of 


Emmet, Atkinson. Stuart. Newport, 
O’Neill, Bassett, Riverview, Fremont, 
Norfolk. Norden, Meadville, and Burton, 
NE, with no service between Fremont 
and Omaha or between Norfolk and 
Omaha or between Fremont and 
Norfolk, (2) between Springview and 
O’Neill NE from Springview over U.S. 
Hwy 183 to junction NE Hwy 12, then 
over NE Hwy 12 to junction U.S. Hwy 
281, then over U.S. Hwy 281 to O’Neill 
and return over the same route, serving 
all intermediate points: (3) between 
Chambers and Omaha, NE. from 
Chambers over NE Hwy 95 to junction 
U.S. Hwy 281, then over U.S. Hwy 281 to 
junction NE Hwy 70. then over NE Hwy 
70 to Elgin. NE, then over NE Hwy 14 to 
junction NE Hwy 39, then over NE Hwy 
39 to junction NE Hwy 22. then over NE 
Hwy 22 to junction U.S. Hwy 30 to 
Fremont, NE, then over U.S. Hwy 275 to 
junction NE Hwy 92, then over NE Hwy 
92 to Omaha and return over the same 
route, serving all intermediate points (4) 
between Elgin and Omaha. NE serving 
the off-route point of O’Neill, from Elgin 
over NE Hwy 14 to junction U.S. Hwy _ 
275 then over U.S. Hwy 275 to Omaha 
and return over the same route; (5) 
between Chambers and Grand Island, 

NE from Chambers over NE Hwy 95 to 
junction U.S. Hwy 281, then over U.S. 
Hwy 281 to Grand Island and return 
over the same route, serving the off- 
route points of Amelia, Inman, Page, and 
O’Neill, and (B) over irregular routes, 
between Chambers, NE and a 15 mile 
radius thereof, on the one hand, and, on 
the other, Omaha, NE. (Hearing site: 
Omaha, NE.) 

Note.—Purpose of application is to convert 
a Certificate of Registration in MC-85479 
(Sub-No. 1), Applicant will request 
coincidental cancellation of the Certificate of 
Registration upon grant of application. 
Applicant intends to tack. 

MC 107229 (Sub-6F), filed April 23, 
1980. Applicant* AMODIO MOVING, 
INC., 600 East Street, New Britain, CT 
06014. Representative: Robert J. 
Gallagher. 1000 Connecticut Ave, NW, 
Suite 1112, Washington, DC 20036. 
Transporting household goods, as 
defined by the Commission, between 
points in CT, DE, MA, ME, MD, NH, NJ, 
NY, PA, RI. VA, VT. and DC. on the one 
hand, and, on the other, points in AR, 
AZ, CO. IL. IN. ME. KS, LA, NM, MS. 

MI. NE. OK, TN, TX. VT and WI. 
(Hearing site: New Britian, CT.) 

MC 108589 (Sub-3lF), filed March 17, 
1980. Applicant: EAGLE EXPRESS CO., 
11425 Williamson Road, Cincinnati. OH 
45241. Representative: Michael Spurlock, 
275 East State Street. Cojumbus, OH 
43215. Transporting general 
commodities (except those of unusual 
value. Classes A and B explosives. 


household goods as defined by the 
Commission, commodities in bulk and 
those requiring special equipment), (1) 
between Dartville and Lexington. KY, 
serving Harrodsburg, KY as an 
intermediate point and Junction City, KY 
as an off-route point, from Danville over 
U.S. Hwy 127 to junction U.S. Hwy 68, 
thence over U.S. Hwy 68 to Lexington 
and return over the same route. (2) 
between Danville and Lexington. KY, 
serving no intermediate points, from 
Danville over KY Hwy 34 to junction 
U.S. Hwy 27. and then over U.S. Hwy 27 
to Lexington, and return over the same 
route. Restriction: In connection with the 
routes described immediately above, no 
service is to be rendered to or from 
Louisville. KY, and its commercial zone. 
(Hearing site: Columbus, OH.) 

MC 113658 (Sub-38F), filed March 25, 
1980. Applicant: SCOTT TRUCK LINE, 
INC., 5280 Newport Street, Commerce 
City. CO 80216. Representative: James L. 
Pitchford. P.O. Box 16346, Denver, CO 
80216. Transporting meats , meat 
products and meat by-products , and 
articles distributed by meat 
packinghouses as described in Sections 
A and C of Appendix I to the report in 
Descriptions in Motor Carrier 
Certificates , 61 M.C.C. 209 and 766 
(except hides and commodities in bulk), 
from the facilities of Dubuque Packing 
Company, at or near Mankato, KS to 
points in IA, WI, KY, MI, OH. PA, MD, 

NJ, NY. CT, and RI, restricted to traffic 
originating at the named origin. (Hearing 
site: Washington, DC, or Denver, CO.) 

MC 113678 (Sub-868F), filed March 18. 
1980. Applicant: CURTIS, INC., 4810 
Pontiac St., Commerce City, CO 80022. 
Representative: Roger M. Shaner (same 
as applicant). Transporting empty meat 
baskets and stands from Milpitas and La 
Habra, CA. to Pueblo, CO. (Hearing site: 
Denver, CO.) 

MC 113908 (Sub-504F), filed March 17, 
1980. Applicant: ERICKSON 
TRANSPORT CORP., 2255 N. Packer 
Road, P.O. Box 10068 G. S., Springfield. 
MO 65084. Representative: Jim G. 
Erickson (same as above). Transporting 
soybean oil products and soybean oil 
by-products , in bulk, from Helena and 
Stuttgart, AR to points in the United 
States (except AK and HI), restricted 
against the transportation of traffic of 
(1) refined, hydrogenated, deodorized 
soybean oil and various blends thereof, 
in bulk, from Helena and Stuttgart, AR 
to Birmingham, AL: Tampa, GA: Atlanta, 
GA: Hutchison, Kansas City, and 
Wichita, KS: St. Joseph, and Springfield, 
MO: Albuquerque, NM: Wellston, OH: 
Oklahoma City. OK: Corpus Christi, 
Dallas, Ft. Worth, and Paris, TX; (2) 
lechithin, in bulk from Helena, AR to 
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Chicago, IL and New Albany, IN; (3) 
vegetable oils and lard, in bulk from 
Marks, MS: Chattanooga, TN: Stuttgart, 
AR: Macon, GA: Champaign, IL: and 
Memphis, TN, to North Birmingham, AL 
(Hearing site: Kansas City, MO, or 
Washington, DC.) 

MC 119399 (Sub-128F), filed March 20, 
1980. Applicant: CONTRACT 
FREIGHTERS, INC., P.O. Box 1375, 2900 
Davis Blvd., Joplin, MO 64801. 
Representative: Thomas P. O’Hara 
(same as above). Transporting uncrated 
flat glass, and crated flat glass when 
moving in mixed shipments with 
uncrated flat glass from the facilities of 
P.P.G. Industries. Inc., at or near Crystal 
City, MO, Cumberland, MD, Kebert 
Park, PA, ML Holly Springs. PA. Mt. 
Zion, IL, and Wichita Falls, TX, to points 
in the United States (except AK and HI). 
(Hearing site: Pittsburgh, PA.) 

MC 119399 (Sub-129F). Tiled March 31, 
1980. Applicant: CONTRACT 
FREIGHTERS, INC., P.O. Box 1375, 2900 
Davis Blvd., Joplin, MO 64801. 
Representative: Thomas P. O’Hara 
(same address as applicant). 
Transporting (1) furniture parts, and (2) 
materials and supplies used in the 
manufacture thereof, from Carthage, MO 
to points in CO, IA, IL, MN, and TX. 
(Hearing site: Kansas City. MO. or 
Tulsa, OK.) 

MC 119988 (Sub-243F), filed March 19, 
1980. Applicant: GREAT WESTERN 
TRUCKING CO., INC., P.O. Box 1384. 
Lufkin, TX 75901. Representative: Hugh 
T. Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Transporting (1) 
petroleum products and synthetic 
lubricating oils, (except in bulk), (2) 
automobile parts and accessories, and 
(3) such commodities as are used or 
dealt in by retail fuel stations and 
automobile service centers, between the 
facilities of Exxon Company. U.S.A., at 
or near Bayonne and Bayway, NJ. Baton 
Rouge, LA, Baytown, TX, and Pittsburgh, 
PA, on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Dallas, TX.) 

MC 119988 (Sub-247F), filed April 25, 
1980. Applicant: GREAT WESTERN 
TRUCKING CO., INC., P.O. Box 1384, 
Lufkin, TX 75901. Representative: Hugh 
T. Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Transporting such 
commodities as are dealt in or used by 
discount and variety stores (except 
commodities in bulk), from points in the 
United States (except AK and HI), to the 
facilities of Wal-Mart Stores. Inc., in 
Bentonville, Searcy, and Ft. Smith, AR, 
Springfield, MO, and Palestine, TX. 
(Hearing site: Dallas, TX.) 

MC 119988 (Sub-248F), filed April 28. 
1980. Applicant: GREAT WESTERN 


TRUCKING CO.. INC., P.O. Box 1384, 
Lufkin, TX 75901. Representative: Hugh 
T. Matthews, 2340 Fidelity Union Tower. 
Dallas, TX 75201. Transporting (1) forest 
products, building materials, plastics 
and plastic articles, paper, paper 
products, containers, fibre and fibre 
products and medical equipment and 
supplies (except in bulk) and (2) 
materials, equipment and supplies used 
in the manufacture and distribution of 
the commodities named in (1) above 
(except in bulk), between facilities used 
by International Paper Company and its 
subsidiaries in the United States (except 
AK and HI), on the one hand, and, on 
the other, points in the United States 
(except AK and HI), restricted to the 
transportation of traffic originating at or 
destined to facilities used by 
International Paper Company and its 
subsidiaries. (Hearing site: Dallas, TX.) 

MC 119988 (Sub-250F), filed April 28, 
1980. Applicant: GREAT WESTERN 
TRUCKING CO.. INC., P.O. Box 1384. 
Lufkin, TX 75901. Representative: Hugh 
T. Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Transporting motor 
vehicle parts and motor vehicle 
accessories, between Dallas, TX, on the 
one hand, and, on the other, points in 
AZ and CA. (Hearing site: Dallas, TX.) 

MC 120028 (Sub-19F), filed April 24, 
1980. Applicant: CRAW CARTING, 

INC., 160 Despatch Drive, P.O. Box 267, 
East Rochester. NY 14445. 
Representative: Herbert M. Canter. 305 
Montgomery St., Syracuse, NY 13202. 
Transporting (1) plastic articles (except 
commodities in bulk). (2) equipment, 
materials and supplies used in the 
manufacture and distribution of plastic 
articles (except commodities in bulk), 
and (3 ) paper bags, between points in 
the United States (except AK and HI), 
restricted to the transportation of traffic 
originating at or destined to the facilities 
of Mobil Chemical Company. (Hearing 
site: Rochester, NY or Washington, DC.) 

Note.—Approval of this application is 
conditioned upon cancellation of Certificate 
No. MC 120028 (Sub-No. 14F) which 
authorizes the transportation of the 
commodities in (1) and (2) between named 
points. 

MC 120978 (Sub-29F), filed March 18, 
1980. Applicant: REINHART MAYER 
d.b.a. MAYER TRUCK LINE, 1203 South 
Riverside Drive, Jamestown, ND 58401. 
Representative: Gene P. Johnson, P.O. 
Box 2471, Fargo, ND 58108. Transporting 
(1) metal buildings, and materials and 
supplies used in the erection of metal 
buildings, and building materials; (2) 
roofing and building materials, (a) 
between points in ND, on the one hand, 
and. on the other, points in the United 
States (except AK and HI), (b) from 


Shakopee, MN to points in MT. (Hearing 
site: Fargo, ND or Minneapolis or St. 
Paul. MN.) 

MC 121718 (Sub-4F), filed March 17, 
1980. Applicant: MURPHY BONDED 
WAREHOUSE, INC., 4002 Mansfield 
Road. Shreveport, LA 71103. 
Representative: Edward A. Winter, 235 
Rosewood Drive, Metairie, LA 70005. 
Transporting general commodities, 
(except household appliances, tobacco 
and tobacco products), from Shreveport, 
LA, to points in ARin and south of 
Sevier, Howard, Pike, Clark, Dallas. 
Calhoun, Bradley, and Ashley Counties, 
and those in TX in and east of Red 
River, Hopkins, Rains, Van Zandt, 
Henderson, Cherokee, Angelina, and 
Jasper Counties. Condition: To the 
extent the grant of authority allows the 
transportation of classes A and B 
explosives it limited in point of time to a 
period of five (5) years from the date of 
issuance thereof. (Hearing site: Baton 
Rouge or New Orleans, LA.) 

MC 123189 (Sub-3F), filed April 16, 
1980. Applicant: FRANKLIN EXPRESS 
INC., U.S. 31 W. North, Franklin, KY 
42134. Representative: Roland M. 

Lowell, 618 United American Bank 
Building, Nashville, TN 37219. 
Transporting general commodities 
(except those of unusual value, Classes 
A & B explosives, household goods as 
defined by the Commission, 
commodities in bulk, and those requiring 
special equipment) between points in 
Simpson County. KY, on the one hand, 
and. on the other. Bowling Green, KY, 
restricted to shipments having a prior or 
subsequent movement by rail. (Hearing 
Site: Nashville, TN.) 

MC 124078 (Sub-1025F), filed April 24, 
1980. Applicant: SCHWERMAN 
TRUCKING CO., 611 South 28th Street. 
Milwaukee, WI 53215. Representative: 
Richard H, Prevette, P.O. Box 1601, 
Milwaukee, WI 53201. Transporting 
crushed limestone, from Hillsville, PA 
and Middletown, VA to Rivesville. WV. 
(Hearing site: Pittsburgh, WV.) 

MC 125368 (Sub-106F), filed March 19, 
1980. Applicant: CONTINENTAL 
COAST TRUCKING CO.. INC., P.O. Box 
28, Holly Ridge. NC 28445. 
Representative: Ronald M. Lowell, Sixth 
Floor, United American Bank Building, 
Nashville, TN 37219. Transporting 
container carriers, forest handling 
equipment, machinery, and supplies 
between the facilities of Dunham 
Manufacturing Company, Inc. at 
Minden, LA, on the one hand, and, on 
the other, points in AL. AR, CT, DE, DC, 
FL. GA, KY, LA, MD. MA, MS, NJ. NY, 
NC, PA, RI. SC. TN, VA, and WV. 
(Hearing site: Shreveport. LA or 
Washington, DC.) 
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MC125368 (Sub-113F). filed April 25. 
1980. Applicant: CONTINENTAL 
COAST TRUCKING CO., INC., P.O. Box 
26. Holly Ridge, NC 28445. 
Representative: Ronald M. Lowell, Sixth 
Floor, United American Bank Building, 
Nashville, TN 37219. Transporting 
meats, meat products, meat byproducts 
and articles distributed in meat - 
packinghouses as described in Section 
A and C of Appendix I to the report of 
Distributions in Motor Carrier 
Certificates, 61 M.C.C. 209 and 766 
(except hides and commodities in bulk), 
between the facilities of Tama Meat 
Packing Company, at Tama, IA, on the 
one hand, and, on the other, points in 
the United States (except AK and HI). 
(Hearing site: Chicago, IL or 
Washington, DC.) 

MC 126118 (Sub-234F), filed March 17, 
1980. Applicant: CRETE CARRIER 
CORP., P.O. Box 81228, Lincoln, NE 
68501. Representative: Duane W. Acklie 
(same as above). Transporting such 
commodities as are dealt in or used by 
manufacturers of electrical equipment, 
electrical products, energy systems, and 
plastic items (except commodities in 
bulk in tank vehicles, and those which 
because of size and weight require the 
use of special equipment), between 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities of General 
Electric Company. (Hearing site: Lincoln 
or Omaha, NE.) 

MC 136008 (Sub-120F), filed April 28, 
1980. Applicant: JOE BROWN CO., INC., 
20 Third Street N.E., Ardmore, OK 73401. 
Representative: John Tipsword, 2900 N. 
Shields, P.O. Box 6210, Moore. OK 73153. 
Transporting petroleum coke, in bulk, in 
dump vehicles, from the facilities of 
Great Lakes Carbon Corporation, at 
Kremlin, OK, to Scottsboro, AL, 
Savannah, GA. Warrick, IN, Baltimore. 
MD, New Madrid, MO, Badin and 
Morganton, NC, Messena and Niagara 
Falls, NY, Ashtabula, OH, Alcoa, TN, 
Rockdale and Port Arthur, TX. (Hearing 
site: Oklahoma City, OK or Dallas, TX.) 

MC 138308 (Sub-114F), filed April 28, 
1980. Applicant: KLM, INC., Old 
Highway 49 South, P.O. Box 6098, 
Jackson, MS 39208. Representative: 
Donald B. Morrison, 1500 Deposit 
Guaranty Plaza, P.O. Box 22628, 

Jackson, MS 39205. Transporting general 
commodities (except those of unusual 
value. Classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment) 
between points in the United States 
(except AK and HI) restricted to traffic 
originating at or destined to the facilities 
of Mississippi Industries for the Blind at 


Jackson. MS. (Hearing site: Jackson, MS 
or Washington, DC.) 

Note.—Dual operations are involved. 

MC 138308 (Sub-115F), filed April 28. 
1980. Applicant: KLM, INC., P.O. Box 
6098, Jackson, MS 39208. Representative: 
Donald B. Morrison, 1500 Deposit 
Guaranty Plaza, P.O. Box 22628, 

Jackson, MS 39205. Transporting 
petroleum products (except in bulk), 
from the facilities of Specialty Oil 
Company at or near Shreveport, LA to 
points in AL, FL, GA, MS and TX. 
(Hearing site: Shreveport, LA or Jackson, 
MS.) 

Note.—Dual operations are involved. 

MC 138328 (Sub-117F), filed April 25, 
1980. Applicant: CLARENCE L. 

WERNER d.b.a. WERNER 
ENTERPRISES, P.O. Box 37308, Omaha, 
NE 68137. Representative: James F. 
Crosby, P.O. Box 37205, Omaha, NE 
68137. Transporting Charcoal and 
charcoal briquettes, and materials, 
equipment, and supplies used in the 
manufacture or distribution of such 
commodities (except commodities in 
bulk), between points in the United 
States (except AK and HI), restricted to 
traffic originating at or destined to 
facilities used by Husky Industries, Inc. 
(Hearing site: Atlanta, GA.) 

MC 141459 (Sub-18F), filed April 28. 
1980. Applicant: A.G.S. ENTERPRISES, 
INC., 809 Columbia Boulevard, 

Litchfield, IL 62056. Representative: 

Allan C. Zuckerman, 39 South LaSalle 
Street, Chicago, IL 60603. Transporting 
(1) canned goods, from Litchfield, IL, and 
Seneca, MO, to points in the United 
States (except AK and HI), and (2) 
materials, equipment, and supplies used 
in the manufacture of commodities 
named in part (1) above, from points in 
the United States (except AK and HI), to 
Litchfield, IL. and Seneca, MO. (Hearing 
site: Chicago, IL.) 

MC 141859 (Sub-4F), filed April 22, 
1980. Applicant: K. B. CO. INC., P.O. Box 
931, Winston-Salem, NC 27102. 
Representative: Eric Meierhoefer, Suite 
423,1511 K Street. N.W., Washington. 

DC 20005. Transporting new furniture 
and new furniture parts, and materials 
and supplies used in the manufacture 
thereof, between Dublin, Pulaski and 
Martinsville, VA, on the one hand, and, 
on the other, points in the United States 
(except AK and HI). (Hearing site: 
Winston-Salem, NC.) 

MC 142508 (Sub-154F), filed April 25, 
1980. Applicant: NATIONAL 
TRANSPORTATION. INC., 10810 South 
144th Street, Post Office Box 37465, 
Omaha, NE 68137. Representative: 

Lanny N. Fauss, Post Office Box 37096, 
Omaha, NE 68137. Transporting meat, 


meat products, meat by-products and 
articles distributed by meat 
packinghouses as described in Sections 
A and C of Appendix I to the Report on 
Descriptions on Motor Carriers 
Certificates M.C.C, 209 and 766 (except 
hides and commodities in bulk) from the 
facilities of Prime Meat Processors, Inc. 
in Omaha, NE to points in the United 
States (except AK and HI) restricted to 
traffic originating at and destined to 
named destinations. (Hearing site: 
Omaha, NE or Sioux City, IA.) 

MC 142508 (Sub-155F), filed April 24. 
1980. Applicant: NATIONAL 
TRANSPORTATION. INC., 10810 South 
144th Street. Post Office Box 37465, 
Omaha, NE 68137. Representative: 

Lanny N. Fauss. Post Office Box 37096, 
Omaha, NE 68137. Transporting plastic 
articles, aluminum foil, and materials, 
equipment and supplies used in the 
manufacture and distribution of plastic 
articles and aluminum foil between 
points in the United States (except AK 
and HI) restricted to traffic originating 
or terminating at the facilities of Presto 
Products, Inc. at Lewiston, UT and 
Appleton, WI. (Hearing site: Green Bay 
or Milwaukee, WI.) 

MC 142508 (Sub-156), filed April 24, 
1980. Applicant: NATIONAL 
TRANSPORTATION. INC., 10810 South 
144th Street, Post Office Box 37465, 
Omaha, NE 68137. Representative: 

Lanny N. Fauss, Post Office Box 37096, 
Omaha, NE 68137. Transporting 
chemicals in containers, and equipment, 
materials and supplies used in the 
manufacture of chemicals between 
points in the United States (except AK 
and HI) restricted to traffic originating 
at or destined to the factilities of Stepan 
Chemical Company Inc. (Hearing site: 
Chicago, IL or Milwaukee, WI.) 

MC 142508 (Sub-157), filed April 24, 
1980. Applicant: NATIONAL 
TRANSPORTATION, INC., 10810 South 
144th Street, Post Office Box 37465, 
Omaha, NE 68137. Representative: 

Lanny N. Fauss. Post Office Box 37096, 
Omaha, NE 68137. Transporting articles 
dealt in and used by converters of paper 
products between points in the United 
States (except AK and HI) restricted to 
traffic originating or destined to New 
York Envelope Company and its 
subsidiary National Envelope Company. 
(Hearing site: Worcester or Boston, MA.) 

MC 143789 (Sub-2F), filed March 19, 
1980. Applicant: MARTIN TRANSFER & 
STORAGE, INC., P.O. Box 3008, East 
Dublin, GA 31021. Representative: C. E. 
Walker, P.O. Box 7381, Columbus, GA 
31908. Transporting general 
commodities, (except commodities in 
bulk), in shipper or railroad-owned 
trailers, having a prior or subsequent 
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movement by railroad, between Cordele, 
Macon and Augusta, GA, on the one 
hand, and, on the other, points in 
Baldwin. Ben Hill, Berrien, Bibb, 
Bleckley, Burke, Crisp, Coffee. Dodge, 
Emanuel. Houston, Irwin, Jeff Davis, 
Jefferson, Johnson, Jones, Laurens, 
Montgomery. Peach, Pulaski, Richmond, 
Telfair, Tift, Toombs, Truetlen, Turner, 
Twiggs, Washington, Wheeler. Wilcox, 
and Wilkinson Counties, GA. Condition: 
To the extent it authorizes the 
transportation of Class A and B 
explosive, the authority granted here is 
limited in point of time to a period 
expiring five (5) years from the date of 
its issuance. (Hearing site: Atlanta or 
Macon, GA.) 

MC 144858 (Sub-32F), filed April 22, 
1980. Applicant: DENVER SOUTHWEST 
EXPRESS, INC., P.O. Box 9799, Little 
Rock, AR 72209. Representative: Scott E. 
Daniel, BOO Nebraska Savings Building, 
1623 Famam, Omaha, NE 68102. 
Transporting household appliances and 
parts and accessories for household 
appliances, (a) between Little Rock, AR. 
on the one hand, and, on the other, 
Louisville, KY. Chicago, IL, Milwaukee. 
WI, Columbia, MD, Columbia, TN, 
Decatur, AL, and Bloomington, IN. and 
(b) from Little Rock, AR, to points in LA, 
MS, NM, OK and TX, restricted to traffic 
originating at or destined to the 
facilities of the General Electric 
Company. (Hearing site: Little Rock, AR 
or Dallas, TX.) 

MC 144858 (Sub-33F), filed April 24, 
1980. Applicant: DENVER SOUTHWEST 
EXPRESS. INC., P.O. Box 9799. Little 
Rock, AR 72209. Representative: Scott E. 
Daniel, 800 Nebraska Saving Building, 
1623 Famam, Omaha, NE 68102. 
Transporting television sets, recorders, 
and accessories for television sets and 
recorders, (1) from the facilities of 
General Electric Company, at or near 
Portsmouth, VA to the facilities of 
General Electric Company at or near 
Little Rock, AR; and (2) from the 
facilities of General Electric Company at 
or near Little Rock, AR to points in LA, 
MS, NM, OK AND TX. (Hearing site: 
Little Rock, AR or Dallas. TX.) 

Note.—Dual operations may be involved. 

MC 147169 (Sub-lF), filed April 22. 

1980. Applicant: SERVICEWAY 
MOTOR FREIGHT, P.O. Box 243, Alcoa, 
TN 37701. Representative: John G. 
Hardeman, 618 United American Band 
Bldg.. Nashville, TN 37219. Transporting 
carbonated beverages, and material and 
supplies used in the manufacture and 
distribution of carbonated beverages 
between Collierville, IL on the one 
hand, and, on the other, points in AR, 

MS, AL, LA, GA, KY. IL. and OK. 


(Hearing site: Memphis or Nashville, 
TN.) 

MC 148428 (Sub-12F), filed March 17. 
1980. Applicant: BEST LINE, INC., P.O. 
Box 765, Hopkins, MN 55343. 
Representative: Andrew R. Clark, 1000 
First National Bank Building, 
Minneapolis, MN 55402. Transporting (1) 
such merchandise as is distributed as 
premiums or gifts; and (2) material 
equipment and supplies used by 
premium fulfillment houses, between 
Portland, OR and points in MN, on the 
one hand, and, on the other, points in 
the United States (except AK and HI) 
restricted to trafic originating at or 
destined to the facilities of the Maple 
Plain Company. (Hearing site: 
Minneapolis, MN.) 

MC 148839 (Sub-2F), filed April 25. 
1980. Applicant: W. & D. TRANSPORT, 
INC., 815 New Hampshire Ave., 
Lynchburg, VA 24502. Representative: J. 
G. Dail, Jr., P.O. Box LL McLean. VA 
22101. Transporting: (1) wood burning 
stoves, (2) metal articles, and (3) 
equipment, materials , and supplies used 
in the manufacture of the commodities 
named in (1) and (2), above, between 
Aberdeen, NC, Lynchburg. VA, and 
points in Amherst County, VA, on the 
one hand, and, on the other, points in 
AZ, CA, CO. DE. GA. IL IN. KY. LA, 

MD, NV. NJ. NM. NY. NC, OH, OR. PA, 
SC, TN, TX. UT. VA. WA. WV. and WY. 
(Hearing site: Washington, DC.) 

MC 149118 (Sub-IF), filed March 17, 
1980. Applicant: BEST WAY 
TRANSPORT. INC, d.b.a. BEST 
TRANSPORT, INC., 3841 North 
Columbia Boulevard, Portland, OR 
97217.Representative: Michael D. Crew, 
1700 Standard Plaza, Portland, OR 
97204. Transporting equipment, 
materials and supplies used in the 
transmission and switching of 
telephonic communications and empty 
telephone cable reels, between points in 
OR, WA and Nez Perce Counties, ID 
restricted to transportation of traffic 
from, to, or between the facilities of 
Pacific Northwest Bell Telephone 
Company. (Hearing site: Portland. OR.) 

MC 149148 (Sub-4F), filed April 28, 
1980. Applicant: SOUND WAYS 
FREIGHT SYSTEMS. 115 Jacobus 
Avenue, South Kearny, NJ 07032. 
Representative: Thomas F. X- Foley. 

State Highway 34, Colts Neck, NJ 07722. 
Transporting insulation, and materials 
and supplies, used in the manufacture of 
insulation between the facilities of Insul- 
Coustic Corporation at or near 
Sayreville, NJ and Greenfield, IN, on the 
one hand, and, on the other, points in 
the United States (except AK and HI). 
(Hearing site: Newark, NJ or New York, 
NY.) 


MC 150648F, filed April 22. 1980. 
Applicant: ROY MCELROY, d.b.a. 
EASTGATE TOWING & STORAGE, 605 
S. Sycamore, Sioux Falls. SD 57103. 
Representative: A. J. Swanson, P.O. Box 
1103, 226 N. Phillips Avenue, Sioux Falls, 
SD 57101. Transporting wrecked, 
disabled, repressed, and replacement 
motor vehicles, between points in SD, 
MN, and IA, on the one hand, and, on 
the other, points in SD. MN, IA, ND. WI 
and NE. (Hearing site: Sioux Falls, SD.) 

MC 150649F, filed April 22,1980. 
Applicant: SUNSHINE BUS LINES, INC., 
4200 Georgia Ave., W. Palm Beach, FL 
33405. Representative: Ronald W. Malin, 
Bankers Trust Bldg.. Jamestown, NY 
14701. Transporting passengers and 
their baggage in the same vehicle as 
passengers (1) in round-trip charter or 
special operations and (2) in one-way 
charter or special operations (1) 
beginning and ending in and/or (2) 
originating at points in the FL Counties 
of Brevard, Broward, Dade, Indian 
River, Martin, Monroe, Palm Beach and 
St. Lucie and extending to points in the 
US, (including AK but excluding HI). 
(Healing site: Miami, FL.) 

Volume No. 226 

Decided: June 20.1980. 

By the Commission, Review Board Number 
3, Members Parker, Fortier and Hill. 

MC 15808, (Sub-23F), filed May 6, 

1980. Applicant: GIRTON BROS. INC., 
P.O. Box 159. Brazil. IN 47834. 
Representative: Donald W. Smith. P.O. 
Box 40248, Indianapolis, IN 46240. 
Contract carrier, transporting: such 
articles as are dealt in or used by motor 
vehicle manufacturers or dealers 
(except in bulk), between the facilities of 
International Harvester Company at 
Indianapolis and Franklin, IN, on the 
one hand, and on the other, points in 
Clark and Champaign Counties, OH, 
and Shadyside, OH, under continuing 
contract(s) with International Harvester 
Company. (Hearing site: Chicago, IL.) 

MC 49368 (Sub-116F), filed April 18, 
1980. Applicant: COMPLETE AUTO 
TRANSIT, INC., East 4111 Andover 
Road, Bloomfield Hills, MI 48013. 
Representative: Eugene C. Ewald, 100 
West Long Lake Road—Suite 102, 
Bloomfield Hills. MI 48013. Contract 
carrier, transporting: (1) motor vehicles, 
in initial movements, in truckaway and 
driveaway service, from the facilities of 
General Motors Corporation at Bowling 
Green, KY, to points in the U.S. (except 
AK and HI), and (2) motor vehicles, in 
secondary movements, in truckaway 
and driveaway service, between KY, on 
the one hand, and, on the other, points 
in the U.S. (except AK and HI), under 
continuing contract(s) with General 
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Motors Corporation. (Hearing site: 

Detroit, MI.) 

MC 116119 (Sub-32F), filed May 6, 

1980. Applicant: JOHN F. HARRIS, 
d.b.a.. HOGAN’S TRANSFER & 
STORAGE CO., 1122 S. Davis Ave., 
Elkins, WV 26241. Representatives: John 
M. Friedman, 2930 Putnam Ave., 
Hurricane, WV 25526. Contract carrier, 
transporting vermiculite, barbeque base 
materials, charcoal, wood chips and 
lighter fluid, charcoal briquets, hickory 
chips, fireplace logs, wax impregnated 
sawdust and materials, supplies and 
equipment used in the manufacture and 
production of the foregoing commodities 
(except commodities in bulk), between 
Parsons and Ridgeley, WV, Fairless 
Hills. PA, and Trenton, NJ, on the one 
hand, and, on the other, points in the 
U.S. in and east of MN, IA, MO, AR, and 
LA, under continuing contract(s) with 
the Kingsford Company, of Louisville, 

KY. (Hearing site: Charleston, WV.) 

Note.—Dual operations may be involved. 

MC 116858 (Sub-20F), filed April 22, 
1980. Applicant: J & M CARRIERS 
CORP., 43-06 54th Road, Maspeth, NY 
11378. Representative: Morton E. Kiel, 
Suite 1832, Two World Trade Center, 
New York, NY 10048. Contract carrier, 
transporting such commodities as are 
dealt in by persons in the business of 
marketing petroleum products, and 
materials, supplies and equipment used 
in the conduct of such business (except 
in bulk), from the facilities of Mobil Oil 
Corporation at Brooklyn, NY, to points 
in Fairfield County, CT, Hudson, Bergen, 
Monmouth, Mercer, Union, Somerset, 
Essex, Middlesex, Hunterdon, Sussex, 
Warren, Morris and Passaic Counties, 

NJ, and Orange, Rockland, Westchester, 
Nassau and Suffolk Counties, NY, under 
continuing contract(s) with Mobil Oil 
Corporation. (Hearing site: New York, 
NY.) 

MC 123408 (Sub-25F), filed May 6, 

1980. Applicant: FOOD HAULERS, INC., 
600 York Street. Elizabeth NJ 07207. 
Representatives: Philip J. Harter, 1101 
Connecticut Avenue, N.W., Washington, 
DC 20036. Contract carrier, transporting 
potting soil, top soil, peat humus and 
bagged cow manure, between the 
facilities of Mt. Bethel Humus Inc., at or 
near Sussex, NJ and points in CT, DE, 
DC. ME. MD, MA, NH, NJ, NY, PA, RI, 
VT, and VA under continuing 
contract(s). with Mt. Bethel Humus, Inc. 
(Hearing site: Washington, DC; New 
York, NY; Philadelphia, PA.) 

MC 123778 (Sub-49F), filed April 10, 
1980. Applicant: JALT CORP. d.b.a. 
UNITED NEWSPAPER DELIVERY 
SERVICE, 802 Raritan Center. Edison, NJ 
08817. Representative: Morton E. Kiel, 
Suite 1832, 2 World Trade Center, New 


York, NY 10048. Contract carrier, 
transporting magazines, magazine parts 
and printed matter, from East 
Greenville. PA, to Wilmington, DE, and 
Strasburg, VA, points in CT, NJ, points 
in NY on and east of NY Hwy 14, and 
points in MD and PA on and east of U.S. 
Hwy 15, and to the District of Columbia, 
under continuing contract(s) with Brown 
Printing Co. of Waseca, MN. (Hearing 
site: New York, NY.) 

MC 123788 (Sub-5F), filed April 8, 

1980. Applicant: AMERICAN-WESTERN 
CO., INC., P.O. Box 430. Dallas, OR 
97338. Representative: Earle V. White, 
2400 S.W. Fourth Avenue, Portland, OR 
97201. Contract carrier, transporting 
materials, equipment, parts and supplies 
used in the manufacture of products at 
the facilities of Towmotor Corporation 
at Dallas, OR, from points in CA, CO, 
TX, UT, and WA and ports in OR to the 
Towmotor Corp. facilities at Dallas, OR, 
under continuing contract(s), with 
Towmotor Corporation. (Hearing site: 
Portland, OR.) 

MC 124328 (Sub-136F), filed April 17. 
1980. Applicant: BRINK’S, INC., 

Thomdal Circle, P.O. Box 1225, Darien. 
CT 06820. Representative: Richard H. 
Streeter, 1729 H Street, N.W., 
Washington, D.C. 20006. Contract 
carrier, transporting currency between 
points in the U.S. (including AK but 
excluding HI) under continuing 
contract(s) with banks and banking 
insitutions. (Hearing site: Washington, 
DC.) 

MC 128988 (Sub-105F), filed April 14, 
1980. Applicant: JO/KEL, INC., 15580 
South 169 Highway, Olathe, KS 66061. 
Representative: John T. Pruitt (same 
address as applicant). Contract carrier, 
transporting flooring tile, and materials 
and supplies used in the manufacture 
and distribution of such commodities 
between points in the U.S. (except AK 
and HI), restricted to traffic from, to, or 
between the facilities of Kentile Floors, 
Inc., under continuing contract(s) with 
Kentile Floor's, Inc. (Hearing site: 
Washington, DC.) 

MC 129459 (Sub-19F), filed March 24, 
1980. Applicant: KEARNEY’S 
TRUCKING SERVICE, INC., P.O. Box 
264, Portland, PA 18351. Representative: 
Joseph F. Hoary, 121 South Main Street, 
Taylor, PA 18517. Contract carrier, 
transporting foodstuffs (except in bulk), 
from the facilities of Globe Products 
Company, Inc., at or near Clifton, NJ, to 
points in PA, OH and MI, under 
continuing contract(s) with Globe 
Products Co., Inc. (Hearing site: 
Philadelphia, PA.) 

MC 129719, (Sub-7F). filed April 22, 
1980. Applicant: BURRELL TRUCKING, 
INC., One Fifth St., New Kensington, PA 


15068. Representative: Arthur J. Diskin, 
806 Frick Bldg., Pittsburgh, PA 15219. 
Contract carrier, transporting concrete 
mixes, concrete block, concrete brick, 
marble chips (in bags), and asphalt 
sealer, in containers, from the facilities 
of Burrell Construction & Supply 
Company in New Kensington, Arnold, 
and Greensburg (Hempfield Township) 
PA, to points in WV, OH, MD, VA, KY, 
IN. IL. MI, NY. TN, and AL, under 
continuing contract(s) with Burrell 
Construction & Supply Company. 
(Hearing site: Washington, DC or 
Pittsburgh, PA.) 

MC 133979 (Sub-3F). filed April 7, 

1980. Applicant: MONTANA BRAND 
PRODUCE COMPANY, INC., 1507 Beck 
Street, Salt Lake City, UT 84116. 
Representatives: Irene Warr, 430 Judge 
Building, Salt Lake City. UT 84111. 
Contract carrier, transporting fertilizer, 
in bags, from Salt Lake City. UT, to 
points, in CA, AZ, TX, WA, OR, ID, MT. 
WY, NM, NV, and CO, under continuing 
contract(s) with Pax Co. of Utah. 
(Hearing site: Salt Lake City, UT.) 

MC 134349 (Sub-36F). filed April 23, 
1980. Applicant: B.L.T. CORPORATION, 
405 Third Avenue, Brooklyn. NY 11215. 
Representative: Eugene M. Malkin, Suite 
1832, 2 World Trade Center, New York, 
NY 10048. Contract carrier, transporting 
such commodities as are dealt in or 
used by discount department stores, and 
equipment, materials and supplies used 
in the conduct of such business (except 
commodities in bulk and foodstuffs), 
between North Bergen. NJ. on the one 
hand, and, on the other, points in AL, FL, 
GA, LA, NC, and SC, under continuing 
contract(s) with Diana Shops, Inc., a 
division of Daylin of North Bergen, NJ. 
(Hearing site: New York, NY.) 

MC 134979 (Sub-16F), filed: April 7. 
1980. Applicant: DAGGETT TRUCK 
LINE, INC., Frazee, MN 56544. 
Representative: Gene P. Johnson, P.O. 
Box 2471, Fargo, ND 58108. Contract 
carrier, transporting: (1) agricultural 
commodities, the transportation of 
which is otherwise exempt from 
economic regulation under Subtitle IV of 
49 U.S.C. 10526, in mixed loads with the 
commodities named in (2) below, (2) 
feed and feed ingredients, and (3) salt, 
in bags, between points in MN, on the 
one hand, and, on the other, points in 
the U.S. (except AK and HI), under 
continuing contract(s) with South St. 
Paul Feeds, Inc. of South St. Paul, MN 
and Midland Cooperatives, Inc., of 
Minneapolis, MN. (Hearing site: 
Minneapolis or St. Paul, MN.) 

MC 135009 (Sub-8F), filed March 31, 
1980. Applicant: PEAK TRANSFER CO.. 
INC., 57 Hathaway Street, Wallington, 
NJ 07057. Representatives: Ronald I. 
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Shapss, 450 Seventh Avenue, New York, 
NY 10001. Contract carrier, transporting 
(1) books, paper and printed matter, 
between Dresden and Nashville, TN, 
Dallas, PA, and Moonachie, NJ, (2) 
insecticides, pharmaceuticals, cleaning 
aids, natural foods, vitamins, beauty 
supplies and materials and supplies 
used in the packaging of the foregoing 
commodities, between Dayton, NJ, New 
York, NY. Norman, OK, and points in 
CA, and (3) insulation, plastic products, 
home improvement supplies and 
materials and supplies used in the 
manufacture of the foregoing 
commodities between New York, NY, 
and Mahwah, NJ, on the one hand, and, 
on the other, points in the U.S. (except 
AK and HI) under continuing contract(s) 
with United Ebony Transportation, Inc. 
(Hearing site: New York, NY.) 

MC 135028 (Sub-lF), filed April 8, 

1980. Applicant: BENJAMIN BLATT 
d.b.a. BEN BLATT, 6382 Morrowfield 
Avenue. Pittsburgh, PA 15217. 
Representative: Herbert Alan Dubin, 818 
Connecticut Avenue, NW., Washington, 
DC. 20006. Contract carrier, transporting 
household appliances and electronic 
equipment and accessories, and floor 
and wall coverings, from the facilities of 
Hamburg Bros, at Pittsburgh, PA, to 
points in OH and WV under continuing 
contract(s) with Hamburg Bros, of 
Pittsburg. PA. (Hearing site: Pittsburgh, 
PA.) 

MC 135989 (Sub-16F), filed April 10, 
1980. Applicant: COAST EXPRESS, 

INC., 14280 Monte Vista Ave., Chino, 

CA. 91710. Representative: William J. 
Lippman, Suite 330, Steele Park, 50 
South Steele Street, Denver, CO 80209. 
Contract carrier, transporting 
manufactured non-ferrous alloys and 
processed non-ferrous scrap, from 
Baltimore, Md„ to points in the U.S. 
(except AK and HI), under continuing 
contract(s) with Ansam Metals 
Corporation. (Hearing site: Baltimore, 
MD.) 

MC 136168 (Sub-44F), filed April 1, 
1980. Applicant: WILSON CERTIFIED 
EXPRESS, INC., P.O. Box 3326, Des 
Moines, IA 50316. Representative: 

Donald L. Stem, Suite 610, 7171 Mercy 
Rd., Omaha, NE 68106. Contract carrier, 
transporting (1) meats, meat products, 
meat by-products and articles 
distributed by meat packinghouses, as 
described in Sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 M.C.C. 
209 and 766, (except hides and 
commodities in bulk), from the facilities 
used by Wilson Foods Corporation at 
Logansport, IN, and Monmouth, IL, to 
points in IA, KS, MN. MO and NE; and 
(2) materials, equipment and supplies 


used in manufacture and distribution of 
commodities in (1) above, (except 
commodities in bulk and requiring 
special equipment), from points in IA, 
KS, MN, MO and NE to the facilities of 
Wilson Foods Corporation at 
Logansport, IN, and Monmouth, IL, 
under continuing contract(s) with 
Wilson Foods Corporation, of Oklahoma 
City, OK. (Hearing site: Oklahoma City, 
OK.) 

MC 136408 (Sub-49F), filed April 14, 
1980. Applicant: CARGO, INC., a New 
Jersey coporation, P.O. Box 206, U.S. 
Hwy 20, Sioux City, IA 51102. 
Representative: David L. King, Vice 
President (same address as applicant). 
Contract carrier, transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between points in the U.S. in and east of 
CO, MT, MN, and WY, restricted to 
traffic moving from, to or between the 
facilities of Borden, Inc., under 
continuing contract(s) with Borden, Inc. 
(Hearing site: Washington, DC.) 

Note. —Dual operations may be involved. 

MC 135709 (Sub-2F), filed April 1, 

1980. Applicant: WALLACE TRUCKING 
COMPANY, Route 4, Box A-71, 
Lauringburg, NC 28352. Representative: 

F. Kent Bums, P.O. Box 1406, Raleigh, 

NC 27602. Contract carrier, transporting 
finished rubber clutches bonded to 
metal rims from Laurinburg, NC, to 
Cleveland, OH, and metal rims, rubber 
(un vulcanized), rubber compound and 
chemical used in the manufacture of 
rubber, in containers, from Cleveland, 
Barberton, and Akron, OH, to 
Laurinburg, NC, under continuing 
contract(s), with Eaton Corporation of 
Laurinburg, NC. (Hearing site: 

Laurinburg or Raleigh, NC.) 

MC 136898 (Sub-9F), filed April 10, 
1980. Applicant: BAKER TRANSPORT, 
INC., P.O. Box 678, Hartselle, AL 35640. 
Representative: Robert E. Tate, P.O. Box 
517, Evergreen, AL 36401. Contract 
carrier, transporting paper and paper 
products, plastics, plastic articles, 
containers, metal ends, machinery 
parts, warp beams, pulpwood articles, 
cones, tubes, metal buildings and parts, 
lumber, forest products, adhesives, 
coatings, waste paper, pulpboard 
products, and materials, supplies and 
equipment used in the manufacture, sale 
or distribution of the above commodities 
(except commodities in bulk, in tank 
vehicles), between points in the U.S.; 
(except AK and HI), under continuing 
contract(s) with Sonoco Products 
Company. (Hearing site: Atlanta, GA or 
Washington, DC.) 


MC 141269 (Sub-4F), filed April 3, 
1980. Applicant: CHAS. R. MORGAN, 
INC., 18574 South Highway 99E, Oregon 
City, OR 97045. Representative: Earle V. 
White. 2400 S.W. Fourth Avenue, 
Portland, OR 97201. Contract carrier, 
transporting malt beverages, in 
containers, from the facilities of Jos. 
Schlitz Brewing Co., at or near Los 
Angeles, CA, and Anheuser-Busch, Inc. 
at or near Los Angeles and Fairfield. 

CA, to the facilities of Portland 
Distributing Company at or near 
Portland, OR, under continuing 
contract(s) with Portland Distributing 
Company. (Hearing site: Portland, OR.) 

MC 141928 (Sub-4F), filed April 14. 
1980. Applicant: KOHLMAN 
INDUSTRIES, LTD., 29170 Fraser 
Highway. Aldergrove, BC, Canada VoX 
lAo. Representatives: George R. 
LaBissoniere, 1100 Norton Building, 
Seattle, WA 98104. Contract carrier, 
transporting lumber and wood products 
from ports of entry on the U.S./Canada 
international boundary line in WA to 
points in WA, under continuing 
contract(s) with Pacific Pallet, Ltd. 
(Hearing site: Seattle, WA.) 

MC 142748 (Sub-4F), filed April 7, 

1980. Applicant: GENARO T. 
CAMACHO d.b.a. GENE’S FREIGHT 
LINES, 3230 W. Mississippi Ave., 
Denver, CO 80219. Representative: 
Truman A. Stockton, Jr., the 1650 Grant 
St. Bldg., Denver, CO 80203. Contract 
carrier, transporting metal containers 
from Oklahoma City, OK, to Denver, 

CO, under continuing contract(s) with 
Columbine Beverage Co., Denver, CO. 
(Hearing site: Denver, CO.) 

MC 144189 (Sub-9F), filed April 10, 

. 1980. Applicant: CORPORATE 
TRANSPORT INC., 107 7th North Street. 
Liverpool, NY 13088. Representative: 
John L. Alfano, 550 Mamaroneck 
Avenue, Harrison, NY 10528. Contract 
carrier, transporting cartons, not 
corrugated, between Cincinnati, OH, on 
the one hand, and, on the other, points 
in CT, DE, MA, MD. ME. NH, NJ. NY, 

PA, RI, VT, VA, and DC, under 
continuing contract(s) with Olinkraft, 
Inc. of West Monroe, LA. (Hearing site: 
New York, NY.) 

MC 144218 (Sub-6F), filed April 4, 

1980. Applicant: FELDSPAR TRUCKING 
CO., INC., P.O. Box 858, Spruce Pine, NC 
28777. Representative: George W. Clapp, 
P.O. Box 836, Taylors, SC 29687. 

Contract carrier, transporting ground 
feldspar, from Spruce Pine, NC, to points 
in the U.S. (except AK and HI), under 
continuing contract(s) with Lawson- 
United Feldspar & Mineral Co. (Hearing 
site: Asheville. NC.) 

MC 144929 (Sub-4F), filed April 2. 

1980. Applicant: B & J TRUCKING, INC., 
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Frontage Road, Route 3, Piedmont. South 
Carolina. Representative: Brian S. Stern 
2425 Wilson Boulevard, Suite 367, 
Arlington. VA 22201. Contract carrier, 
transporting terephthalic acid (except in 
bulk), from the facilities of Amoco 
Chemicals Corporation at Cooper River, 
Berkeley County, SC, to Charleston, SC, 
and empty containers and containers 
chassis in the reverse direction, having 
a prior or subsequent movement by 
water, and plastic pellets (except in 
bulk) from the facilities of Amoco 
Chemicals Corporation at New Castle, 

DE, to the facilities of Amoco Chemcials 
Corporation at Santa Fe Springs. CA, 
under continuing contract(s) with 
Amoco Chemicals Corporation of 200 
East Randolph Drive. Chicago, 1L 60601. 
(Hearing site: Chicago, IL.) 

MC 145108 (Sub-2GF), filed April 7. 

1980. Applicant* BULLET EXPRESS, 

INC., 5600 First Avenue. Brooklyn, NY 
11220. Representative: George A. Olsen, 
P.O. Box 357. Gladstone, NJ 07934. 
Contract carrier, transporting such 
commodities as are dealt in by drug, 
grocery, department stores, and food 
services (except commodities in bulk), 
between the facilities of Amstar 
Corporation, on the one hand, and, on 
the other, points in the US (except AK 
and HI), under continuing contract(s) 
with Amstar Corporation, New York, 

NY. (Hearing site: New York, NY or 
Washington, DC.) 

MC 145108 (Sub-2lF). filed April 7, 

1980. Applicant: BULLET EXPRESS, 

INC., 5600 First Avenue, Brooklyn, NY 
11220. Representative: George A. Olsen, 
P.O. Box 357, Gladstone, NJ 07934. 
Contract carrier, transporting foodstuffs, 
and materials, equipment, and supplies 
used in the manufacture and sale of 
foodstuffs (except commodities in bulk), 
between the facilities of S. Gumpert Co., 
Inc. on the one hand, and, on the other, 
points in the US (except AK and HI), 
under continuing contract(s) with S. 
Gumpert Co., Inc. of Jersey City, NJ. 
(Hearing site: New York, NY or 
Washington, DC.) 

MC 145108 (Sub-22F), filed April 25, 
1980. Applicant: BULLET EXPRESS. 

INC., 5600 First Avenue, Brooklyn. NY 
11220. Representative: George A. Olsen, 
P.O. Box 357, Gladstone, N] 07934. 
Contract carrier, transporting frozen 
bakery products, from Torrance, CA, to 
points in the US (except AK and HI), 
under continuing contract(s) with Kings 
international Bakery, of Torrance, CA. 
(Hearing site: Los Angeles, CA or 
Washington. DC.) 

MC 146568 (Sub-8F), filed April 22, 
1980. Applicant: PHOENIX BIRD, INC., 
Suite 118.1 Neshaminy Plaza, Street 
Road and Bristol Pike. Cornwells Height, 


PA 19020. Representatives: Ronald N. 
Cobert. 1730 M Street, N.W., Suite 501, 
Washington, DC 20038. Contract carrier, 
transporting drugs, medicines, and 
chemicals (except in bulk) from the 
facilities of Merck, Sharp & Dohme, a 
division of Merck and Company, Inc. at 
or near West Point, PA to Atlanta, GA, 
Arlington, TX, Denver, CO, Overland 
Park. KS, Los Angeles, CA, Memphis, 

TN, Kenner. LA, Portland, OR and San 
Francisco. CA, under continuing 
contract(s) with Merck, Sharp. & Dohme. 
(Hearing site: Washington, DC.) 

MC 146669 (Sub-4F), filed April 17, 

1980. Applicant: McDOUGALD OIL CO., 
INC., 459 Nichols Lane, P.O. Box 309, 
Moab, UT 84532. Representative: 

Richard P. Kissinger, Steele Park, Suite 
330, 50 South Steele Street, Denver. CO 
80209. Contract carrier, transporting 
petroleum and petroleum products (in 
bulk), between points in San Juan 
County, NM, under continuing 
contract(s) with Plateau, Inc. of 
Albuquerque, NM. (Hearing site: Denver, 
CO.) 

MC 147708 (Sub-4F). filed April 21, 

1980. Applicant: AIWF 
TRANSPORTATION CORPORATION. 
Route 30, Exton. PA 19341. 
Representative: J. Max Harding, P.O. 

Box 82028, Lincoln, NE 68501. Contract 
carrier, transporting furniture and 
household appliances, from points in the 
US (except AK, HI and PA) to 
Philadelphia, PA, continuing contract(s) 
with Associated Warehouse Corp. 
(Hearing site: Philadelphia, PA.) 

MC 148308 (Sub-lF), filed April 21, 
1980. Applicant: ROTRANSCO, INC., 
6135 West 65th Street, Chicago, IL 60638. 
Representative: Edward G. Bazelon, 39 
South LaSalle Street, Chicago, IL 60603. 
Contract carrier, transporting 
automobile parts and accessories for 
automobile parts, between the facilies of 
Toyota Motor Distributors U.S.A., Inc., 
at Carol Stream, IL, on the one hand, 
and, on the other, points in IL, IN, WI, 

MI and MN, under continuing 
contract(s) with Toyota Motor 
Distributors U.S.A., Inc., (Hearing site: 
Chicago. IL.) 

MC 148479 (Sub-9F), filed April 9, 

1980. Applicant: MIDWEST SOLVENTS 
COMPANY. INC., 1300 Main Street. 
Atchison, KS 66002. Representatives: 

Bob W. Storey, 310 Columbian Title 
Building, 820 Quincy Street, Topeka, KS 
66612. Contract carrier, transporting 
beverage alcohol, except in bulk, and 
cereal malt beverages, between Topeka, 
KS, on the one hand, and, on the other, 
points on NY, NJ, MD, FL, LA, TX, KY, 
TN, IL. IN. MI, OH, PA, CA, MA. MO. 
AND KS, under continuing contract(s) 
with the Lux-Witner Co., Inc. (Hearing 


site: Topeka or Wichita, KS. or Kansas 
City, MO.) 

MC 148479 (Sub-lOF). filed April 9. 

1980. Applicant: MIDWEST SOLVENTS 
COMPANY. INC.. 1300 Main Street. 
Atchison, KS 66002. Representatives: 

Bob W. Storey, 310 Columbian Title 
Building, 820 Quincy Street, Topeka, KS 
66612. Contract carrier, transporting 
beverage alcohol, (except in bulk), and 
cereal malt beverages, (except in bulk), 
between Joplin, MO, on the one hand, 
and, on the other, points on NY. NJ. MD, 
FL. LA. TX. KY, TN, IL, IN. ML OH. PA, 
CA, MA, MO, and KS. under continuing 
contract(s) with southwest Missouri 
Liquor Co., Inc. (Hearing site: Topeka or 
Wichita. KS.) 

MC 148479 (Sub-llF), filed March 25, 
1980. Applicant: MIDWEST SOLVENTS, 
COMPANY, INC., 1300 Main Street. 
Atchison, KS 66002. Representatives: 

Bob W. Storey, 310 Columbian Title 
Building, 820 Quncy Street, Topeka. KS 
66612. Contract carrier, transporting 
paper products, chemicals, glass bottles, 
alcoholic beverages, ceramic 
containers, rum, scotch, and tequila; and 
machinery, between We9ton, MO on the 
one hand, and, on the other, points in 
the U.S. (except AK and HI), under 
continuing contract(s) with McCormick 
Distilling company of Weston. MO. 
(Hearing site: Topeka or Wichita, KS.) 

MC 148479 (Sub-12F), filed March 25, 
1980. Applicant: MIDWEST SOLVENTS 
COMPANY, INC., 1300 Main Street, 
Atchison. KS 66002. Representatives: 

Bob W., Storey, 310 Columbian Title 
Building, 820 Quincy Street, Topeka. KS 
66612. Contract carrier, transporting 
paper products, leather and plastic 
products, cloth and metal, glue, and 
machinery, between Atchinson, KS, on 
the one hand, and on the other, points in 
the U.S. (except AK and HI), under 
continuing contract(s) with Atchison 
Leather Products, Co., Inc., of Atchison, 
KS. (Hearing site: Topeka or Wichita. 
KS.) 

MC 148518 (Sub-2F), filed April 1, 

1980. Applicant: JUR CORPORATION 
d.b.a. RAJOR, INC.. P.O. Box 756,100 
Beta Drive, Franklin, TN 37064. 
Representative: William J. Monheim, 

P.O. Box 1758, Whittier, CA 90609. 
Contract carrier, transporting Air- 
conditioning and heating units (except 
commodities which because of size or 
weight require the use of special 
equipment), from points in Davidson 
County, TN, to points in DC and NJ. and 
those points in DE on and north of U.S. 
Hwy. 40, in MD on and east of Interstate 
Hwy. 81 and on, west and north of U.S. 
Hwy. 301 and in PA on, east and south 
of Interstate Hwy. 81 from the MD-PA 
state line to Jet. Interstate Hwy. 80 at or 
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near St. Johns, then on and south of 
Interstate Hwy. 80 to the PA-NJ state 
line, under a continuing contract(s) with 
Heil Quaker Corporation, of Davidson 
County, TN. (Hearing site: Nashville, 
TN.) 

Note.—Dual operations are involved. 

MC 148849 (Sub-5F), filed April 1. 

1980. Applicant: EQUITABLE BAG CO., 
INC., 45-50 Van Dam St., Long Island 
City, NY 11101. Representative: George 
A. Olsen, P.O. Box 357, Gladstone, NJ 
07934. Contract carrier, transporting 
such commodities as are sold or dealt in 
by department stores, and paper and 
paper products, (1) from Chicago, IL, To 
Sharonville, OH; (2) From Miami, F, To 
Charlotte, NC; and (3) From Charlotte, 
NC, To Sharonville, OH under 
continuing contracts with Montgomery 
Ward & Co. of Chicago, IL. (Hearing site: 
Chicago, IL or Washington, DC.) 

MC 150049 (Sub-lF), filed April 25, 
1980. Applicant: JACOB A. RESSLER, 
DENNIS RESSLER, JAMES RESSLER & 
ALLEN RESSLER d.b.a. JACK RESSLER 
& SONS TRUCKING, Box 311, Mandan, 
ND 58554. Representative: Charles E. 
Johnson, P.O. Box 1982, Bismarck, ND 
58501. Contract carrier, transporting 
lumber, lumber products, wood products 
and lumber mill products, between 
points in the U.S. west, and north of MI, 
IN. IL, MO. KS. CO. UT. NV. and CA. 
under continuing contract(s) with Jones 
Lumber Corp., of Minneapolis, MN, and 
Hem Lumber Co., of Spokane, WA. 
(Hearing site: Minneapolis, MN or 
Spokane, WA.) 

MC 150259 (Sub-lF), filed April 11, 
1980. Applicant: CLARK TANK LINES 
COMPANY, 1450 No. Beck Street, P.O. 
Box 1895, Salt Lake City, UT 84110. 
Representative: William S. Richards, 

P.O. Box 2465, Salt Lake City. UT 84110. 
Contract carrier, transporting sulphur, 
from the facilities of Mountain Fuel 
Supply Company near Mountain View, 
WY, to Conda and Don, ID, under 
continuing contract(s) with Mountain 
Fuel Supply Co. (Hearing site: Salt Lake 
City. UT.) 

MC 150418F, filed March 24.1980. 
Applicant: J.D. AND BILLY HINES 
TRUCKING, INC., Moores Hwy. 

Prescott, AR 71857. Representative: J. D. 
Hines (same address as applicant). 
Contract carrier, transporting wood 
chips, bark, sawdust, and shavings, from 
the facilities of Edward Hines Lumber 
Co. at or near Nashville, AR, to points in 
McCurtain County, OK, Quachita, 

Union, and Lincoln Parishes, LA, and 
Bowie County, TX, under continuing 
contract(s) with Edward Hines Lumber 
Co., of Hope, AR. (Hearing site: Little 
Rock, Texarkana, or Hot Springs. AR.) 

Note.—Dual operations may be involved. 


MC 150428 (Sub-lF), filed April 10, 
1980. Applicant: RIVER BEND 
TRANSPORTATION. INC., P.O. Box 
5808, Pearl, MS 39208. Representative: 
Morton E. Kiel, Suite 1832, 2 World 
Trade Center, New York, NY 10048. 
Contract carrier, transporting screening, 
and materials, supplies and equipment 
used in the manufacture, sale and 
distribution of screening (except in 
bulk), between the facilities of Keystone 
Seneca Wire Cloth Company at 
Brookhaven, MS, on the one hand, and, 
on the other, points in the U.S. (except 
AK and HI), under continuing 
contract^) with Keystone Seneca Wire 
Cloth Company, of Brookhaven, MS. 
(Hearing site: Jackson. MS.) 

MC 150488F, filed April 1,1980. 
Applicant: JOHNNY NELSON LAYNE, 
Route 3, Box 179A, Amherst, VA 24521. 
Representative: Terrell C. Clark, P.O. 
Box 25, Stanleytown, VA 24168. 

Contract carrier, transporting new 
furniture, from Stanleytown and 
Waynesboro, VA, and West End, NC to 
Dallas and Houston, TX, under 
continuing contract(s) with Stanley 
Furniture of Dallas, Inc., and Stanley 
Furniture of Houston, Inc. (Hearing site: 
Dallas, TX.) 

MC 150498 (Sub-lF), filed April 15, 
1980. Applicant: PACIFIC INLAND 
TRANSPORT. INC., P.O. Box 645, 3049 
Oakraider Drive. Alamo, CA 94507. 
Representative: William L Burch, 3049 
Oakraider Drive. Alamo, CA 94507. 
Contract carrier, transporting parts and 
supplies used in repair, maintenance, 
refurbishing and construction of 
railroad cars, between points in WA, 
OR, CA, AZ, NM, and TX, under 
continuing contract(s) with Trailer Train 
Corporation of Chicago, IL. (Hearing 
site: San Francisco, CA or Chicago, IL.) 

MC 150519 (Sub-lF), filed March 21, 
1980. Applicant: PETER PICKNELLY 
AND LOUIS MAGNANO, a partnership, 
d.b.a. P & L ENTERPRISES, 1776 Main 
Street. Springfield, MA 01103. 
Representative: Robert J. Brooks, 1111 E 
Street, N.W., Suite 501, Washington, DC 
20004. Contract carrier, transporting 
passengers and their baggage, in charter 
and special operations, between the 
facilities of Boardwalk Regency Hotel 
and Casino, at Atlantic City, NJ, on the 
one hand, and, on the other, 

Washington, DC, and points in CT, DE, 
MD, NY, PA, and VA, under continuing 
contract(s) with Happy Day Tours, Inc. 
(Hearing site: Atlantic City, NJ.) 

MC 150568 (Sub-lF), filed April 15. 
1980. Applicant: CASE CARRIAGE CO.. 
714 S. Sugar St., Celina, OH 45822. 
Representative: James W. Muldoon, 50 
W. Broad St., Columbus, OH 43215. 
Contract carrier, transporting such 


commodities as are dealt in by 
manufacturers or distributors of meat, 
meat products, meat by-products, meat¬ 
packing house products, cheese and 
cheese products (except commodities in 
bulk), between Chicago, IL, Auburn and 
Fort Wayne. IN, Cynthiana, KY, 
Kalamazoo and points in Hillsdale 
County, MI, Fremont, OH, Palmyra, PA, 
and El Paso and Houston, TX, on the 
one hand, and, on the other, points in 
the U.S. (except AK and HI) under 
continuing contract(s) with Peter Eckrich 
& Sons, Inc. (Hearing site: Columbus, 
OH; Washington, DC.) 

MC 150699 (Sub-lF). filed May 5,1980. 
Applicant: RST INDUSTRIES LTD., P.O. 
Box 1313, Saint John, NB, Canada, E2L 
4H8. Representative: Fritz R. Kahn, Suite 
1100,1660 L Street, N.W., Washington, 
DC 20036. Contract carrier, transporting 
petroleum and petroleum products and 
chemical byproducts of the petroleum 
refining process in bulk, in special tank 
trailers, from the ports of entry on the 
International Boundary line between the 
U.S. and Canada at or near Calais, 
Houlton, Vanceboro, Fort Fairfield, Van 
Buren, Madawaska and Fort Kent, ME, 
on the one hand, and, on the other, 
points in ME, under continuing 
contract(s) with Irving Oil Limited. 
(Hearing site: Boston. MA or 
Washington, DC.) 

Note.—Common control and dual 
operations may be involved. 

Volume No. 231 

Decided: June 25.1980. 

By the Commission. Review Board Number 
1, Members Carleton. Joyce, and Jones. 

MC 2473 (Sub-22F), filed March 31, 
1980. Applicant: BILLINGS TRANSFER 
CORP., INC., Green Needles Rd., 
Lexington, NC 27292. Representative: 
Homer M. Curry (same address as 
applicant). Transporting textiles and 
textile products, from Asheville, NC, to 
points in NJ, those in NY within 20 miles 
of New York, NY, including New York, 
NY, those in Union County, PA, and 
those in PA on and east of a line along 
the west bank of the Susquehanna River 
beginning at the PA-MD State line and 
extending north to U.S. Hwy 6, then east 
along U.S. Hwy 6 to the PA-NJ State 
line. (Hearing site: New York, NY, or 
Washington, DC.) 

MC 20723 (Sub-4F), filed May 1,1980. 
Applicant: NED E. BARD, P.O. Box 6, 
Leola, PA 17540. Representative: J. Bruce 
Walter, 410 North Third St., P.O. Box 
1146, Harrisburg, PA 17108. Transporting 
(1) metal and metal products and 
machinery and machinery parts, and (2) 
equipment, materials, and supplies used 
in the manufacture, distribution and 
installation of the commodities in (1) 
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above, (except commodities in bulk, in 
dump vehicles), between points in 
Lancaster and Chester counties, PA, on 
the one hand, and, on the other, points 
in ME, VT. NH. MA. CT. RI, NY. NJ. DE. 
OH, WV, VA. IN, IL, MI, LA. WI, KY. 

TN, NC. SC. GA. FL, MS. and AL, 
restricted to traffic originating at the 
indicated origins or destined to the 
indicated destinations. (Hearing site: 
Harrisburg, PA, or Washington, DC.) 

MC 61592 (Sub-495F), filed June 3. 

1980. Applicant JENKINS TRUCK LINE, 
INC., P.O. Box 697, Jeffersonville, IN 
47130. Representative: E. A. DeVine, 

P.O. Box 737, Moline, IL 61265. 
Transporting such commodities as are 
dealt in or used by agricultural 
equipment and industrial equipment 
dealers and manufacturers, (except 
commodities in bulk), between Grinnell, 
IA and Green Isle, MN, on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI), restricted to traffic 
originating at or destined to the facilities 
used by Farmhand, Inc. (Hearing site: 
Des Moines, LA.) 

MC 61592 (Sub-496F). filed June 3, 

1980. Applicant JENKINS TRUCK LINE, 
INC.. P.O. Box 697, Jeffersonville, IN 
47130. Representative Elisabeth A. 
DeVine, P.O. Box 737, Moline. IL 61265. 
Transporting (1) air conditioning, 
heating, and cooling equipment, (2) 
PARTS for the commodities in (1) above, 
and (3) materials and supplies used in 
the manufacture, repair, and distribution 
of the commodities in (1) and (2) above, 
(except commodities in bulk, and those 
which because of size or weight require 
the use of special equipment), between 
the facilities of Fedders Corporation, at 
or near (a) Edison, NJ, (b) Effingham, IL, 
and (c) Frederick, MD, on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI). (Hearing site: 
Washington, DC.) 

MC 80443 (Sub-39F), filed May 5,1980. 
Applicant: OVERNITE EXPRESS, INC., 
2550 Long Lake Rd„ Roseville, MN 
55113. Representative: Samuel 
Rubenstein, P.O. Box 5, Minneapolis, 
MN 55440. Transporting (1) such 
commodities as are dealt in by farm 
equipment dealers, and parts for 
material handling equipment, (except 
commodities in bulk, in tank vehicles), 
(2) material handling equipment and 
parts for material handling equipment, 
and (3) materials, equipment, and 
supplies used in the manufacture and 
distribution of the commodities in (1) 
and (2) above, (except commodities in 
bulk, in tank vehicles), between 
Minneapolis, MN, on the one hand, and, 
on the other, points in the U.S. (except 
AK and HI). (Hearing site: Minneapolis, 
MN.) 


MC 82492, (Sub-261 F), filed June 2, 

1980. Applicant: MICHIGAN & 
NEBRASKA TRANSIT CO., INC.. 2109 
Olmstead Road, P.O. Box 2853. 
Kalamazoo, MI 49003. Representative: 

Neil E. Hannan (same address as 
applicant). Transporting petroleum and 
petroleum products, automotive 
chemicals, and cleaning compounds, 
and equipment, materials and supplies , 
used by automotive service centers, 
(except commodities in bulk), between 
the facilities of Valvoline Oil Co., Div. of 
Ashland Oil, Inc., at Willow Springs, IL, 
on the one hand, and, on the other, 
points in AR, IL, IN. IA, KY, KS. MI. MN. 
MO. NE, ND, OH, OK, PA. SD, TN. TX, 
and WI. restricted to traffic originating 
at or destined to the named facilities. 
(Hearing site: Chicago, IL, or 
Washington, DC.) 

MC 103993 (Sub-1048F), filed May 12. 
1980. Applicant: MORGAN DRIVE- 
AWAY, INC.. 28651 U.S. 20 West. 

Elkhart, IN 46515. Representative: James 
B. Buda (same address as applicant). 
Transporting (1) trailers, (except, those 
designed to be drawn by passenger 
automobiles), in initial movements, from 
the facilities of Great Dane Trailers 
Indiana, Inc., at or near Brazil. IN, to 
points in the U.S. (except AK and HI), 
and (2) trailers, (except those designed 
to be drawn by passenger automobiles), 
in secondary movements, between 
points in the U.S. (except AK and HI), 
restricted in (2) above to traffic 
originating at or destined to the facilities 
of Great Dane Trailers Indiana, Inc., and 
its dealers. (Hearing site: Indianapolis, 
IN.) 

MC 107012 (Sub-541F), filed June 2. 
1980. Applicant: NORTH AMERICAN 
VAN LINES, INC., 5001 U.S. Highway 30 
West, P.O. Box 988, Fort Wayne, IN 
46801. Representative: Bruce W. 

Boyarko (same address as applicant). 
Transporting general commodities 
(except commodities in bulk, those of 
unusual value, class A and B explosives, 
household goods as defined by die 
Commission, and those requiring special 
equipment), between points in the U.S. 
(except AK and HI), restricted to traffic 
originating at or destined to the facilities 
of Black & Decker (U.S.). Inc. (Hearing 
site: Baltimore. MD, or Washington, DC.) 

MC 107012 (Sub-542F), filed June 3, 
1980. Applicant: NORTH AMERICAN 
VAN LINES, INC., 5001 U.S. Highway 30 
West, P.O. Box 988, Fort Wayne. IN 
46801. Representative: David D. Bishop 
(same address as applicant). 
Transporting fireplaces and parts and 
accessories for fireplaces, from points in 
CA, to points in the U.S. (except AK and 
HI). (Hearing site: Los Angeles, CA, or 
Washington, DC.) 


MC 107012 (Sub-543F), filed June 2. 

1980. Applicant: NORTH AMERICAN 
VAN LINES, INC., 5001 U.S. Highway 30 
West. P.O. Box 988, Fort Wayne. IN 
46801. Representative: David D. Bishop 
(same address as applicant). 

Transporting (1) gas and electrical 
appliances, and (2) equipment, 
materials, and supplies used in the 
manufacture and distribution of the 
commodities in (1) above, (except 
commodities in bulk), between points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 
facilities of the General Electric Co. 
(Hearing site: Louisville, KY, or Chicago, 
IL.) 

MC 107012 (Sub-544F), filed June 3, 

1980. Applicant: NORTH AMERICAN 
VAN LINES, INC., 5001 U.S. Hwy 30 
West, P.O. Box 988, Fort Wayne, IN 
46801. Representative: David D. Bishop 
(same address as applicant). 

Transporting new furniture, between 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities of Montgomery 
Ward and Co. (Hearing site: Chicago. 

IL.) 

MC 107012 (Sub-545F), filed June 3, 
1980. Applicant: NORTH AMERICAN 
VAN LINES, INC., 5001 U.S. Highway 30 
West, P.O. Box 988, Fort Wayne, IN 
46801. Representative: Bruce W. 

Boyarko (same address as applicant). 
Transporting (1) parts, attachments, 
tools, and accessories for internal 
combustion engines, and (2) displays 
used in sale of same from the facilities 
of Purolator Products Inc., at 
Fayetteville, NC, to points in the U.S. 
(except AK, HI. and NC). (Hearing site: 
Newark, NJ, or Washington, DC.) 

MC 107012 (Sub-546F), filed June 3. 
1980. Applicant: NORTH AMERICAN 
VAN LINES, INC., 5001 U.S. Highway 30 
West, P.O. Box 988, Fort Wayne. IN 
46801. Representative: David D. Bishop 
(same address as applicant). 
Transporting plastic articles, from 
Mooresville and Sanford, NC, to 
Webster City and Jefferson, IA. (Hearing 
site: Des Moines, IA, or Chicago, IL.) 

MC 107403 (Sub-1334F), filed May 5, 
1980. Applicant: MATLACK, INC., Ten 
West Baltimore Ave., Lansdowne. PA 
19050. Representative: Martin C. Hynes, 
Jr. (same address as applicant). 
Transporting (1) dry sugar, in bulk, from 
New Orleans, LA, to points in AL, AR, 
FL, GA, KY. MS, OK, TN. and TX; and 
(2) liquid sugar, corn syrup, and blends 
of com syrup and sugar, in bulk, from 
New Orleans, LA, to points in KS, KY, 
and MO. (Hearing site: Washington, 

DC.) 

MC 113362 (Sub-392F), filed June 4, 
1980. Applicant: ELLSWORTH 
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FREIGHT LINES, INC., 310 East 
Broadway, Eagle Grove, IA 50533. 
Representative: Milton D. Adams, P.O. 
Box 429, Austin, MN 55912. Transporting 
(1) paper and paper articles, woodpulp, 
and plastic and plastic products, and (2) 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (1) above (except 
commodities in bulk), between those 
points in the U.S. in and east of ND, SD. 
NE, KS. and TX. restricted to traffic 
originating at or destined to the facilities 
owned or used by Georgia-Pacific Corp. 
(Hearing site: Minneapolis, MN. or 
Washington, DC.) 

MC 113362 (Sub-394F). filed June 4. 
1980. Applicant: ELLSWORTH 
FREIGHT LINES, INC 310 East 
Broadway, Eagle Grove, LA 50533. 
Representative: Milton D. Adams, P.O. 
Box 429, Austin, MN 55912. Transporting 
petroleum, petroleum products , 
automotive chemicals, cleaning 
compounds, and such commodities as 
are used by automotive service centers, 
(except commodities in bulk), between 
the facilities of Valvoline Oil Company, 
a division of Ashland Oil, Inc., at 
Willow Springs, IL on the one hand, 
and, on the other points in AR. CO. IL, 
IA, KY, IN. LA. MI. MN. KS. MO, MT, 
NE, NM. ND. OH. OK. PA SD, TN, TX, 
WI, and WY. restricted to traffic 
originating at or destined to the named 
facilities. (Hearing site: St. Louis, MO.) 

MC 114552 (Sub-255F), filed April, 30. 
1980. Applicant: SENN TRUCKING CO., 
a corporation, P.O. Drawer 220, 
Newberry. SC 29108. Representative: 
William P. Jackson, Jr.. 3420 N. 
Washington Boulevard, P.O. Box 1240, 
Arlington. VA 22210. Transporting such 
commodities as are dealt in or used by 
agricultural equipment manufacturers 
and dealers, (except commodities in 
bulk), from the facilities of or used by 
International Harvester Company, at or 
near Canton and East Moline. IL and 
Memphis, TN. to points in AL FL GA, 
NC SC. and VA. (Hearing site: Chicago. 
IL, or Washington, DC.) 

MC 110763 (Sub-657F), filed May 2, 
1980. Applicant: CARL SUBLER 
TRUCKING. INC., North West St., 
Versailles, OH 45380. Representative: 
Gary J. Jira, (same address as applicant). 
Transporting general commodities 
(except commodities in bulk, in tank 
vehicles, used household furniture, 
commodities the transportation of which 
require the use of special equipment, 
automobile, trucks and buses as 
described in the Report in Descriptions 
in Motor Carrier Certificates, 61, M.C.C. 
209 and 766, and Classes A and B 
explosives), between points in the U.S. 
(except AK and HI) restricted to traffic 


originating at or destined to the facilities 
used by International Paper Company. 
(Hearing site: Tampa, FL) 

MC 116763 (Sub-658F). filed May 5. 
1980. Applicant CARL SUBLER 
TRUCKING. INC., North West St., 
Versailles, OH 45380. Representative: 
Gary J. Jira, (same address as applicant). 
Transporting foodstuffs (except 
commodities in bulk, in tank vehicles), 
from the facilities of Hunt-Wesson 
Foods, Inc., at or near Bayonne and 
Jersey City. NJ, to points in CT. 
restricted to traffic originating at the 
named origin and destined to the 
indicated destination. (Hearing site: 

New York, NY.) 

MC 116763 (Sub-659F), filed May 6. 
1980. Applicant: CARL SUBLER 
TRUCKING. INC. North West St.. 
Versailles, OH 45380. Representative: 
Gary J. Jira, (same address as applicant). 
Transporting scrap and waste paper, 
between those points in the U.S. in and 
east of MN, IA. MO. OK, and TX 
restricted to the transportation of traffic 
originating at or destined to the facilities 
used by Malso Company. (Hearing site: 
Philadelphia. PA.) 

MC 116763, (Sub-663F), filed May 8, 
1980. Applicant: CARL SUBLER 
TRUCKING, INC., North West St., 
Versailles. OH 45380. Representative: 
Gary J. Jira, (same address as applicant). 
Transporting (1) paper, paper products, 
and plastic articles, and (2) materials, 
equipment, and supplies used in the 
manufacture and distribution of the 
commodities in (1) above, (except 
commodities in bulk, in tank vehicles) 
between those points in the U.S. in and 
east of MN, IA MO. OK, and TX, 
restricted to traffic originating at or 
destined to the facilities used by Scott 
Paper Company. (Hearing site: Tampa, 
FL) 

MC 116763, (Sub-664F), filed May 13, 
1980. Applicant: CARL SUBLER 
TRUCKING. INC., North West St.. 
Versailles, OH 45380. Representative: 
Gary J. Jira, (same address as applicant). 
Transporting such commodities as are 
dealt in by paint and chemical coating 
manufacturers and paint stores and 
paint supply houses, (except 
commodities in bulk, in tank vehicles), 
from the facilities used by PPG 
Industries, at or near Delaware and 
Columbus, OH, to those points in the 
U.S. in and east of MN, IA, MO. OK. and 
TX, restricted to traffic originating at the 
named origins and destined to the 
indicated destinations. (Hearing site: 
Pittsburgh, PA.) 

MC 117883 (Sub-268F), filed May 5. 
1980. Applicant: SUBLER TRANSFER, 
INC., One Vista Drive, Versailles, OH 
45380. Representative: Robert Von 


Aschen, P.O. Box 62, Versailles. OH 
45380. Transporting meats and meat 
products from Sigourney, IA. to Folcroft. 
PA. (Hearing site: Washington, DC.) 

MC 117883 (Sub-269F). filed May 7, 
1980. Applicant: SUBLER TRANSFER, 
INC., One Vista Drive, Versailles, OH % 
45380. Representative: Robert Von 
Aschen, P.O. Box 62, Versailles. OH 
45380. Transporting dairy products and 
yogurt, (except commodities in bulk, in 
tank vehicles) from Frederick, MD, to 
points in IL IN. IA. KS. KY. MI, MO. NE. 
OH. WL and those in PA on and west of 
U.S. Hwy 15. (Hearing site: Washington, 
DC.) 

MC 118202 (Sub-157F). filed May 9, 
1980. Applicant SHULTZ TRANSIT. 
INC., P.O. Box 406, 323 Bridge St.. 
Winona, MN 55987. Representative: 
Robert S. Lee. 1000 First National Bank 
Bldg., Minneapolis, MN 55402. 
Transporting meat, meat products, meat 
by-products and articles distributed by 
meat-packinghouses, from Rochelle, St. 
Charles and Chicago. IL to points in 
ME, NH, VT. MA. RI. CT. NY. NJ. DE. 

PA, MD. VA. WV, KY. OH. IN. MI. and 
DC, restricted to traffic originating at the 
facilities of Swift & Co. and destined to 
the indicated destinations. (Hearing site: 
Chicago. IL) 

MC 119493 (Sub-376F), filed May 5. 
1980. Applicant: MONKEM CO.. INC., 
P.O. Box 1196, Joplin, MO 64801. 
Representative: Thomas D. Boone (same 
address as applicant). Transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), between points in the U.S. 
(except AK and HI), restricted to traffic 
originating at or destined to facilities of 
Eagle Picher Ind. Inc. (Hearing site: 
Springfield or Kansas City. MO.) 

MC 119493 (Sub-377F). filed May 1. 
1980. Applicant: MONKEM CO., INC., 
P.O. Box 1196, Joplin. MO 64801. 
Representative: Thomas D. Boone (same 
address as applicant). Transporting (1) 
glass and glass articles, and (2) 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (1) above (except 
commodities in bulk), between 
Jeannette, PA, Clarksburg, WV, 
Kingsport and Greenland, TN. and 
points in Taylor County, WV, on the one 
hand, and. on the other, points in the 
U.S. (except AK and HI). (Hearing site: 
New Rochelle, NY, or Washington. DC.) 

MC 119493 (Sub-378F), filed May 5. 
1980. Applicant MONKEM CO., INC., 
P.O. Box 1196, Joplin, MO 64801. 
Representative: Thomas D. Boone (same 
address as applicant). Transporting 
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canned and preserved foodstuffs, from 
the facilities of Heinz USA, at or near 
Muscatine and Iowa City, IA. to points 
in AL, FL, GA, LA, MS. NC. and SC, 
restricted to traffic originating at the 
named facilities and destined to the 
indicated destinations. (Hearing site: 
Pittsburgh, PA, or Chicago, IL.) 

MC119493 (Sub-379F). filed May 5, 
1980. Applicant: MONKEM CO., INC., 
P.O. Box 1196, Joplin, MO 64801. 
Representative: Thomas D. Boone (same 
address as applicant). Transporting (1) 
flour and groin milled products, (except 
commodities in bulk), and (2) materials 
and supplies used in the manufacture 
and distribution of the commodities in 
(1) above) (except commodities in bulk), 
between points in the U.S. (except AK 
and HI), restricted against traffic (1) 
originating at points in KS destined to 
points in AL, AR, FL, GA, LA, MS, MO, 
OK, TN, and TX, and (2) originating at 
points in IL and IN destined to points in 
AL, AR, FL, GA. LA. MS, NC. SC, and 
TX, and further restricted to traffic 
originating at or destined to the facilities 
owned or used by the Gilbert Jackson 
Company, Inc. (Hearing site: Kansas 
City or Springfield, MO.) 

MC 119493 (Sub-380F), filed May 13, 
1980. Applicant: MONKEM CO., INC., 
P.O. Box 1196, Joplin, MO 64801. 
Representative: Thomas D. Boone (same 
address as applicant). Transporting (1) 
furniture and parts for furniture, and (2) 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (1) above (except 
commodities in bulk) between the 
facilities of O'Sullivan Ind., Inc., in MO, 
on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Joplin or Kansas City, 
MO.) 

MC 119543 (Sub-12F), filed May 6, 
1980. Applicant: RICHARD J. 
MULLANEY, 66 Helena St., Leominster, 
MA 01453. Representative: David M. 
Marshall, 101 State St., Suite 304, 
Springfield. MA 01103. Transporting (1) 
coke, in bulk, in dump vehicles, from 
Philadelphia, PA, to points in ME, NH, 
VT, MA, RI, and CT (except Bridgeport. 
Plainville, Rocky Hill and Torrington, 
CT): and (2) aggregate, in bulk, in dump 
vehicles, between Lunenburg, MA. on 
the one hand, and, on the other, points 
in NJ, DE, MD. and those in Berks, 

Bucks, Carbon, Chester, Delaware, 
Lackawanna, Lancaster, Lehigh, 

Luzerne, Monroe, Montgomery, 
Northampton, Philadelphia, Pike, 
Schuykill, Susquehanna, Wayne, and 
Wyoming Counties, PA. (Hearing site: 
Boston, MA, or New York, NY.) 

MC 123993 (Sub-75F), filed May 5. 
1980. Applicant: FOGLEMAN TRUCK 


LINE, INC., P.O. Box 1504, Crowley. LA 
70526. Representative: Austin L. 
Hatched, P.O. Box 2165, Austin. TX 
78768. Contract carrier, transporting 
such commodities as are dealt in or 
used by manufacturers and distributors 
of paper and paper products, (except 
commodities in bulk, in tank vehicles), 
between the facilities of the 
International Paper Company and its 
subsidiaries, at points in the U.S. 

(except AK and HI), on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI), under continuing 
contract(s) with International Paper 
Company, of New York, NY. (Hearing 
site: Dallas, TX, or Kansas City, MO.) 

Note.—Dual operations may be involved, 

MC 123993 (Sub-79F), filed March 27. 
1980. Applicant: FOGLEMAN TRUCK 
LINE, INC., P.O. Box 1504, Crowley. LA 
70526. Representative: Austin L. 
Hatchell, P.O. Box 2165, Austin, TX 
78768. Transporting (1) non-alcoholic 
beverages (except in bulk), and (2) 
materials and supplies used in the 
manufacture and distribution of the 
commodities in (1) above, between New 
Orleans, LA, on the one hand, and, on 
the other, points in AL, AR, FL, MS, TN, 
and TX. (Hearing site: New Orleans, 
LA.) 

MC 125433 (Sub-414F), filed May 12, 
1980. Applicant: F-B TRUCK LINE 
COMPANY, a corporation, 1945 South 
Redwood Rd., Salt Lake City, UT 84104. 
Representative: John B. Anderson (same 
address as applicant). Transporting (1) 
plastic, plastic articles, plastic pipe, 
tubing, fittings, connections, and (2) 
materials and supplies used in the 
manufacture, installation, and 
distribution of the commodities in (1) 
above (except commodities in bulk), 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of 
Robintech, Inc. (Hearing site: Dallas, 
TX.) 

MC 125433 (Sub-415F), filed May 12. 
1980. Applicant: F-B TRUCK LINE 
COMPANY, a corporation, 1945 South 
Redwood Rd., Salt Lake City, UT 84104. 
Representative: John B. Anderson (same 
address as applicant). Transporting (1) 
steel buildings, from the facilities of 
Delta Steel Buildings Company, at 
Dallas, TX, to points in the U.S. (except 
AK and HI), and (2) equipment, 
material, and supplies used in the 
manufacture, distribution and 
assemblage of the commodities in (1) 
above, from points in the U.S. (except 
AK and HI), to the facilities of Delta 
Steel Buildings Company, at Dallas, TX. 
(Hearing site: Dallas, TX.) 

MC 125433 (Sub-416F), filed May 12, 
1980. Applicant: F-B TRUCK LINE CO.. 


a corporation, 1945 South Redwood Rd„ 
Salt Lake City, UT 84104. 

Representative: John B. Anderson (same 
address as applicant). Transporting (1) 
such commodities as are dealt in by 
home improvement centers, (2) 
equipment, materials, and supplies used 
in the manufacture and distribution of 
the commodities in (1) above, and (3) 
display racks, shelving, and material 
and supplies used in the establishment 
of retail outlets, between points in the 
U.S. (except AK and HI), restricted to 
traffic originating at or destined to the 
facilities of Color Tile Supermart, Inc. 
(Hearing site: Ft. Worth, TX.) 

MC 126822 (Sub-91F), filed June 3, 

1980. Applicant: WESTPORT 
TRUCKING CO., a corporation, 15580 
South 169 Highway, Olathe, KS 66061. 
Representative: John T. Pruitt (same 
address as applicant). Transporting 
refractory products, and commodities 
used in the installation of refractory 
products, between points in the U.S. 
(except AK and HI), restricted to traffic 
originating at or destined to the facilities 
of the Plibrico Company. (Hearing site: 
Chicago, IL.) * 

MC 126822 (Sub-92F), filed June 2, 

1980. Applicant: WESTPORT 
TRUCKING CO., a corporation, 15580 
South 169 Highway, Olathe, Kansas 
66061. Representative: John T. Pruitt 
(same address as applicant). 
Transporting (1) paper and paper 
products, and (2) equipment, materials, 
and supplies used in the manufacture 
and distribution of the commodities in 
(1) above between points in the U.S. 
(except AK and HI), restricted to traffic 
originating or destined to the facilities of 
Scott Paper Company. (Hearing site: 
Philadelphia, PA.) 

MC 126822 (Sub-93F). filed June 2, 

1980. Applicant: WESTPORT 
TRUCKING CO., a corporation, 15580 
South 169 Hwy., Olathe. KS 66061. 
Representative: John T. Pruitt (same 
address as applicant). Transporting (a) 
foodstuffs, and (b) materials, equipment, 
and supplies used in the manufacture 
and distribution of foodstuffs, (except 
commodities in bulk), between points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 
facilities of Topco Associates, Inc.. 
(Hearing site: Chicago. IL.) 

MC 128273 (Sub-394F), filed May 13, 
1980. Applicant: MIDWEST 
DISTRIBUTION. INC., P.O. Box 189, Fort 
Scott, KS 66701. Representative: Elden 
Corban (same address as applicant). 
Transporting such commodities as are 
dealt in or used by manufacturers and 
distributors of paper and plastic 
products, between points in the U.S. 
(except AK and HI), restricted to traffic 
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originating at or destined to the facilities 
of Georgia-Pacific Corporation. (Hearing 
site: New York, NY, or Washington. DC.) 

MC 128633 (Sub-27F). filed April 2a 
1980. Applicant: LAUREL HILL 
TRUCKING CO., a corporation, 614 New 
County Rd.. Secaucus, NJ 07094. 
Representative: William J. Augello, 120 
Main St. P.O. Box Z, Huntington. NY 
11743. Contract carrier , transporting (1) 
infant food formula, drugs and 
chemicals, from Wanamingo, MN and 
Rouses Point, NY, to points in the U.S. 
(except AK and HI), and (2) materials, 
supplies, and equipment used in the 
manufacture and distribution of the 
commodities in (1) above, in the reverse 
direction. (Hearing site: New York, NY.) 

MC 134453 (Sub-19F), filed May 13, 
1980. Applicant: STERNLJTE 
TRANSPORTATION CO., a corporation, 
Winsted, MN 55395. Representative: 
Robert P. Sack, P.O. Box 6010, West St. 
Paul, MN 55118. Contract carrier, 
transporting concrete, steel and 
aluminum light poles and standards, 
steel piling and steel radio broadcasting 
masts and towers, from Long Beach, CA, 
to points in the U.S. (except AK and HI), 
under continuing contract(s) with Pacific 
Union Metal Company, of Long Beach, 
CA. (Hearing site: St. Paul, MN.) 

MC 135082 (Sub-113F), filed June 2, 
1980. Applicant: ROADRUNNER 
TRUCKING, INC., P.O. Box 2674a 
Albuquerque. NM 87125. Representative: 
Charles D. Midkiff, (same address as 
applicant). Transporting iron and steel 
articles (except articles because of size 
and weight requiring special equipment, 
and commodities in bulk, in tank 
vehicles) from points in Los Angeles and 
San Bernardino Counties, CA, to points 
in CO, ID, and UT. (Hearing site: 
Albuquerque, NM.) # 

MC 135082 (Sub-114F), filed June 3, 
1980. Applicant: ROADRUNNER 
TRUCKING, INC., P.O. Box 26748. 
Albuquerque, NM 87125. Representative: 
Charles Midkiff. (same address as 
applicant). Transporting (1) building and 
construction equipment, materials and 
supplies, (2) contractors equipment, 
machinery and supplies, and (3) 
buildings, and materials, accessories 
and supplies used in the installation of 
buildings (a) between points in AZ, CO 
and NM, and (b) between points in AZ, 
CO and NM. on the one hand, and, on 
the other, points in AR, CA, ID, KS, LA. 
MO. MT. NV, OK. OR. TX, UT. WA, and 
WY and (c) between points in CA. on 
the one hand, and, on the other, points 
in ID. MT. NV. OR. UT, WA, and WY 
and (d) between points in CA, ID, MT. 
NV, OR, UT, WA, and WY, on the one 
hand, and, on the other, points in AR, 

KS, LA, MO, OK, and TX. Note: 


Applicant intends to tack the separate 
authorities herein sought at points in the 
common gateway states of AZ, CO and 
NM in order to provide a through 
service. (Hearing site: Albuquerque, NM, 
or Phoenix, AZ.) 

MC 135542 (Sub-12F). filed April 25. 
1980. Applicant: TIMOTHY D. SHAW. 
Stanton & Empire St., Wilkes Barre, PA 
18702. Representative: Lawrence E. 
Lindeman, 1032 Pennsylvania Building, 
Pennsylvania Ave. and 13th St.. NW., 
Washington, DC 20004. Transporting 
iron and steel articles, from points in 
Columbia. Lackawanna, and Luzerne 
Counties. PA, to points in the U.S. 
(including AK, but excluding HI). 
(Hearing site: Wilkes-Barre, PA.) 

MC 136123 (Sub-8F). filed May 1.1980. 
Applicant: MEAT DISPATCH. INC., P.O. 
Box 1058, Palmetto. FL 33561. 
Representative: Raymond P. Keigher, 

843 Investment Building, 1511 K Street 
NW., Washington, DC 20005. 
Transporting (1) rubber articles, plastic 
articles, and rubber and plastic articles, 
and (2) materials, equipment, and 
supplies used in the manufacture or 
distribution of the commodities in (1) 
above, between Irving and Saginaw, TX, 
on the one hand, and, on the other, 
points in AL, AR, CT, DE, FL. GA, IL, IN, 
KY. LA, MD. MS. MO, NJ. NY. NC, OH, 
PA, SC, TN. VA, and DC. (Hearing site: 
Tampa, FL, or Washington. DC.) 

Note.—Dual operations may be involved. 

MC 136343 (Sub-218F), filed May 9. 
1980. Applicant: MILTON 
TRANSPORTATION, INC., P.O. Box 
355, Milton, PA 17847. Representative: 
Herbert R. Nurick, P.O. Box 1166, 
Harrisburg, PA 17108. Transporting 
general commodities (except those of 
unusual value, Classes A and B 
explosives, and household goods as 
defined by the Commission) between 
points in NY, TN. VA, FL, ME, AL, IN, 
LA. NJ, OH, MA, and PA. on the one 
hand, and, on the other, those points in 
the U.S. in and east of MS, TN. KY. IL. 
and MN. restricted to traffic originating 
at or destined to the facilities of Areata 
Corporation and its subsidiaries. 
(Hearing site: Washington, DC or New 
York. NY.) 

MC 136343 (Sub-219F), filed May 2, 
1980. Applicant: MILTON 
TRANSPORTATION, INC., P.O. Box 
355, Milton, PA 17847. Representative: 
Herbert R. Nurick, P.O. Box 1166, 
Harrisburg, PA 17108. Transporting floor 
coverings and equipment, materials, and 
supplies used in the manufacture, 
distribution, installation, and 
maintenance of floor coverings, (except 
commodities in bulk), between the 
facilities of Armstrong Cork Company, 
at or near Lancaster, PA and East 


Hempfield Township, Lancaster County, 
PA, Kankakee, IL and Jackson, MS, on 
the one hand, and, on the other, those 
points in the U.S. in and east of MN, LA, 
MO, AR, and LA, restricted to traffic 
originating at the indicated origins or 
destined to the indicated destinations. 
(Hearing site: Harrisburg, PA. 
Washington. DC.) 

MC 142663 (Sub-5F), filed May 14. 

1980. Applicant: SPRINGBROOK 
TRANSPORT. INC., P.O. Box 422, 
Springfield, PA 19064. Representative: 
Timothy C. Miller, Suite 301,1307 Dolley 
Madison Boulevard, McLean, VA 22101. 
Transporting iron and steel articles and 
materials and supplies used in the 
manufacture of iron and steel articles 
between the facilities of or used by 
Raritan River Steel Company, at Perth 
Amboy. NJ, on the one hand, and, on the 
other, those points in the U.S. in and 
east of MN, 1A, MO, AR, and LA. 
(Hearing site: New York, NY, or 
Washington, DC.) 

MC 143433 (Sub-13F), filed May 7. 

1980. Applicant: B. L. GILBERT d.b.a., 
GILBERT TRUCKING CO„ 310 South 
First Ave., Stroud. OK 74079. 
Representative: Greg E. Summy, P.O. 

Box 1540, Edmond, OK 73034. 
Transporting meats, meat products, 
meat byproducts, and articles 
distributed by meat packing-houses, as 
described in Sections A and C of 
Appendix I to the report in Descriptions 
in Motor Carrier Certificates, 61 M.C.C. 
209 and 766, (except hides and 
commodities in bulk), (1) from 
Oklahoma City and Muskogee. OK, to 
points in AZ, AR, CA, GA, IL, KS, LA, 
MS, MO. NM, and TX, (2) from 
Oklahoma City, OK, to points in AL, CO, 
CT. DE, FL. IN. IA. KY. ME. MD. MA. 

MI. MN, NE, NV, NH. NJ. NY. NC. OH. 
PA. RI. SC. TN. UT. VT. VA. WV. WI. 
and DC. (3) from points in FL, to 
Oklahoma City and Muskogee. OK, and 
(4) from points in AR, CO. IL. KS. NM, 
and TX, to Oklahoma City. OK. (Hearing 
site: Oklahoma City, OK.) 

MC 144303 (Sub-19F), filed May 14, 
1980. Applicant: YOUNGBLOOD 
TRUCK LINES, INC., P.O. Box 1048, 
Fletcher, NC 28732. Representative: 
Charles Ephraim, Suite 600,1250 
Connecticut Ave., NW., Washington, DC 
20036. Contract carrier, transporting 
textiles, textile products, and materials 
and supplies used in the manufacture of 
apparel and home furnishings, (1) 
between points in MA and RI, on the 
one hand, and, on the other, points in 
AL, GA. NC. SC, and TN. and (2) 
between points in NY, on the one hand, 
and, on the other, points in MA. NC, and 
RI, under continuing contract(s) with 
Cranston Print Works Company, of 
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Cranston, RI. (Hearing site: Washington, 
DC.) 

Note.—Dual operations may be involved. 

MC144572 (Sub-40F), filed June 5, 

1980. Applicant: MONFORT 
TRANSPORTATION COMPANY, a 
corporation, P.O. Box G, Greeley, CO 
80631. Representative: Steven K. 
Kuhlmann, 2600 Energy Center, 71717th 
St., Denver, CO 80202. Transporting 
steel doors and frames, moldings, 
anchors, and hardware, from the 
facilities of Fenestra Corporation, at (a) 
Erie, PA and (b) Harrisburg, NC, to 
points in CO, IA, IL, KS, MO, NE, and 
WY. (Hearing site: Kansas City, MO, or 
Denver, CO.) 

MC 144572 (Sub-41 F). filed June 2, 

1980. Applicant: MONFORT 
TRANSPORTATION COMPANY, a 
corporation, P.O. Box G, Greeley. CO 
80631. Representative: John T. Wirth. 717 
17th St., Suite 2600, Denver. CO 80202. 
Transporting (1) packaged chemicals, 

(a) from points in CA, CT, DE, FL, GA, 

IL, IA, KS, KY, LA, MD, MI, MS, MO. 

NV. NJ, NY. NC. OH, OR, PA, TN, WA, 
WV, and WI, to Denver and Grand 
Junction, CO, and (b) from the origin 
points in (a) above (except CA). to 
points in CA, and (2) such commodities 
as are dealt in by retail pharmacy 
stores, (except commodities in bulk), 
from Los Angeles, CA, to Portland, OR, 
restricted to traffic originating at or 
destined to the facilities of Foremost- 
McKesson, Inc. or its subsidiary, Valu- 
Rite Pharmacies, Inc. (Hearing site: San 
Francisco, CA.) 

Note.—Dual operations may be involved. 

MC 144622 (Sub-172F), filed June 2, 
1980. Applicant: GLENN BROTHERS 
TRUCKING, INC., P.O. Box 9343, Little 
Rock, AR 72219. Representative: J. B. 
Stuart, P.O. Box 179, Bedford, TX 76021. 
Transporting chemical products, 
refractories, and foundry supplies 
(except commodities in bulk, in tank 
vehicles), between Conneaut, OH and 
Marshall, TX, on the one hand, and, on 
the other, points in KS, OK, MO, and 
TX. (Hearing site: Little Rock, AR.) 

MC 144822 (Sub-173F), filed June 5, 
1980. Applicant: GLENN BROTHERS 
TRUCKING, INC., P.O. Box 9343, Little 
Rock, AR 72219. Representative: J. B. 
Stuart, P.O. Box 179, Bedford, TX 76021. 
Transporting red wood furniture and 
beech wood furniture, from the facilities 
of Bear Creek Corporation and its 
subsidiaries, at or near Medford, OR, to 
points in the U.S. (except AK and HI). 
(Hearing site: Little Rock, AR. or Dallas, 
TX.) 

MC 148443 (Sub-7F). filed May 1,1980. 
Applicant: SOUTH SHORE 
EQUIPMENT CORP., 1284 Miller Rd., 


Avon, OH 44011. Representative: Paul F. 
Beery, 275 E. State St.. Columbus, OH 
43215. Transporting foundry products 
(except commodities in bulk), between 
points in OH, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of Keener 
Sand and Clay Company. (Hearing site: 
Columbus, OH.) 

MC 150083 (Sub-lF), filed May 12, 

1980. Applicant: OUTDOOR 
ADVENTURES U.S.A., 5540 College 
Ave., Oakland. CA 94618. 

Representative: A. R. Wolfe (same 
address as applicant). Transporting 
passengers and their baggage, camping 
equipment and cooking equipment, in 
special or charger operations, in 
camping tours, between points in CA, on 
the one hand, and, on the other, points 
in NV, AZ, NM, CO. and UT, restricted 
to vehicles having a seating capacity of 
no more than 15 passengers. (Hearing 
site: San Francisco or Los Angeles, CA.) 

Volume No. 232 

Derided: June 20,1980. 

By the Commission, Review Board Number 
3, Members Parker, Fortier and Hill. 

MC 2229 (Sub-24lF), filed May 9,1980. 
Applicant: RED BALL MOTOR 
FREIGHT, INC., 3177 Irving Blvd., 

Dallas, TX 75247. Representative: Jackie 
Hill (same address as applicant). 
Transporting pipe, tubing, and iron or 
steel articles, from Mansfield, LA and 
Sommerset, N] to points in the U.S. 
(except AK and HI). (Hearing site; 
Shreveport, LA or Dallas, TX.) 

MC 19669 (Sub-3F), filed May 12,1980. 
Applicant: REINZO TRUCKING CO.. 
INC., 170 Boston Post Road, Orange, CT 
06477. Representative: Gerald A. 

Joseloff, 80 State Street, Hartford, CT 
06103. Transporting heavy machinery, 
equipment, equipment parts, and 
machinery and machinery parts 
between points in NY, NJ, PA, ME, NH, 
VT, CT, MA and RI on the one hand, 
and, on the other, points in CA and 
those in the U.S in and east of MN, IA, 
NE, CO. OK, and TX. (Hearing site: 
Hartford, CT or New York, NY.) 

MC 19778 (Sub-lllF), filed May 20, 
1980. Applicant: THE MILWAUKEE 
MOTOR TRANSPORTATION 
COMPANY, 516 West Jackson 
Boulevard, Suite 508, Chicago, IL 60606. 
Representative: Robert F. Munsell, 

(same address as applicant). 
Transporting general commodities 
(except those of unusual value, Classes 
A and B explosives, commodities in 
bulk, and commodities which because of 
size and weight require the use of 
special equipment) between Chicago, IL; 
Milwaukee, WI; Green Bay, WI; Portage, 


WI; Madison, WI; St. Paul, MN; 
Minneapolis* MN; Austin, MN; Spencer, 
LA and Davenport, IA, on the one hand, 
and. on the other, Rockton, Shirland, 
Durand, Davis, Rock City, Dakota, 
Freeport, Florence, Shannon, Harper, 
Forreston, Leaf River, Byron, Holcomb. 
Kings, Flag Center, Rochelle, Scarbord, 
Welland, Mendota, Ladd, Depue, 
Hennepin, Grandville, Genoa, De Kalb, 
New Lebanon, Momence, IL; Hartford, 
Woodland, Iron Ridge, Burnett, Atwater, 
Waupun, Brandon, Fairwater, 

Markesan, Ripon, Oshkosh, Beaver 
Dam, Fox Lake, Randolph, Cambria, 
Mayville, Knowles, Pembine, 
Brownsville, South Byron, Fond du Lac, 
Sobieski, Abrams, Stiles, Lena, 

Coleman, Pound, Beaver, Crivitz, 
Wausaukee. Amberg, WI; Iron 
Mountain, Randville, Sagola, Channing, 
Amasa, Sidnaw, Mass, Ontonagon, Ml; 
Eagle. Palmyra, Whitewater, Milton 
Junction, Janesville, Orfordville, 
Brodhead, Monroe, Gratiot, Calamine, 
Mineral Point, Chippewa Falls, Eau 
Claire, Garyville, Durand, WI; Cannon 
Falls, Welch, Kenyon, Zumbrota, Le 
Center, Mankato, Mapleton, MN; Fargo, 
Hickson, Christine, Abercrombie, 
Wahpeton, Fairmount, ND; White Rock, 
SD; Wheaton, Dumont, Graceville, 
Clinton, MN; Elk Point, Burbank, 
Vermillion, Gayville, Yankton, Tyndall, 
Avon, Wagner, Lake Andes, Gedes, 
Platte, Scotland, Canton, Harrisburg, 
Sioux Falls, Renner, Dell Rapids, Trent, 
Egan, Flandreau, Madison, Ramona, 
Lake Preston. Bryant, Emery, Mitchell. 
Wentworth, Letcher. Woonsocket, 
Wolsey, Tulare, Redfield, Ashton, 
Mellette, Warner, Mount Vernon, 
Plankinton, White Lake, Kimball, 
Chamberlain, Oacoma, Reliance, 
Kennebec, Presho, Drauper, Murdo, 
Okaton, Stamford, Kadoka, Rapid City, 
SD; Pipestone, Hatfield, Edgerton, 
Chandler, Iona, Wirock, Fulda, Kimbrae, 
Miloma, Okabena, Lakefield, 
Brownsdale, Grand Meadow, Spring 
Valley, Wykoff, Fountain, Lanesboro, 
Peterson, Rushford, MN; Adel, Akron, 
Albert City, Amana, Anamosa, Atkins, 
Bayard, Boyden, Cambridge, Cedar 
Rapids, Charter Oak, Coon Rapids, 
Council Bluffs, Delmar, Des Moines. 
Fairfax, Fonda, Grimes, Hawarden, 
Hedrick, Hopkinton, Hull, Inwood, 
Jefferson, Keystone, Lansing, Lohrville. 
Lost Nation, Madrid, Manilla, Manning, 
Mapleton, Maquoketa, Marathon, 
Marion, Maxwell, Melbourne, Middle 
Amana, Monticello, Neola, Newhall, 
North English, Olin, Oxford Junction, 
Panora, Perry, Redfield, Rock Valley, 
Rockwell City, Sac City, Sigourney, 
Sioux City, Slater, South Amana. 
Springville, Storm Lake, Tama, 
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Underwood, Ute, Van Horne, Waukee, 
Weston, Williamsburg, Woodward, IA, 
restricted to traffic having a prior or 
subsequent movement by rail. (Hearing 
site: Minneapolis, MN.) 

MC 102679 (Sub-3F), filed May 8,1980. 
Applicant: COLLINS MOVING 
SYSTEMS. INC., 904 W. Morgan Street, 
Kokomo, IN 46901. Representative: 
Walter F. Jones, Jr., 601 Chamber of 
Commerce Building, Indianapolis, IN 
46204. Transporting household goods, os 
defined by the Commission, new 
furniture, carpet and padding, between 
points in IN, on the one hand, and, and 
on the other, points in NC, SC, VA, GA, 
TN, AL. MS, FL, KY. AR, LA, TX, IL, IN, 
IA, KS. MD, MI. MA. OH, OK, MO, NE, 
NJ, NY, PA, WV, and WI. (Hearing site: 
Indianapolis, IN, or Washington, DC.) 

MC 106398 (Sub-1073F), filed May 8, 
1980. Applicant: NATIONAL TRAILER 
CONVOY, INC., 705 South Elgin. Tulsa, 
OK 74120. Representative: Gayle Gibson 
(same address as applicant). 
Transporting: Lumber, lumber mill 
products and building materials from: 
Points in AZ. CA, CO. ID, MT. NV, NM, 
OR, WA, WY, and UT to points in the 
U.S. (except AK and HI). (Hearing site: 
Denver, CO.) 

MC 107478 (Sub 70F), filed May 9, 

1980. Applicant: OLD DOMINION 
FREIGHT LINE, INC., Post Office Box 
2006, High Point, NC 27261. 
Representative: Kim D. Mann, Suite 
1010, 7101 Wisconsin Avenue, 
Washington, DC 20014. Transporting: (1) 
agricultural machinery and such 
articles as are used in the farming or 
forestry industries and (2) materials, 
supplies, and accessories used in the 
manufacture and distribution of the 
commodities in (1) (except commodities 
in bulk), between points in Wilson 
County, NC, on the one hand, and, on 
the other, points in AL, DE, FL, IL, IN, 

IA, KY. LA. MD. MI, MS, OH. PA, TN, 

TX. VA, WV, and WI. (Hearing site: 
Wilson, NC or Washington, DC.) 

MC 107638 (Sub-6F), filed May 8,1980. 
Applicant: EVERGREEN TRAILS. INC., 
d.b.a. EVERGREEN TRAILWAYS, 666 
Stewart St.. Seattle, WA 98101. 
Representative: Lawrence E. Lindeman, 
1032 Pennsylvania Building, 

Pennsylvania Ave. and 13th St., NW.. 
Washington, DC 20004. Transporting: 
Passengers and their baggage, in special 
operations, (1) from points in Mason, 
Thurston. Pierce, Kitsap, Clallam, 
Jefferson, King, and Snohomish 
Counties, WA. to points in the U.S. 
(including AK but excluding HI). (2) 
from points in the U.S. (including AK but 
excluding HI), to points in Mason, 
Thurson, Pierce, Kitsap, Clallam, 
Jefferson, King and Snohomish Counties, 


WA, restricted to passengers having a 
prior or subsequent movement by air, 
rail, or water carrier; and (3) from ports 
of entry on the international boundary 
line between the United States and 
Canada located in Washington to points 
in the U.S. (including AK but excluding 
HI), and return. 

MC 108119 (Sub-262F), filed May 8, 
1980. Applicant: E. L. MURPHY 
TRUCKING COMPANY. P.O. Box 43010, 
St. Paul, MN 55164. Representative: 
James L. Nelson, 1241 Pierce Butler 
Route, St. Paul, MN 55104. Transporting: 
Metal working machinery, between 
points in the U.S. (except AK and HI), 
restricted to traffic originating at or 
destined to the facilities of Kearney & 
Trecker Corporation. (Hearing site: 
Milwaukee, WI or Chicago, IL.) 

MC 109238 (Sub-22F), filed May 8. 
1980. Applicant: DEHART MOTOR 
LINES, INC., P.O. Box 368, Conover, NC 
28613. Representative: Terrell C. Clark, 
P.O. Box 25, Stanleytown, VA 24168. 
Transporting: New Furniture, between 
points in NC bounded by a line 
beginning at Henderson, and extending 
along U.S. Hwy 1 to Raleigh, then along 
U.S. Hwy 64 to Asheboro, then along NC 
Hwy 49 to Charlotte, then along U.S. 
Hwy 74 to Rutherfordton, then along 
U.S. Hwy 221 to Marion, then along U.S. 
Hwy 70 to Morganton, then along NC 
Hwy 18 to North Wilkesboro, then along 
U.S. Hwy 421 to Winston-Salem, then 
along U.S. Hwy 158 to Henderson, the 
point of beginning, including all points 
on the specified portions of the 
highways indicated. Tacking proposed 
with existing authority and that sought 
in Sub-19F. (Hearing site: Charlotte, NC.) 

MC 109689 (Sub-373F), filed May 12, 
1980. Applicant: W. S. HATCH CO., P.O. 
Box 1825, Salt Lake City, UT 84110. 
Representative: Mark K. Boyle, 10 
Broadway Bldg.. Suite 400, Salt Lake 
City, UT 84101. Transporting (1) 
ammonium thiosulfate, in bulk, and (2) 
sulphur, in bulk, from Table Rock, WY 
to points in CO, ID, MT, and UT. 

(Hearing site: Salt Lake City. UT.) 

MC 109689 (Sub-374F). filed May 12, 
1980. Applicant: W. S. HATCH CO., P.O. 
Box 1825, Salt Lake City, UT 84110. 
Representative: Mark K. Boyle, 10 
Broadway Bldg., Suite 400, Salt Lake 
City. UT 84101. Transporting (1) such 
commodities as are manufactured and 
used in petroleum refineries, in bulk, 
between points in Sanpete County, UT, 
on the one hand, and, on the other, 
points in AZ, CO, KS, NE, NM, OK, TX, 
and WY, (except crude oil, in bulk, from 
points in AZ. CO, KS, NE, NM, OK, and 
WY. to Sanpete County, UT), and (2) 
such commodities as are manufactured 
and used by petroleum refineries, in 


bulk, between points in Caribou County, 
ID, on the one hand, and, on the other, 
points in AZ, CA, CO, ID, KS. MT, NE, 
NV. NM, ND, OK. OR, SD. TX, UT, WA, 
and WY. (Hearing site: Salt Lake City, 
Utah.) 

MC 109818 (Sub-83F), filed May 12, 
1980. Applicant: WENGER TRUCK 
LINE, INC., P.O. Box 3427, Davenport, IA 
52804. Representative: Larry D. Knox, 

600 Hubbell Building, Des Moines, IA 
50309. Transporting (1) (a \steel bar 
joists, (b) metal roof deck, (c) metal 
siding, (d) accessories for the 
commodities named in (a), (b), and (c); 
and (2) iron and steel articles, from the 
facilities of Nucor Corporation at or 
near Norfolk, NE, to points in KS, OK. 
AR, TX, LA, MO, and PA. (Hearing site: 
Chicago, IL.) 

MC 110098 (Sub-183F), filed May 12, 
1980. Applicant: ZERO REFRIGERATED 
LINES, 1400 Ackerman Road, Box 20380, 
San Antonio, TX 78220. Representative: 
T. W. Cothren (same address as 
applicant). Transporting foodstuffs 
(except in bulk), from Tacoma, WA, to 
McAllen, TX. (Hearing site: Ft. Worth, 
TX.) 

MC 110878(Sub-43F), filed May 8, 

1980. Applicant: ARGO TRUCKING 
COMPANY, INC., P.O. Box 955, 

Elberton, GA 30635. Representative: Sol 
H. Proctor, 1101 Blackstone Building, 
Jacksonville, FL 32202. Transporting 
Marble, Granite, Limestone, and Marble 
and Granite Products, from points in GA 
and Gantt’s Quarry, AL, to points in KY, 
IA, IL, IN. MI. NE, OH, TN. and WI. 
(Hearing site: Jacksonville, FL, or 
Atlanta, GA.) 

MC 110878 (Sub-44F), filed May 12, 
1980. Applicant: ARGO TRUCKING 
COMPANY, INC., P.O. Box 955, 

Elberton, GA 30635. Representative: Sol 
H. Proctor, 1101 Blackstone Bldg., 
Jacksonville, FL 32202. Transporting: 
Scrap Paper and Paper Products, 
between points in AL, AR. FL, GA, LA, 
MS, and TN. (Hearing site: Jacksonville, 
FL, or Atlanta, GA.) 

MC 110988 (Sub-426F). filed May 8, 
1980. Applicant: SCHNEIDER TANK 
LINES, INC., 4321 W. College Avenue, 
Appleton, WI 54911. Representative: 
Patrick M. Byrne, P.O. Box 2298, Green 
Bay. WI 54306. Transporting: Such 
commodities as are dealt in, or used by, 
manufacturers and distributors of 
containers, in bulk, between points in 
the U.S. (except AK and HI), restricted 
to traffic moving from, to, or between 
the facilities of Continental Group, Inc. 
(Hearing site: Chicago, IL.) 

MC 114939 (Sub-58F), filed May 7, 

1980. Applicant: BULK CARRIERS 
LIMITED, Box 10—Cooksville Post 
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Office, Mississauga, Ontario, Canada 
L5A 2W7. Representative: Robert D. 
Schuler, 100 West Long Road, Suite 102, 
Bloomfield Hills, MI 48013. Transporting: 
Liquid commodities (except alcoholic 
beverages, corn sirup and edible oilsj, in 
bulk in tank vehicles, between points in 
the U.S. in and east of ND, SD, NE. CO, 
OK and TX, on the one hand, and, on 
the other, ports of entry between the 
U.S. and Canada. (Hearing site: Buffalo, 
NY.) 

MC 117068 (Sub-127F). filed May 9, 
1980. Applicant: MIDWEST 
SPECIALIZED TRANSPORTATION. 
INC., P.O. Box 6418, North Highway 63, 
Rochester, MN 55901. Representative: 
Paul F. Sullivan, 711 Washington 
Building, Washington, DC 20005. 
Transporting: road-paving and road 
maintenance equipment from Mattoon, 
1L, to points in the U.S. in and west of 
WI, LA, MO, AR, and LA, (except AK 
and HI). (Hearing site: Chicago, IL.) 

MC 117119 (Sub-824F), filed May 7, 
1980. Applicant WILLIS SHAW 
FROZEN EXPRESS, INC., P.O. Box 188, 
Elm Springs, AR 72728. Representative: 

L. M. McLean (same address as 
applicant). Transporting such 
merchandise as is dealt in by retail 
sewing centers from Trumann, AR to 
points in OH, IL. KS, MI, GA, IN, MA, 
PA, NY, NJ, and VA and from New 
Orleans, LA, and Mobile, AL to 
Trumann, AR. (Hearing site: 

Washington, DC or New York, NY.) 

MC 117119 (Sub-825F), filed May 8, 
1980. Applicant WILLIS SHAW 
FROZEN EXPRESS, INC., P.O. Box 188, 
Elm Springs, AR 72728. Representative: 

L. M. McLean (same address as 
applicant). Transporting titanium 
dioxide , in packages, from the Du Pont 
plantsite at DeLisle, MS to points in MT, 
NE, UT, OR, WA and ID. (Hearing site: 
Washington, DC or Philadelphia. PA.) 

MC 118019 (Sub-7F), filed May 12, 

1980. Applicant PENN 
TRANSPORTATION CORP., 212 
Beacham Street Everett MA 02149. 
Representative: Frank J. Weiner, 15 
Court Square, Boston, MA 02108. 
Transporting (1) scrap metals, from 
Boston, MA, to points in RL CT. NY, NJ, 
and PA, and (2) waste paper, between 
points in ME, NH. VT, and MA on the 
one hand, and, on the other, points in 
NY, NJ, and PA. (Hearing site: Boston. 
MA.) 

MC 119789 (Sub-705F), filed May 8. 
1980. Applicant: CARAVAN 
REFRIGERATED CARGO. INC, P.O. 

Box 226188, Dallas. TX 75266. 
Representative: James K. Newbold, Jr. 
(same address as applicant). 
Transporting transformers and parts 
(except commodities which because of 


size and weight require the use of 
special equipment) from Pine Bluff, AR 
to points in CT, KY. MD, MA, NH, NY, 
OH, PA, TX, VT, VA. and WV. (Hearing 
site: Little Rock, AR.) 

MC 119968 (Sub-16F), filed May 7, 

1980. Applicant: A. J. WEIGAND, INC., 
1046 North Tuscarawas Ave., Dover, OH 
44622. Representative: Paul F. Beery, 275 
East State Street Columbus, OH 43215. 
Transporting sulfuric acid, in tank 
vehicles, from Columbus. OH to points 
in WV. (Hearing site: Columbus, OH.) 

MC 127579 (Sub-37F), filed May 7. 
1980. Applicant: HAULMARK 
TRANSFER, INC., 1100 North Macon 
Street, Baltimore, MD 21205. 
Representative: Glenn M. Heagerty 
(same address as applicant). 
Transporting (1) printed matter and (2) 
materials and supplies used in the 
manufacture or distribution of printed 
matter (except commodities in bulk) 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
or terminating at the facilities of R.R. 
Donnelly and Sons, Co. (Hearing site: 
Washington, DC.) 

MC 129908 (Sub-49F), filed May 20. 
1980. Applicant: AMERICAN FARM 
LINES. INC., 8125 S. W. 15th Street 
Oklahoma City, OK 73107. 
Representative: John S. Odell, P.O. Box 
75410, Oklahoma City, OK 73147. 
Transporting Aircraft parts and 
accessories between Los Angeles, CA 
and the facilities of Vought Corporation 
in Dallas County, TX. (Hearing site: 
Oklahoma City, OK or Ft. Worth, TX.) 

MC 133119 (Sub-180F), filed May 8, 
1980. Applicant: HEYL TRUCK LINES, 
INC., P.O. Box 206, 200 Norka Drive, 
Akron, LA 51001. Representative: A. J. 
Swanson, P.O. Box 1103, 226 N. Phillips 
Avenue, Sioux Falls, SD 57101. 
Transporting: Foodstuffs, from points in 
Louisiana to points in the UE. (except 
AK, HI and LA. (Hearing site: Sioux 
Falls, SD or New Orleans, LA.) 

MC 133119 (Sub-18lF), filed May 8. 
1980. Applicant: HEYL TRUCK LINES, 
INC., P.O. Box 206, 200 Nork Drive, 
Akron, Iowa 51001. Representative: A. J. 
Swanson, P.O. Box 1103, 226 N. Phillips 
Avenue, Sioux Falls, SD 57101. 
Transporting: Beverages, (1) From 
Columbus, OH to St Louis, MO; 

Phoenix. AZ and Indianapolis. IN (2) 
From Lenexa, KS, to points in NE, OK, 
MO, IL. IA. ND. SD. CO, WI and MN. 
and (3) From SL Louis. MO. to points in 
WI. IL, AR, IA. ND, SD. MN and NE. 
(Hearing site: Souix Falls, SD or St. 
Louis, MO.) 

MC 134369 (Sub-17F), filed May 9, 

1980. Applicant: CARLSON 
TRANSPORT. INC., P.O. Box R, Byron. 


IL 61010. Representative: Allan C. 
Zuckerman, 39 South LaSalle Street, 
Chicago. IL 60603. Transporting foundry 
compound and premix, from Chicago, IL, 
to Cedar Falls, LA. (Hearing site: 

Chicago, IL) 

MC 138308 (Sub-llBF). filed May 19, 
1980. Applicant: KLM, INC., Old 
Highway 49 South (P.O. Box 6098) 
Jackson, MS 39208. Representative: 
Donald B. Morrison. P.O. Box 22628, 
Jackson, MS 39205. Transporting: (1) 
pneumatic rubber tires and rubber tire 
tubes, from the facilities of Cooper Tire 
& Rubber Company at or near 
Texarkana, AR, to points in the U.S. 
(except AK and HI); (2) rubber tire tubes 
from the facilities of Cooper Tire & 
Rubber Company at or near Clarksdale, 
MS to points in the U.S. (except AK, AZ, 
CA, CO. HI, ID, MT. NV. NM, OR, UT, 
WA and WY). (Hearing site: Findlay, 

OH or Washington, D.C.) 

Note. —Dual operations are involved. 

MC 138438 (Sub-86F), filed May 19. 
1980. Applicant: D. M. BOWMAN, INC., 
Route 2, Box 43A1, WilliamsRprt, MD 
21795. Representative: Edward N. 

Button, 580 Northern Ave., Hagerstown, 
MD 21740. Transporting lumber and 
treated plywood, from the facilities of 
Hoover Universal at or near Thomson, 
GA, and Milford, VA, to points in the US 
in and east of OH, KY, TN and AL. 
(Hearing site: Thomson, GA.) 

Note.—Dual operations may be involved. 

MC 138439 (Sub-2F), filed May 7,198a 
Applicant: V & J REFRIGERATED 
SERVICE. INC., 2205 Pacific Highway 
East, Tacoma. WA 98422. 

Representative: Michael D. 
Duppenthaler. 211 South Washington 
Street, Seattle, WA 98104. Transporting: 
Dairy products and equipment, 
materials and supplies used in the 
production and distribution of dairy 
products, between points in CA. OR and 
WA. (Hearing site: Seattle, WA.) 

MC 139039 (Sub-4F), filed May 19. 

1980. Applicant: A. MARIANNES SONS, 
INC., 3301 Tulip Street, Philadelphia. PA 
19134. Representative: Alan Kahn, 1430 
Land Title Building, Philadelphia, PA 
19110. Transporting: Iron and steel 
articles, between the facilities of 
Specialty Steel Services, Inc. at 
Philadelphia, PA, on the one hand, and, 
on the other, points in the US in and east 
of MN, LA, MO, AR, and LA. (Hearing 
site: Philadelphia, PA, or Washington, 
DC.) 

MC 140829 (Sub-367F), filed May 9. 
1980. Applicant: CARGO, INC., P.O. Box 
206, U.S. Hwy 20. Sioux City, LA 51102. 
Representative: David L King (saipe 
address as applicant). Transporting 
chemicals, in vehicles equipped with 
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mechanical refrigeration (except in bulk 
in tank vehicles), from the facilities of 
Nalco Chemical Company, at Chicago, 
IL, to points in CO, MA, NJ, and NY, 
restricted to traffic originating at named 
origin and destined to the named 
destination states. (Hearing site: 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 140829 (Sub-368F), filed May 7, 
1980. Applicant: CARGO, INC., P.O. Box 
206, U.S. Hwy 20, Sioux City, IA 51102. 
Representative: David L. King (same 
address as applicant). Transporting such 
commodities as are dealt in or used by 
grocery and food business houses 
(except commodities in bulk in tank 
vehicles), from (a) Dorsey, MD, (b) 
Indianapolis, IN, (c) Kansas City, KS, 
and (d) Lyons, IL, to those points in the 
U.S. in and east of MT, WY, CO, and 
NM. restricted to traffic originating at 
named origins and destined to the 
named destination States. (Hearing site: 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 141548 (Sub-12F), filed May 9, 

1980. Applicant: INTERIOR 
TRANSPORT, INC., P.O. Box 3347TA, 
Spokane, WA 99220. Representative: 
George H. Hart, 1100 IBM Building, 
Seattle, WA 98101. Transporting: Wire 
and wire products from the facilities of 
Sumiden Wire Products Corporation at 
Stockton, CA to points in ID, MT, NV, 
OR, UT, and WA. (Hearing site: Seattle, 
WA or Spokane, WA.) 

MC 141548 (Sub-13F), May 19,1980. 
Applicant: INTERIOR TRANSPORT, 
INC., P.O. Box 3347TA, Spokane, WA 
99220. Representative: George H. Hart, 
1100 IBM Building. Seattle, WA 98101. 
Transporting: Asbestos cement pipe and 
plastic pipe from the facilities of Johns- 
Manville Corp. at Stockton, CA to points 
in WA, OR, ID. UT. MT, and WY. 
(Hearing site: Seattle, WA or Spokane, 
WA.) 

MC 141548 (Sub-14F), filed May 19. 
1980. Applicant: INTERIOR 
TRANSPORT, INC., P.O. Box 3347TA, 
Spokane, WA 99220. Representative: 
George H. Hart. 1100 IBM Building, 
Seattle. WA 98101. Transporting: 
Aluminum and aluminum products from 
the facilities of Kaiser Aluminum, Inc. at 
points in Spokane County, WA to points 
in CA. (Hearing site: Seattle, WA, or 
Spokane. WA.) 

MC 141548 (Sub-15F), filed May 19. 
1980. Applicant: INTERIOR 
TRANSPORT, INC., P.O. Box 3347TA, 
Spokane. WA 99220. Representative: 
George H. Hart, 1100 IBM Building, 
Seattle, WA 98101. Transporting: Garnet 
sand and gravel products from points in 
Benewah County, ID. to points in the 


U.S. in and west of MI, PA. OH. IN. KY. 
MO, AR, and LA (except AK and HI). 
(Hearing site: Seattle, WA or Spokane, 
WA.) 

MC 142449 (Sub-llF), filed May 19. 
1980. Applicant: SPEEDWAY 
HAULERS, INC., P.O. Box 1463, South 
Bend, IN 46624. Representative: James L 
Beattey, 300 E. Fall Creek Pkwy.. Suite 
403, Indianapolis, IN 46205. 

Transporting: general commodities, 
between points in IN, on and south of 
U.S. Hwy 40 and between points in MI, 
on and south of MI Hwy 46, and 
Chicago. IL, restricted to shipments 
having a prior or subsequent movement 
by rail or water. (Hearing site: 
Indianapolis, IN.) 

Note.—The authority, to the extent it 
embraces classes A and B explosives, is 
limited in point of time to 5 years from the 
date of issuance. 

MC 142508 (Sub-158F), filed May 8, 
1980. Applicant: NATIONAL 
TRANSPORTATION, INC., 10810 South 
144th Street, Post Office Box 37465, 
Omaha, NE 68137. Representative: 

Lanny N. Fauss, Post Office Box 37096, 
Omaha, NE 68137. Transporting frozen 
bakery products from the facilities of 
Bagels Forever at Madison, WI to points 
in the U.S. (except AK and HI) restricted 
to traffic originating at named origins. 

MC 144188 (Sub-2lF), filed May 9, 

1980. Applicant: P. L. LAWTON, INC., 
P.O. Box 325, Berwick, PA 18603. 
Representative: J. Bruce Walter, P.O. 

Box 1146, Harrisburg, PA 17108. 
Transporting (1) games, toys and 
accessories for swimming pools and (2) 
materials, equipment and supplies used 
in the production of commodities at (1) 
above, between Bloomsburg, PA on the 
one hand, and, on the other, points in 
the U.S. (except AK and HI), restricted 
to traffic originating at or destined to the 
facilities of Aquality, Inc. (Hearing site: 
Harrisburg, PA.) 

MC 144858 (Sub-34F), filed May 19, 
1980. Applicant: DENVER SOUTHWEST 
EXPRESS. INC., P.O. Box 9799, Little 
Rock. AR 72209. Representative: Scott E. 
Daniel, 800 Nebraska Savings Building, 
1623 Famam, Omaha, NE 68102. 
Transporting Alcoholic beverages 
(except in bulk), from points in the U.S. 
to the facilities of Barrett Hamilton, Inc., 
at Little Rock, AR, restricted to traffic 
destined to the named destination. 
(Hearing site: Little Rock, AR.) 

Note.—Dual operations may be involved. 

MC 146479 (Sub-lOF), filed May 19. 
1980. Applicant: HARRISON 
CARRIERS. INC., P.O. Box 367, 

Harrison, NY 10528. Representative: 
David M. Marshall, 101 State Street, 
Suite 304, Springfield, MA 01103. 
Transporting (1) plastic and plastic 


articles and (2) materials and supplies 
used in the manufacture and distribution 
of the commodities in (1) above (except 
commodities in bulk, in tank vehicles), 
between points in CT, MA. NH, NJ, NY, 
and Rl, on the one hand, and, on the 
other, points in the U.S. (except AK and 
HI). 

MC 146668 (Sub-6F), filed May 19. 

1980. Applicant: MICHAEL BENNETT 
TRUCKING, INC., 16 E. Amador, 

Seneca, KS 66538. Representative: Clyde 
N. Christey, Kansas Credit Union Bldg., 
1010 Tyler, Suite 110-L, Topeka, KS 
66612. Transporting: Soybean meal, feed 
and feed ingredients, from the facilities 
of Ralston-Purina Co. at Kansas City 
and North Kansas City, MO to points in 
AR, KS, NE, OK and TX. (Hearing site: 
Kansas City, MO.) 

MC 146988 (Sub-2F), filed May 8,1980. 
Applicant: TARA LINES, INC., 27C 
Beaver Lodge, Stafford, VA 22554. 
Representative: L. C. Major, Jr., Suite 400 
Overlook Building, 6121 Lincolnia Road, 
Alexandria, VA 22312. Transporting 
passengers and their baggage, and 
express and newspapers, in the same 
vehicle with passengers, between the 
junction of VA Hwys 612 and 610 in 
Stafford County, VA and Washington, 
DC, as follows: from the junction of VA 
Hwys 612 and 610 to junction Interstate 
Hwy 95, then over Interstate Hwy 95 to 
Washington, DC, and return over the 
same route, serving all intermediate 
points on VA Hwy 610. (Hearing site: 
Washington, DC.) 

MC 147488 (Sub-4F), filed May 8,1980. 
Applicant: BURT CLIFFORD 
TRANSPORT, INC., Box 400, Ruthven, 
ON, Canada NOP 2GO. Representative: 
Wilhelmina Boersma, 1600 First Federal 
Building Detroit, MI 48226. Transporting: 
(1) charcoal, antifreeze, charcoal lighter 
fluid, safety salt and other barbeque 
supplies from the port of entry on the 
international boundary line between the 
U.S. and Canada at Detroit, MI, to points 
in Ml. IN, OH. PA, and NC. and (2) 
containers from points in states in (1) to 
the port of entry on the international 
boundary line between the U.S. and 
Canada at Detroit, MI. (Hearing site: 
Detroit, MI or Chicago, IL.) 

MC 148198 (Sub-2F), filed May 19, 

1980. Applicant: A. MATTEO 
TRUCKING. INC., 1465 Crown Point 
Road, Verga, NJ 08093. Representative: 
James W. Patterson, 1200 Western 
Savings Bank Bldg., Philadelphia, PA 
19107. Transporting: (1) Aluminum 
ingots, and metal and chemical powders 
(except in bulk), from the facilities of 
National Pigment Company, Inc. and 
Atlantic Metals Corp., in Philadelphia, 
PA, and from Flemington, NJ, to points 
in CT, IL, IN, KY, MA. MD. NJ, NY, OH, 
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PA, RI. and WV. and (2) Materials, 
supplies and equipment used in the 
production or distribution of the 
commodities in (1) above from the 
destinations named in (1) above to 
Flemington, NJ and Philadelphia, PA. 
(Hearing site: Philadelphia, PA.) 

MC 149088 (Sub-2F), filed May 19, 
1980. Applicant: TRANSPORTATION, 
INC., P.O. Box 362, Ottawa, KS 66067. 
Representative: Clyde N. Christey, 
Kansas Credit Union Bldg., 1010 Tyler, 
Suite 110L, Topeka, KS 66612. 
Transporting crushed limestone, from 
the points in Larimer County, CO, to the 
facilities of The Great Western Sugar 
Co. located approximately 4 miles west 
of Goodland, KS. (Hearing site: Kansas 
City, MO.) 

MC 150389 (Sub-lF), filed May 8,1980. 
Applicant: STRICKLAND TRANSPORT¬ 
LEASING CO., INC., P.O. Box 416, 
Claxton, GA 30417. Representative: 
Virgil H. Smith, Suite 12,1587 Phoenix 
Boulevard, Atlanta, GA 30349. 
Transporting (A) wood shavings, wood 
sawdust, wood chips and (B) forest 
products which are otherwise exempt 
from economic regulation when moving 
in mixed loads with commodities in (A) 
above, (1) from the plant site of Georgia- 
Pacific Corporation at Belleville, GA, to 
the plant site of Georgia-Pacific 
Corporation at Russellville, SC, and (2) 
from Belleville, GA, to points in 
Chatham County, GA (Part (2) above 
restricted to shipments having a 
subsequent movement by water). 
(Hearing site: Atlanta, GA.) 

MC 150759 (Sub-lF), filed May 8,1980. 
Applicant: BIRMINGHAM PARCEL 
DELIVERY SERVICE, INC., 400 Second 
Court, N. Birmingham, AL 35203. 
Representative: Kim G. Meyer, P.O. Box 
872, Atlanta, GA 30301. Transporting 
such merchandise, equipment, and 
supplies sold, used or distributed by a 
manufacturer of cosmetics and toilet 
preparations from Birmingham, 
Montgomery and Tuscaloosa, AL, to 
points in AL in and north of Choctaw, 
Marengo, Wilcox, Lowndes, 
Montgomery, Bullock and Russell 
counties, AL, under a continuing 
contract(s) with Avon Products, Inc. 
(Hearing site: Birmingham, AL or 
Atlanta, GA.) 

Volume No. 235 

Decided: June 5,1980. 

By the Commission, Review Board Number 
2, Members Chandler. Eaton and Liberman. 

MC 21866 (Sub-156F), filed April 10. 
1980. Applicant: WEST MOTOR 
FREIGHT, INC., 740 S. Reading Ave., 
Boyertown, PA 19512. Representative: 
Leonard A. Jaskiewcz, 1730 M. St. NW., 
Suite 501, Washington, DC 20036. 


Transporting foodstuffs, and materials 
and supplies used in the manufacture 
and distribution of foodstuffs, between 
Lebanon, PA, on the one hand, and, on 
the other, points in CT, ME, MA. NH, 

NY, RI, and VT. (Hearing site: 
Washington, DC, or Philadelphia, PA.) 

MC 21866 (Sub-157F), filed April 8. 
1980. Applicant: WEST MOTOR 
FREIGHT, INC., 740 S. Reading Ave., 
Boyertown, PA 19512. Representative: 
Alan Kahn, 1430 Land Title Bldg., 
Philadelphia, PA 19110. Transporting (1) 
lead, lead alloys, zinc, iron ore, and iron 
oxide, (except commodities in bulk) and 
(2) materials, equipment and supplies 
used in the manufacture and distribution 
of the commodities named in (1) above 
(except commodities in bulk) between 
points in MO, on the one hand, and, on 
the other, points in the U.S. (except AK, 
HI, and MO), restricted to traffic 
originating at or destined to the facilities 
of St. Joe Lead Company, and Pea Ridge 
Iron Ore Company, Inc. (Hearing site: 
Philadelphia, PA, or Washington, DC.) 

MC 21866 (Sub-158F), filed April 10, 
1980. Applicant: WEST MOTOR 
FREIGHT, INC, 740 S. Reading Ave., 
Boyertown. PA 19512. Representative: 
Alan Kahn, 1430 Land Title Bldg., 
Philadelphia, PA 19110. Transporting 
aluminum and aluminum products, and 
materials, equipment and supplies used 
in the manufacture of aluminum and 
aluminum products (except commodities 
in bulk), between the facilities of 
Cressona Aluminum Company, at 
Cressona, PA, on the one hand, and, on 
the other, points in the U.S. (except AK, 
HI, and PA). (Hearing site: Philadelphia, 
PA, or Washington, DC.) 

MC 26396 (Sub-356F), filed April 8, 
1980. Applicant: THE WAGGONERS 
TRUCKING, a corporation, P.O. Box 
31357, Billings, MT 59107. 

Representative: Barbara S. George 
(same address as applicant). 
Transporting (1) chemicals chemical 
additives, plastics, resins, drilling mud, 
and drilling mud additives, (except 
commodities in bulk), and (2) materials, 
equipment and supplies used in the 
manufacture and distribution of the 
commodities in (1) above (except 
commodities in bulk), between points in 
ID, MT, ND, and WY, on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI). (Hearing site: 
Billings or Helena, MT.) 

MC 41406 (Sub-162F), filed March 31, 
1980. Applicant: ARTIM 
TRANSPORTATION SYSTEM, INC., 
8400 Westlake Dr., Merrillville, IN 46410. 
Representative: Wade H. Bourdon (same 
address as applicant). Transporting (1) 
aluminum articles (a) between the 
facilities of Kaiser Aluminum and 


Chemical Corporation, at or near 
Newark, Belpre, Toledo, and Cincinnati, 
OH, on the one hand, and, on the other, 
those points in the U.S. in and east of 
MN. IA. MO, AR, and TX, and (b) from 
those points in the U.S. in and east of 
MN, IA. MO, AR. and TX, to the 
facilities of Kaiser Aluminum and 
Chemical Corporation, at or near 
Ravenswood. WV; and (2) materials, 
equipment, and supplies used in the 
manufacture and distribution of 
aluminum articles between the facilities 
of Kaiser Aluminum and Chemical 
Corporation, at or near (a) Newark, 
Belpre, Toledo, and Cincinnati, OH, and 
(b) Ravenswood, WV. on the one hand, 
and, on the other, those points in the 
U.S. in and east of MN. LA, MO, AR, and 
TX. (Hearing site: Chicago, IL. or 
Indianapolis. IN.) 

MC 56637 (Sub-17F). filed Aril 9.1980. 
Applicant: RCA TRUCK LINES, INC., 
P.O. Box 1027, Catersville, GA 30120. 
Representative: Paul M. Daniell, P.O. 

Box 872, Atlanta, GA 30301. Over 
regular routes, transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between Memphis, TN, and Corinth, MS, 
serving all intermediate points: (1) over 
U.S. Hwy 72, and (2) from Memphis over 
U.S. Hwy 64 to Selmer, TN, then over 
U.S. Hwy 45 to Corinth, and return over 
the same route. (Hearing site: Atlanta, 
GA.) 

Note.—Applicant intends to tack the above 
authority with its existing regular-route 
authority. 

MC 65916 (Sub-20F), filed August 16. 
1979, previously noticed in the Federal 
Register issue of May 13.1980, and 
republished this issue. Applicant: 

WARD TRUCKING CORP.. Second 
Ave., and Seventh St., Altoona, PA 
16603. Representative: Henry M. Wick, 
Jr., 2310 Grant Bldg., Pittsburgh, PA 
15219. Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment). (1) between Green Village, 
PA and Columbia, SC as follows: (a) 
from Green Village over PA Hwy 997 to 
junction Interstate Hwy 81, then over 
Interstate Hwy 81 to junction Interstate 
Hwy 77, then over Interstate Hwy 77 to 
Columbia, and return over the same 
route, serving all intermediate points, 
and (b) from Green Village over US Hwy 
11 to junction US Hwy 30, then over US 
Hwy 30 to junction Interstate Hwy 81, 
then over Interstate Hwy 81 to junction 
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Interstate Hwy 77. then over Interstate 
Hwy 77 to Columbia, and return over the 
same route, serving all intermediate 
points; (2) between Everett, PA and 
Augusta. GA: from Everett over U.S. 

Hwy 30 to Breezewood. PA. then over 
Interstate Hwy 70 to junction Interstate 
Hwy 270, then over Interstate Hwy 270 
to junction Interstate Hwy 495, then over 
Interstate Hwy 495 to junction Interstate 
Hwy 95, then over Interstate Hwy 95 to 
junction Interstate Hwy 20, then over 
Interstate Hwy 20 to Augusta, and 
return over the same route, serving all 
intermediate points; (3) between 
Augusta, GA and Dalton, GA. from 
Augusta over Interstate Hwy 20 to 
Atlanta, GA. then over Interstate Hwy 
75 to Dalton, and return over the same 
route, serving all intermediate points; (4) 
between Florence. SC and Brunswick, 
GA, from Florence over Interstate Hwy 
95 to junction U.S. Hwy 341, then over 
U.S. Hwy 341 to Brunswick, and return 
over the same route, serving all 
intermediate points; (5) between 
Asheville, NC and Charleston, SC, over 
Interstate Hwy 26. serving all 
intermediate points; (6) between 
Roanoke, VA and Charleston. SC; from 
Roanoke over U.S. Hwy 220 to junction 
U.S. Hwy 1, then over U.S. Hwy.l to 
junction U.S. Hwy 52, then over U.S. 
Hwy 52 to Charleston, and return over 
the same route, serving all intermediate 
points; (7) between Richmond, VA and 
La Grange. GA. from Richmond over 
Interstate Hwy 95 to junction Interstate 
Hwy 85, then over Interstate Hwy 85 to 
junction U.S. Hwy 29, then over U.S. 
Hwy 29 to La Grange, and return over 
the same route, serving all intermediate 
points; (8] between Savannah, GA and 
Atlanta, GA; from Savannah over 
Interstate Hwy 16 to junction Interstate 
Hwy 75, then over Interstate Hwy 75 to 
Atlanta, and return over the same route, 
serving all intermediate points; (9) 
between Macon and Valdosta, GA, from 
Macon over Interstate Hwy 75 to 
junction U.S. Hwy 84, then over U.S. 
Hwy 84 to Valdosta, and return over the 
same route, serving all intermediate 
points; (10) between Asheville, NC and 
Morehead City, NC, from Asheville over 
Interstate Hwy 40 to junction Interstate 
Hwy 85, then over Interstate Hwy 85 to 
junction U.S. Hwy 70, then over U.S. 
Hwy 70 to Morehead City, and return 
over the same route, serving all 
intermediate points; (11) between 
Charlotte, NC and Wilmington, NC over 
U.S. Hwy 74, serving all intermediate 
points; fl2) between Columbus, GA and 
Brunswick, GA, from Columbus over 
U.S. Hwy 280 to junction GA Hwy 55, 
then over GA Hwy 55 to junction U.S. 
Hwy 82, then over U.S. Hwy 82 to 


junction U.S. Hwy 84, then over U.S. 

Hwy 84 to Brunswick, and return over 
the same route, serving all intermediate 
points; (13) between Columbus, GA. and 
Savannah, GA. from Columbus over U.S. 
Hwy 80 to Macon, GA, then over 
Interstate Hwy 16 to Savannah, and 
return over the same route, serving all 
intermediate points; (14) between 
Roanoke and Norfolk, VA. from 
Roanoke over U.S. Hwy 460 to junction 
VA Hwy 307, then over VA Hwy 307 to 
junction U.S. Hwy 360, then over U.S. 
Hwy 360 to junction Interstate Hwy 64, 
then over Interstate Hwy 64 to Norfolk, 
and return over the same route, serving 
all intermediate points; [15) between 
Martinsville and Norfolk, VA, over U.S. 
Hwy 58, serving all intermediate points; 

(16) between Culpeper and Danville, 

VA, over U.S. Hwy 29, serving all 
intermediate points; and (17) serving as 
off route points in connection with (1) 
and (16) above, all points in GA. NC, 
and SC and those points in VA on and 
south of a line beginning at the WV-VA 
state line, and extending over U.S. Hwy 
50 to junction U.S. Hwy 17, then over 
U.S. Hwy 17 to junction U.S. Hwy 360, 
and then over U.S. Hwy 360 to the VA- 
MD state line, restricted in (1) through 

(17) above to the transportation of traffic 
originating at or destined to points in 
GA, NC. SC, and VA. (Hearing site: 
Washington, DC. or Augusta, GA.) 

Note.—The purpose of this republication is 
to correctly state paragraph (17) above. 

MC 66886 (Sub-83F), filed April 10. 
198a Applicant; BELGER CART ABE 
SERVICE. INC.. 2100 Walnut St.. Kansas 
City, MO 64108. Representative: Frank 
W. Taylor, Jr.. Suite 600,1221 Baltimore 
Ave., Kansas City, MO 64105. 
Transporting (1) wire rope and wire rope 
products . and (2) materials , equipment 
and supplies used in the manufacture 
and distribution of the commodities in 
(1) above, between the facilities of 
Broderick & Bascom Co., at or near 
Sedalia. MO. on the one hand, and. on 
the other, those points in the U.S. in and 
east of ND. SD, NE. CO, and NM. 
(Hearing site: Kansas City, MO.) 

MC 69116 (Sub-265F), filed April 9, 
198a Applicant: SPECTOR 
INDUSTRIES, INC.. d.b.a. SPECTOR 
FREIGHT SYSTEM, 1050 Kingery Hwy., 
Bensenville, IL 6Q106. Representative: 
Donald B. Levine. 39 So. LaSalle SU 
, Chicago, IL 60603. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
serving Rome, NY, as an off-route point 
in connection with carrier’s otherwise 


authorized regular-route operations. 
(Hearing site: Rome. NY.) 

Note.—Applicant intends to tack the above 
authority with its existing regular-route 
authority. 

MC 113666 (Sub-192F), filed November 
23, 1979. Applicant: FREEPORT 
TRANSPORT, INC., drawer “A”. 1200 
Butler Rd.. Freeport PA 1622a 
Representative: D. R. Smetanick (same 
address as applicant). Transporting (1) 
refractory products , and (2) materials . 
equipmentr and supplies used in the 
manufacture and installation of 
refractory products, between the 
facilities of A. P. Green Refractories 
Company, at or near (a) Climax. 
Leetsdale, Philadelphia, and Tarentum. 
PA. (b) East Greenville. Oak Hill and 
Jackson, OH, (c) Goose Lake, IL. (d) 
Mexico and Fulton. MO, (e) 

Woodbridge, NJ, (f) Taylor. MI. (g) 
Pueblo, CO, (h) Kimberly and Bessemer. 
AL, (i) Macon. GA, (j) Thermo, TX, and 
(k) Troy, ID, on the one hand, and, on 
the other, points in the U.S. (except AK 
and HI). (Hearing site: Pittsburgh, PA, or 
Washington, DC.) 

MC 118696 (Sub-31F). filed April 7. 
1980. Applicant: FERREE FURNITURE 
EXPRESS, INC., 252 Wildwood Rd.. 
Hammond* IN 46234. Representative: 
John F. Wickes, Jr., 1301 Merchants 
Plaza, Indianapolis, IN 46204. 
Transporting (1) cathode ray television 
picture receiving tubes and ports . and 
(2) materials used in the manufacture of 
the commodities in (1) above, between 
Marion, IN, and Nashville. TN. (Hearing 
site: Indianapolis, IN, or Chicago. IL.) 

MC 123157 (Sub-48F), filed March 25. 
1980. Applicant: CTI, a corporation, P.O. 
Box 397, Rillito, AZ 85246. 
Representative: A. Michael Bernstein, 
1441 E: Thomas Rd.. Phoenix, AZ 85014. 
Transporting lime , from points in Clark 
County, NV, to points in ID. (Hearing 
site: Phoenix, AZ.) 

MC 134477 (Sub-413F), filed April 10. 
1980. Applicant: SCHANNO 
TRANSPORTATION. INC., 5 West 
Mendota Rd., West St. Paul MN 55118. 
Representative: Thomas D. Fischbach, 
P.O. Box 43496, St. Paul, MN 55164. 
Transporting (1) metal shelving and 
store fixtures . and (2) materials, 
equipment and supplies used in the 
manufacture or distribution of metal 
shelving and store fixtures (except 
commodities in bulk), from the facilities 
of Maytex, Inc., at or near Terrell, TX, to 
those points in the U.S. in and east of 
ND, SD. NE, KS, OK. and LA. (Hearing 
site: St. Paul* MN.) 

MC 138157 (Sub-238F), filed April 10, 
1980. Applicant: SOUTHWEST 
EQUIPMENT RENTAL, INC., d.b.a. 
SOUTHWEST MOTOR FREIGHT. 2931 
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S. Market St., Chattanooga, TN 37410. 
Representative: Patrick E. Quinn (same 
address as applicant). Transporting (1) 
label stock, paper lables, gummed 
paper, paper and corrugated boxes, 
(except commodities which because of 
size or weight require the use of special 
equipment), and (2) materials t 
equipment and supplies used in the 
manufacture of the commodities in (1) 
above, (except commodities in bulk, and 
those which because of size or weight 
require the use of special equipment), 
between points in the U.S., restricted to 
traffic originating at or destined to the 
facilities of Avery International 
Corporation. (Hearing site: Los Angeles, 
CA.) 

Note.—Dual operations may be involved. 

MC 143477 (Sub-3F), filed April 11, 
1980. Applicant: ARCADIAN MOTOR 
CARRIERS, a corporation, P.O. Box 456, 
Kingsburg, CA 93631. Representative: 
Richard A. Peterson, P.O. Box 81849, 
Lincoln, NE 68501. Contract carrier, 
transporting (1) institutional and 
industrial maintenance supplies, (2) 
such commodities as are dealt in by 
drug, grocery, and food business houses, 
and (3) materials, equipment and 
supplies used in the manufacture and 
distribution of the commodities 
described in (1) and (2) (except 
commodities in bulk), between points in 
AZ, AR, CA. CO, ID, IL. IN. IA, KS, KY, 
LA, MA. MO, NE, NV. NM. NY. OH. OK, 
OR, TN, TX, UT. WA, and WI, under 
continuing contract(s) with The Procter 
& Gamble Company and its subsidiaries. 
(Hearing site: Washington, DG.) 

Note.—Dual operations may be involved. 

MC 143696 (Sub-20F), filed April 7, 
1980. Applicant: AMERICAN 
INDUSTRIAL TRANSPORTATION, 

INC., P.O. Box 1416, Henderson, TX 
75652. Representative: Hugh T. 
Matthews, 2340 Fidelity Union Tower, 
Dallas, TX 75201. Contract carrier, 
transporting iron and steel articles, 
between points in Richmond County, 

NY, on the one hand, and, on the other, 
points in the U.S. (except AK and HI), 
under continuing contract(s) with Disco 
International, of Staten Island. NY. 
(Hearing site: Dallas, TX.) 

MC 145476 (Sub-2F), filed April 11, 
1980. Applicant: RAY MARBY, d.b.a. 
MARBY TRUCKING SERVICE. 307 Lime 
St., Auburndale, FL 33823. 
Representative: John G. Hardeman, 618 
United American Bank Bldg., Nashville, 
TN 37219. Transporting frozen foods and 
food products (except commodities in 
bulk), in vehicles equipped with 
mechanical refrigeration, from Louisville 
and Brooks, KY, fo points in FL. ML PA, 
NC. SC. TX, VA, and WV. (Hearing site: 
Louisville, KY, or Nashville, TN.) 


MC 146937 (Sub-4F), filed April 4, 

1980. Applicant: ALL STAR AIR 
FREIGHT, INC., 7001 W. 20th Ave., 
Hialeah, FL 33014. Representative: John 
P. Bond, 2766 Douglas Rd., Miami, FL 
33133. Contract carrier, transporting 
yarn and fabrics, (1) from Miami, FL, to 
Swannoa, NC, and (2) from Carlisle and 
Maysville, KY, Lyons, GA, Conway, SC, 
and Warrington, NC, to Miami, FL, 
under continuing contract(s) with Niki- 
Lu Industries, Inc., of Miami Lakes, FL. 
(Hearing site: Miami, FL) 

MC 147537 (Sub-21 7 ), filed April 4, 

1980. Applicant: WOODROW NORMAN 
CALDWELL d.b.a. 122 Old Stage Coach 
Rd., Dumfries, VA 22026. 

Representative: Carroll B. Jackson, 1810 
Vincennes Rd.. Richmond, VA 23229. 
Transporting household goods as 
defined by the Commission between 
points in VA and DC, on the one hand, 
and, on the other, points in AL FL GA, 
KY, NC. OH, PA, SC, TN. and WV. 
(Hearing site: Washington, DC, or 
Richmond, VA.) 

MC 147847 (Sub-lF), filed February 22, 
1980. Applicant: CORKERY FUEL & 
MATERIALS COMPANY, a corporation, 
1017 Mary Candace Lane, St. Louis, MO 
63125. Representative: Robert T. Lawley, 
300 Reisch Bldg., Springfield, IL 62701. 
Contract carrier, transporting coal, from 
points in Franklin, Jackson, Perry, and 
Randolph Counties, IL to Festus, MO. 
under continuing contract(s) with River 
Cement Company, of St. Louis, MO. 
(Hearing site: St. Louis, MO, or Chicago, 
IL.) 

Note.—Dual operations may be involved. 

MC 148786 (Sub-4F), filed April 10, 
1980. Applicant: JOE GOOD d.b.a. 

GOOD TRANSPORTATION, P.O. Box 
334, 830 Shoshone Ave., Lovell, WY 
82431. Representative: John T. Wirth, 717 
17th St., Suite 2600, Denver. CO 80202. 
Transporting (1) clay, clay products, 
gypsum, gypsum products, lumber, 
lumber products, and building materials 
(except commodities in bulk), and (2) 
materials, equipment and supplies used 
in the manufacture, distribution and 
installation of the commodities in (1) 
above (except commodities in bulk) 
between those points in the U.S. in and 
west of ND, SD, NE, KS. OK, and TX. 
Condition: Issuance of a certificate in 
this proceeding is subject to the prior or 
coincidental cancellation, at applicant’s 
written request, of its permits in No. MC 
135213 and subs thereunder. (Hearing 
site: Denver, CO.) 

Nol8.—Applicant states the purpose of this 
application is to convert its contract carrier 
authority held in MC 135213 and subs 
thereunder to common carrier authority. 

MC 150286 (Sub-lF), filed April 3, 

1980. Applicant: HOLBERT TOTER 


SERVICE, INC., Stratford, IA 50249. 
Representative: Richard D. Howe, 600 
Hubell Bldg.. Des Moines, LA 50309. 
Transporting modular homes, from the 
facilities of Sandler-Bilt Homes, at or 
near Boone. IA. to points in IL KS, MN, 
MO, NE, SD, and WI. (Hearing site: Des 
Moines, LA, or Kansas City, MO.) 

MC 150347 (Sub-lF), filed March 24, 
1980. Applicant: HOBIN TRUCKING 
CO., INC., P.O. Box 709, Philomath, OR 
97370. Representative: Thomas Y. 
Higashi, 2075 S.W. First Ave., 2-N, 
Portland, OR 97201. Transporting 
building materials, from points in CA 
and NV, to points in OR and WA. 
(Hearing site: Portland. OR.) 

MC 150556F, filed April 8.1980. 
Applicant: KLOTH TRUCK & 
EQUIPMENT CO., a corporation, Rt. #4 
No. Northtown Center, Sparta, IL 62286. 
Representative: Robert T. Lawley, 300 
Reisch Bldg., Springfield, IL 62701. 
Transporting stone, gravel, sand, black - 
top mix, lime, and asphaltic emulsion 
sealer, from points in Perry and St. Louis 
Counties, MO. to points in Jackson, 
Monroe, Perry, Randolph, St. Clair, and 
Washington Counties, IL. (Hearing site: 
St. Louis. MO.) 

Volume No. 236 

Decided: June 18,1980. 

By the Commission, Review Board Number 
3, Members Parker, Fortier and Hill. 

MC 26396 (Sub-358F), filed April 15, 
1980. Applicant: THE WAGGONERS 
TRUCKING. P.O. Box 31357, Billings, 

MT 59107. Representative: Bradford E. 
Kistler, P.O. Box 82028. Lincoln, NE 
68501. Transporting inedible corn flour, 
inedible starch and sealing compounds 
(except in bulk, in tank vehicles), from 
Duluth, MN, and McPherson, KS to 
points in the U.S. (except AK and HI). 
(Hearing site: Minneapolis, MN or 
Billings, MT.) 

MC 35227 (Sub-15F), filed April 11. 
1980. Applicant: EDSON EXPRESS, INC., 
P.O. Box 887, Longmont, CO 80501. 
Representative: Richard P. Kissinger, 
Steele Park, Suite 330, 50 South Steele 
St.. Denver, CO 80209. Transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), between Lander, WY. and 
Billings, MT, serving as intermediate 
points those between Lander and 
Worland, WY: (1) from Lander over WY 
Hwy 789 to the WY-MT State line, then 
over U.S. Hwy 310 to junction U.S. Hwy 
10 and Interstate 90, near Laurel, MT, 
then over U.S. Hwy 10 and Interstate 90 
to Billings, and return over the same 
route; and (2) from Lander over WY 
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Hwy 789 to function WY Hwy 120, then 
over WY Hwy 120 to junction U.S. Hwy 
16, then over U.S. Hwy 10 to junction 
Alternate U.S. Hwy 14, then over 
Alternate U.S. Hwy 14 to junction U.S. 
Hwy 310, then over U.S. Hwy 310 to 
junction U.S. Hwy 10 and Interstate 90, 
near Laurel, MT, then over U.S. Hwy 10 
and Interstate 90 to Billings, and return 
over the same route. (Hearing sites: 
Lander. WY and Billings, MT.J 

MC 41110 (Sub-81F), hied March 27. 
1980. Applicant: FOGLEMAN TRUCK 
LINE, INC., P.O. Box 1504, Crowley, LA 
70526. Representative: Austin L 
Hatchell, P.O. Box 2165, Austin, TX 
78760. Contract carrier, transporting (1) 
paper and paper products (except 
commodities in bulk), and (2 \ materials 
and supplies used in the manufacture, 
sale, and distribution of the commodities 
in (1) above (except commodities in 
bulk), between Bastrop, LA, on the one 
hand, and, on the other, points in TX, 
under continuing contracts) with 
International Paper Company. (Hearing 
site: New Orleans, or Baton Rouge, LA.) 

MC 46737 (Sub-55F), Bled April 15, 
1980. Applicant: GEO. F. ALGER 
COMPANY, a corporation, 26380 Van 
Born Rd., Dearborn Heights, MI 48125. 
Representative: Delmar A. Broyles 
(same address as applicant). 
Transporting precast and prestressed 
concrete slabs, beams, and columns, 
and materials, equipment and supplies 
used in the manufacture and distribution 
of the above-named commodities, 
between Livonia, MI. and points in IN. 
OH, PA, NY. WV. and KY, restricted to 
traffic originating at or destined to the 
facilities of Price Brothers Company. 
(Hearing site: Lansing, Ml, or Chicago, 
IL.) 

MC 48956 (Sub-17F), filed April 14, 
1980. Applicant: JAMES FLEMING 
TRUCKING. INC., 761 East St.. Suffield. 
CT 06078. Representative: S. Michael 
Richards. 44 North Ave„ P.O. Box 225, 
Webster, NY 14580. Contract carrier, 
transporting such commodities as are 
dealt in by grocery and food business 
houses (except commodites in bulk), 
from points in NJ and PA, to Suffield 
and Windsor Locks, CT. under 
continuing contract(s) with Springfield 
Sugar and Products Company of 
Windsor Locks, CT. (Hearing site: 
Springfield, MA, or Hartford, CT.) 

MC 56637 (Sub-16F), filed April 9. 

1980. Applicant: RCA TRUCK LINES, 
INC., P.O. Box 1027, Cartersville, GA 
30120. Representative: Paul M. Daniell, 
P.O. Box 872, Atlanta, GA 30301. 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission. 


commodities in bulk, and those requiring 
special equipment), (1) between 
Gadsden, AL and Chattanooga, TN, over 
U.S. Hwy 11, serving all intermediate 
points, (2) between Gadsden, AL and 
Huntsville. AL over U.S. Hwy 431, 
serving all intermediate points, (3) 
between Gainesville and Decatur, AL, 
serving all intermediate points: from 
Gainsvilie over AL Hwy 69 to its 
junction with AL Hwy 67, then over AL 
Hwy 67 to Decatur, AL, and return over 
the same route, serving all intermejJiate 
points, f4) between Huntsville, AL and 
Chattanooga, TN over U.S. Hwy 72, 
serving all intermediate points, and (5) 
between Guntersville and Scottsboro, 

AL over AL Hwy 79, serving all 
intermediate points, serving all points in 
AL on the north of Interstate Hwy 20. 
and on and east of Interstate Hwy 65, as 
off-route points, restricted to the 
transportation of traffic originating at or 
destined to points in GA, TN. and MS. 
(Hearing site: Atlanta, GA.) 

MC 63417 (Sub-276F). filed April 14, 
1980. Applicant: BLUE RIDGE 
TRANSFER CO„ INC.. P.O. Box 13447, 
Roanoke, VA 24034. Representative: 
William E. Bain, (same address as 
applicant]. Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), (1) 
between points in AL. AR, DE, FL, GA, 
IL, IN, KY. LA. MD, MI. MS, MO, NJ, NY. 

NC. OH, OK, PA, SC, TN, TX, VA, WV. 
and DC, and (2) from points in AZ. CA, 
CO. IA, ID. KS, MN, MT, NE, NV. NM, 

ND, OR, SD, UT. WA, WL-and WY. to 
points named in (1) above, restricted to 
traffic originating at or destined to the 
facilities of Lowe’s Companies, Inc. 
(Hearing site: Washington, DC.) 

MC 76208 (Sub-134F), filed March 31, 
1980. Applicant: ADMIRAL- 
MERCHANTS MOTOR FREIGHT. INC., 
215 So. 11th St., Minneapolis, MN 55403. 
Representative: Robert P. Sack, P.O. Box 
6010, West St. Paul. MN 55118. 
Transporting (1) such commodities as 
are dealt in by wholesale and retail 
hardware stores (except commodities in 
bulk), and (2) foodstuffs, between the 
facilities of Farwell Ozman Kirk & 
Company, at or near South St. Paul, MN 
and Russellville, AR, on the one hand, 
and, on the other, those points in the 
United States in and east of CO, NE, 

ND, OK, SD, and TX. (Hearing site: St. 
Paul. MN.) 

MC 107006 (Sub-9F), filed April 14, 
1980. Applicant: THOMAS KAPPEL, 
INC., P.O. Box 1408, Springfield, OH 
45501. Representative: John L Alden, 
1396 W. Fifth Ave., P.O. Box 12241, 


Columbus, OH 43212. Contract carrier, 
transporting wood and wood products 
(except commodities in bulk), between 
the facilities of Buckeye Wood Products 
Inc., at its subsidiaries Union Cabinet 
Co., and Paint Valley Pallet Co- at or 
near S. Charleston, Milford Center, and 
Bainbridge, OH, on the one hand, and, 
on the other, points in IL, IN, LA, KY, MI, 
MO, NY, PA, TN. WI. and WV. under 
continuing contractfs) with Buckeye 
Wood Products Inc., of S. Charleston, 
OH. (Hearing site: Columbus. OH, or 
Washington, DC.) 

MC 109397 (Sub-507F), filed April 11. 
1980. Applicant: TRI-STATE MOTOR 
TRANSIT CO., a corporation, P.O. Box 
113, Joplin, MO 64601. Representative: 

A. N. Jacobs (same address as 
applicant). Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, and commodities in bulk), 
between points in the U.S. (except AK 
and HI), restricted to traffic originating 
at or destined to the facilities of Union 
Camp Corporation or its subsidiary 
Moore Handley. (Hearing site: 
Washington, DC.) 

MC 109397 (Sub-508F), filed April 14, 
1980. Applicant: TRI-STATE MOTOR 
TRANSIT CO. (a Delaware corporation), 
P.O. Box 113, Joplin, MO 64801. 
Representative: Max G. Morgan, P.O. 
Box 1540, Edmond, OK 73034. 
Transporting classes A and B 
explosives, between points in the U.S. 
(except HI). Condition: the certificate to 
be issued in this proceeding shall be 
limited in point of time to a period 
expiring 5 years from its date of issue. 
(Hearing site: Washington. DC.) 

MC 110187 (Sub-2F), filed March 1, 
1979. Applicant: WELBORN BUS LINES, 
INC., 101 Firehouse St., Greenville, SC 
29605. Representative: Maxwell A. 
Howell. 1100 Investment Bldg., 1511 K 
St. NW„ Washington, DC 20005. 
Transporting passengers and their 
baggage in the same vehicle with 
passengers, in charter or special 
operations, beginning and ending at 
points in Mecklenburg, Union and 
Anson Counties, NC, and points in SG 
and extending to points in the US 
(except AK and HI). (Hearing site: 
Greenville, or Columbia, SG) 

MC 111496 (Sub-32F), filed February 
27,1980. Applicant: TWIN CITY 
FREIGHT. INC., 2550 Long Lake Rd.. 
Roseville, MN 55113. Representative: 
Richard P. Anderson. 502 First National 
Bank Bldg., Fargo, ND 58126. 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 
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commodities in bulk, and those requiring 
special equipment), serving the facilities 
of Malco Products, Inc., at or near 
Annandale, MN, as an off-route point in 
connection with carrier’s other 
authorized regular-route operations. 
Condition: Person or persons who 
appear to be engaged in common control 
of applicant and another regulated 
carrier must either file an application 
under 49 U.S.C. 11343(A) of the 
Interstate Commerce Act, or submit an 
affidavit indicating why such approval 
is unnecessary. (Hearing site: St. Paul, 
MN.) 

MC111496 (Sub-33F), filed April 2, 
1980. Applicant: TWIN CITY FREIGHT, 
INC., 2550 Long Lake Rd., Roseville, MN 
55113. Representative: Alan Foss, 502 
First National Bank Bldg., Fargo, ND 
58126. Over regular routes, transporting 
general commodities (except those of 
unusual value, classes A and B 
explosives, household goods as defined 
by the Commission, commodities in 
bulk, and those requiring special 
equipment), (1) between Fargo. ND and 
Portland, OR. serving the intermediate 
points of Seattle, Spokane, and Tacoma, 
WA, and Beach, Bismarck, Dickinson 
and Jamestown, ND: From Fargo over 
Interstate Hwy 94 to junction Interstate 
Hwy 90, then over Interstate Hwy 90 to 
junction Interstate Hwy 5, then over 
Interstate Hwy 5 to Portland and return 
over the same route; (2) between 
Kalispeil, MT and Portland, OR serving 
the intermediate point of Spokane, WA: 
From Kalispeil over U.S. Hwy 2 to 
junction U.S. Hwy 95, then over U.S. 

Hwy 95 to ID Hwy 53, then over ID Hwy 
53 to the ID-WA state line, then over 
WA Hwy 290 to Spokane, then over U.S. 
Hwy 395 to junction U.S. Hwy 730. then 
over U.S. Hwy 730 to junction Interstate 
Hwy 80N, then over Interstate Hwy 80N 
to Portland and return over the same 
route, and (3) between Wolf Point. MT 
and Beach, ND, serving no intermediate 
points: From Wolf Point over MT Hwy 
13W to junction MT Hwy 13, then over 
MT Hwy 13 to junction MT Hwy 200, 
then over MT Hwy 200 to junction MT 
Hwy 200S. then over MT Hwy 200S to 
U.S. Hwy 10, then over U.S. Hwy 10 to 
Beach and return over the same route. 
(Hearing site: Minneapolis, MN and 
Great Falls, MT.) 

MC 114896 (Sub-85F), filed April 14, 
1980. Applicant: PUROLATOR 
ARMORED INC., 255 Old New 
Brunswick Rd., Piscataway, NJ 08854. 
Representative: Carl T. Kessler (same 
address as applicant). Contract carrier, 
transporting precious metals, between 
Newark, NJ, and New Bedford and 
Waltham, MA, under continuing 
contract(s) with Polaroid Corporation, of 


Needham Heights, MA. (Hearing site: 
Washington, DC.) 

Note.—Dual operations may be involved. 

MC 116227 (Sub-llF), filed April 11. 
1980. Applicant: POLMAN TRANSFER, 
INC., Rt. 3, Box 470, Wadena. MN 56482. 
Representative: Robert P. Sack, P.O. Box 
6010, West St. Paul, MN 55118. 
Transporting (1) furniture and furniture 
parts, and (2) materials, equipment and 
supplies used in the manufacture of 
furniture and furniture parts, from the 
facilities of Homecrest Industries, Inc., 
at Wadena, MN, to points in the U.S. 
(except AK and HI). (Hearing site: St. 
Paul, MN.) 

Note.—Dual operations may be Involved. 

MC 117686 (Sub-284F), filed April 11, 
1980. Applicant: HIRSCHBACH MOTOR 
LINES, INC., 5000 South Lewis Blvd., 

P.O. Box 417, Sioux City, LA 51102. 
Representative: George L Hirschbach 
(same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, foodstuffs, 
commodities in bulk, and those requiring 
special equipment), from the facilities of 
Interstate Consolidation Service, Inc., 
(ICS), Los Angeles, CA, to points in LA, 
KS, MN. MO, NE. OK, WI, Denver, CO, 
Memphis, TN, and Houston and Dallas, 
TX, restricted to traffic originating at the 
named origin and destined to the named 
destination. (Hearing site: Los Angeles, 
CA.) 

Note.—Dual operations may be involved. 

MC 117786 (Sub-105F), filed April 14, 
1980. Applicant: RILEY WHITTLE, INC., 
P.O. Box 19038, Phoenix, AZ 85005. 
Representative: A. Michael Bernstein, 
1441 E. Thomas Rd., Phoenix, AZ 85014. 
Transporting general commodities 
(except classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), (1) 
between points in WA. OR, CA, and AZ, 
and (2) between points in (1) above, on 
the one hand, and, on the other, points 
in IL IN, OH, MI, MO, and KY. (Hearing 
site: Phoenix. AZ.) 

MC 117786 (Sub-106F), filed April 14, 
1980. Applicant: RILEY WHITTLE, INC., 
P.O. Box 19038, Phoenix, AZ 85005. 
Representative: A. Michael Bernstein, 
1441 E. Thomas Rd., Phoenix, AZ 85014. 
Transporting weight lifting equipment, 
from Phoenix, AZ to points in CA, OR 
and WA. (Hearing site: Phoenix, AZ.) 

MC 118696 (Sub-33F), filed May 6. 
1980. Applicant: FERREE FURNITURE 
EXPRESS. INC., 252 Wildwood Road. 
Hammond, IN 46234. Representative: 
John F. Wickes, Jr., 1301 Merchants 
Plaza, Indianapolis, IN 46204. 


Transporting paper and paper products, 
from the facilities of Gilman Paper 
Company at or near Hazelwood, MO, to 
points in IA, NE, WI, IL, KY, IN, OH, and 
MI. (Hearing site: Indianapolis, IN or 
Chicago, IL.) 

MC 120737 (Sub-65F), filed April 12, 
1980. Applicant: STAR DELIVERY & 
TRANSFER. INC., P.O. Box 39, Canton. 

IL 61520. Representative: James C. 
Hardman, 33 N La Salle St.. Chicago, IL 
60602. Transporting metal articles, from 
the facilities of Taylor Forge Company, 
at Memphis, TN, to points in the U.S. 
(except AK and HI). (Hearing site: 
Memphis, TN, or Chicago. IL.) 

MC 124247 (Sub-21F), filed April 14, 
1980. Applicant: DAN LODESKY 
TRUCKING. INC., P.O. Box 236, Gurnee, 
IL 60031. Representative: Edward G. 
Bazelon, 39 So. La Salle St., Chicago, IL 
60603. Transporting cement, from 
Milwaukee, WI, to points in Lake. 
DuPage, Will, Kane, and Cook Counties, 
IL (Hearing site: Chicago, IL.) 

MC 125687 (Sub-20F), filed April 9, 
1980. Applicant: EASTERN STATES 
TRANSPORTATION PA.. INC., 1060 
Lafayette St.. York, PA 17405. 
Representative: S. Harrison Kahn, Suite 
733 Investment Bldg., Washington. DC 
20005. Transporting paper, paperboard, 
and paper products, from Reigelsville, 
PA, to points in CT, MD, MA, NJ, NY, RI. 
PA, and DC. (Hearing site: New York, 
NY.) 

MC 126346 (Sub-34F), filed April 11, 
1980. Applicant: HAUPT CONTRACT 
CARRIERS, INC., P.O. Box 1023. 
Wausau, WI 54401. Representative: 
Elaine M. Conway, 10 SO. La Salle St., 
Chicago, IL 60603. Contract carrier, 
transporting (1) such commodities as are 
dealt in or used by dealers and 
manufacturers of industrial, 
construction, road building, logging, and 
mining equipment, (except commodities 
in bulk), and (2) materials, equipment 
and supplies used in the manufacture of 
the commodities in (1) above, (except 
commodities in bulk), between points in 
the US (except AK and HI), under 
continuing contract(s) with the Pettibone 
Corporation and its wholly-owned 
subsidiaries, Pettibone Texas 
Corporation, of Fort Worth, TX, 
Pettibone Mercury Corporation, of 
Tualatin, OR, Pettibone Michigan 
Corporation, of Baraga, MI, and 
Pettibone Alabama Corporation, of 
Greenville, AL. (Hearing site: Chicago, 
IL.) 

MC 128837 (Sub-20F). filed April 14, 
1980. Applicant: TRUCKING SERVICE, 
INC., P.O. Box 229, Carlinville, IL 62626. 
Representative: Robert T. Lawley, 300 
Reisch Bldg., Springfield, IL 62701. 
Transporting canned goods, from 
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Hoopeston and Princeville, IL, to points 
in FL and TX, restricted to traffic 
originating at the facilities of Joan of Arc 
Company, Inc., at Hoopeston and 
Princeville, IL. (Hearing site: St. Louis, 
MO, or Chicago, IL.) 

Note.—Dual operations may be involved. 

MC 129096 (Sub-4F), filed April 14, 
1980. Applicant: STOVER BROS. 
TRUCKING CO., a corporation, Box 790, 
Elbum, IL 60119. Representative: Robert 
T. Lawley, 300 Reisch Bldg., Springfield, 
IL 62701. Transporting liquid and dry 
fertilizer, from East Troy, Madison, 
Milwaukee, and Whitewater, WI, to 
Elbum, IL. (Hearing site: Chicago, IL, or 
Milwaukee, WI.) 

MC 133037 (Sub-5F), filed April 11, 
1980. Applicant: MILE-HI EXPRESS. 
INC., 1335 East 40th St., Denver, CO 
80205. Representative: Charles J. 

Kimball, 350 Capitol Life Center, 1600 
Sherman St., Denver. CO 80203. 
Transporting foodstuffs, from Denver, 
CO, to points in Laramie County. WY 
and Colfax County, NM. (Hearing site: 
Denver, CO.) 

MC 134286 (Sub-167F), filed April 14, 
1980. Applicant: ILLINI EXPRESS, INC., 
P.O. Box 1564, Sioux City, LA 51102. 
Representative: Julie Humbert (same 
address as above). Transporting toilet 
preparations, (except commodities in 
bulk), from the facilities of Charles of 
the Ritz Group Ltd., at Holmdel, NJ, to 
Chicago, IL. (Hearing site: Sioux City, 

IA, or Denver, CO.) 

MC 134477 (Sub-411F), filed March 24, 
1980. Applicant: SCHANNO 
TRANSPORTATION, INC., 5 West 
Mendota Rd., West St. Paul, MN 55118. 
Representative: Thomas D. Fischbach, 
P.O. Box 43496, St. Paul, MN 55164. 
Transporting general commodities 
(except classes A and B explosives, 
commodities of unusual value, 
household goods as defined by the 
Commission and commodities in bulk), 
between points in AL, AR. CT. DE, FL, 
GA, IL, IN, IA, KS, KY. LA, ME, MD, 

MA, MI. MN. MS, MO. NE, NH, NJ, NY, 
NC. ND. OH, OK, PA. RI. SC. SD. TN, 

TX. VT. VA. WV. WI. and DC, restricted 
to traffic originating at or destined to the 
facilities of Ralston Purina Company. 
(Hearing site: St. Paul, MN.) 

MC 138016 (Sub-3F), filed February 27, 
1980. Applicant: MENANTICO 
TRANSPORT CO., INC., Sharp Road, 
P.O. Box 248, Tuckahoe, NJ 08250. 
Representative: Michael R. Werner, 167 
Fairfield Road, P.O. Box 1409, Fairfield, 
NJ 07006. Authority to operate as a 
motor contract carrier, over irregular 
routes in the transportation of such 
commodities as are sold, dealt or 
utilized by construction and road 


building companies, and supply 
companies (except cement in bulk). 
Between points in NJ on the one hand, 
and, on the other, points in DE, MD, NY. 
PA and VA, under continuing contract(s) 
with Tuckahoe Sand & Gravel Co., Inc. 
(Hearing site: New York, NY.) 

MC 138367 (Sub-5F), filed April 14. 
1980. Applicant: TMI Transport Corp., 
050 Third Avenue West, Dickinson, ND 
58601. Representative: Gene P. Johnson, 
P.O. Box 2471, Fargo, ND 58108. Contract 
carrier, transporting new furniture, from 
the facilities of Thomasville Furniture 
Industries, Inc., at or near Appomattox, 
VA to points in IL, IA, MN, MO, MT. NE. 
ND, SD and WI, under continuing 
contract(s) with Thomasville Furniture 
Industries, Inc., Thomasville, of 
Thomasville, NC. (Hearing site: Fargo, 
ND or Minneapolis, MN.) 

Note.—Dual operations may be involved. 

MC 138627 (Sub-91 F), filed April 14. 
1980. Applicant: SMITHWAY MOTOR 
XPRESS, INC., P.O. Box 404, Fort Dodge, 
LA 50501. Representative: Arlyn L 
Westergren, Suite 106, 7101 Mercy Rd., 
Omaha, NE 68106. Transporting plastic 
pipe and fittings, from Rolla, MO, to 
those points in the U.S. in and east of 
MT, WY, CO. and NM. (Hearing site: St. 
Louis or Kansas City, MO.) 

MC 138627 (Sub-92F), filed April 14, 
1980. Applicant: SMITHWAY MOTOR 
XPRESS, INC., P.O. Box 404, Fort Dodge, 
LA 50501. Representative: Arlyn L 
Westergren, Suite 106, 7101 Mercy Rd., 
Omaha, NE 68106. Transporting plastic 
pipe, fittings, and accessories, from 
SUoam Springs, AR and Mason City, LA, 
to points in AR, CO. IL, IN, IA. KS. KY. 
MI, MN, MO. NE, ND, OH, OK. SD, TN. 
WI, and WY. (Hearing site: Little Rock, 
AR, or Oklahoma City, OK.) 

MC 139206 (Sub-72), filed April 1980. 
Applicant: F.M.S. TRANSPORTATION, 
INC., 2564 Harley Drive, Maryland 
Heights, MO 63043. Representative: John 
McBride (same address as applicant). 
Contract carrier, transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), 
between points in the United States 
(except AK and HI), under continuing 
contract with Ralston Purina at St. 

Louis, MO. (Hearing site: St. Louis or 
Jefferson City. MO.) 

MC 139457 (Sub-26F), filed October 19, 
1979. Applicant: G. L SKIDMORE d.b.a. 
JELLY SKIDMORE TRUCKING 
COMPANY. P.O. Box 38. Paris. TX 
75450. Representative: Paul D. 

Angenend. P.O. Box 2207, Austin, TX 
78768. Contract carrier, transporting (1) 


canned and preserved foodstuffs, and (2) 
canned and packaged animal food, from 
the facilities of Campbell Soup (Texas), 
Inc., at or near Paris, TX. to points in 
MN, ND, and SD, under continuing 
contract(s) with Campbell Soup (Texas), 
Inc. (Hearing site: Dallas, TX, or 
Washington, DC.) 

MC 139457 (Sub-27F), filed October 19, 

1979. Applicant: G. L SKIDMORE d.b.a. 
JELLY SKIDMORE TRUCKING 
COMPANY, P.O. Box 38. Paris, TX 
75460. Representative: Paul D. 

Angenend, P.O. Box 2207, Austin, TX 
78768. Contract carrier, transporting (1) 
canned and preserved foodstuffs, and (2) 
canned and packaged animal food, from 
the facilities of Campbell Soup (Texas), 
Inc., at or near Paris. TX, to Memphis, 
TN, under continuing contract(s) with 
Campbell Soup (Texas), Inc. (Hearing 
site: Dallas, TX, or Washington, DC.) 

MC 140247 (Sub-8F), filed March 19. 

1980. Applicant: ALLSTATE CHARTER 
LINES, INC., P.O. Box 9022, Fresno, CA 
93790. Representative: John Paul Fischer, 
SILVER, ROSEN. FISCHER & STECHER, 
256 Montgomery Street, 5th Floor. San 
Francisco, CA 94104. Transporting 
passengers and their baggage in die 
same vehicle with passengers, in charter 
and special operations, beginning and 
ending at Visalia, Dinuba, Tulare, 
Goshen and Hanford, CA and extending 
to points in the United States (including 
AK and excluding HI) in round-trip and 
one-way operations (Hearing site: San 
Francisco. CA.) 

MC 141426 (Sub-15F), filed January 11, 
1980. Applicant: WHEATON CARTAGE 
CO., Millville, NJ 08332. Representative: 
E. Stephen Heisley, 805 McLachlen Bank 
Bldg., 666 Eleventh St., NW., 

Washington, DC. 20001. Contract carrier, 
transporting (1) glass products, metals 
products, plastics products, paper 
products, wax products, clay products, 
feldspar products and wood products, 
foodstuffs, antipollution and bio¬ 
chemical apparatus, radiological 
research products, organic chemistry 
kits, bottle coating systems, talc, 
feldspar, candles, pottery, china ware, 
ceramics, gift items, molds, and 
machinery, and (2) parts and 
accessories for the commodities in (1) 
above, and (3) materials, equipment and 
supplies used in the manufacture or 
distribution of the commodities in (1) 
and (2) above (except in bulk), between 
the faciltites of Wheaton Industries at or 
near Columbus, NC, on the one hand, 
and, on the other, points in the U.S. 
(except AK and HI), under continuing 
contract(s) with Wheaton Industries of 
Millville, NJ. (Hearing site: Washington, 
DC, or Philadelphia. PA.) 
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MC 142176 (Sub-2F), filed March 31, 
1980. Applicant: ARROW TAYLOR 
AND JUMMY COSENTINO. a 
partnership, d.b. s a. CALIFORNIA 
FREIGHT TRANSPORT. 4417 North 
Brawley, Fresno, CA 93711. 
Representative: Edward L Fanucchi, 
2409 Merced St., Suite 3, Fresno, CA 
93721. Contract carrier, transporting 
rigid urethane foam (except in bulk), 
from the facilities of United Foam 
Corporation at Compton. CA, to points 
in WA and OR, those in Washoe County 
south of junction NC Hwys 81 and 34, 
and those in Douglas, Carson, and 
Storey, Counties, NV, under continuing 
contract(s) with United Foam 
Corporation. (Hearing site: Fresno or 
Sacramento, CA.) 

MC 143246 (Sub-lOF), filed April 10, 
1980. Applicant: LAND TRANSPORT 
CORPORATION. 24 Sabrina Road, 
Wellesley, MA 02181. Representative: 
James E. Mahoney, 148 State St., Boston, 
MA 02109. Contract carrier. 

Transporting (1) such commodities as 
are sold in drug, chain, discount and 
department stores and (2) materials, 
supplies and equipment used in the 
manufacture, sale or distribution of 
same (except commodities in bulk, in 
tank vehicles) between the facilities of 
Child World. Inc., in MA, OH, and MO, 
on the one hand, and, on the other, 
points in the U.S. in and east of MN, LA, 
MO, KS, OK, TX, under a continuing 
contract(s) with Child World, Inc. of 
Avon, Massachusetts. (Hearing site: 
Boston, MA or Providence, RL) 

MC 143267 (Sub-lOlF), filed January 4, 
1980, previously noticed in the Federal 
Register issues of April 8,1980 and June 
3,1980, and republished this issue. 
Applicant: CARLTON ENTERPRISES. 
INC., P.O. Box 520, Mantua, OH 44255. 
Representative: Neal A. Jackson, 1156 
15th Street, N.W., Washington, D.C. 
20005. Transporting (1) metal buildings, 
prefabricated building parts, (2) 
materials and accessories used in the 
installation of the commodities in (1) 
above and (3) iron and steel articles, 
between Cedartown and LaGrange, GA, 
Broadview, IL Terre Haute. IN, 

Chetopa, KS, Oklahoma City, OK, 

Homer City, Milton and West 
Middlesex, PA, Houston, TX and 
Waukesha, WL on the one hand, and, on 
the other, those points in the United 
States in and east of MI, WI, LA, MO, 

KS, OK and TX. (Hearing site: 

Cleveland, OH or Washington, DC.) 

Note.—The purpose of this republication is 
to correctly state the commodity and 
territorial description. 

MC 143297 (Sub-2F), filed March 12, 
1980. Applicant: GARN TRUCKING 
COMPANY. INC., 1003 Columbus Rd., 


Wooster, OH 44691. Representative: 
David A. Turano, 100 East Broad St.. 
Columbus. OH 43215. Transporting 
concrete block, bricks, building 
materials, slag, sand, gravel, stone and 
aggregates, between Wooster and 
Marion, OH, on the one hand, and. on 
the other, points in IN, KY, MI, NY. PA 
and WV. (Hearing site: Columbus, OH.) 

MC 144827 (Sub-52F), filed March 17, 
1980. Applicant: DELTA MOTOR 
FREIGHT, INC., P.O. Box 18423, 2877 
Farrisview, Memphis, TN 38118. 
Representative: Billy R. Hallum (same 
address as applicant). Transporting 
fastners and metal articles, from Dallas, 
TX to Albuquerque, NM, Memphis and 
Nashville. TN, Phoenix, AZ, Oklahoma 
City and Tulsa, OK, Denver. CO, Kansas 
City, MO, Little Rock, AR, Omaha, NE, 
Pocatello, ID. and Salt Lake City and 
Orem, UT, restricted to traffic 
originating at or destined to the facilities 
of Russell, Burdsall & Ward, Inc. 
(Hearing site: Chicago, IL) 

MC 145966 (Sub-3F). filed April 14, 
1980. Applicant: NELSEN BROS., INC., 
P.O. Box 613, Nebraska City. NE 68410. 
Representative: Bradford E. Kistler. P.O. 
Box 82028, Lincoln. NE 68501. 
Transporting non-alcoholic beverages 
(except in bulk), from the facilities of 
Shasta Beverages at or near Lenexa, KS, 
to points in ND, SD, NE, MN, IA, WI, IL 
MO, AR, TN, OK and LA. (Hearing site: 
Kansas City, MO.) 

Note.—Dual operations may be involved. 

MC 146328 (Sub-12F), filed April 12. 
1980. Applicant: JOHN ALGER, SR., 
d.b.a. ALGER TRANSPORTATION, 9811 
Redman Ave., Omaha, NE 68134. 
Representative: Marshall D. Becker, 

Suite 610, 7171 Mercy Rd., Omaha, NE 
68106. Transporting pine moulding, from 
Chico, CA, to points in CO, MI, OH, TX, 
FL and LA. (Hearing site: San Francisco 
or Los Angeles, CA.) 

MC 146486 (Sub-lF), filed April 14, 
198a Applicant- GARY HARTMANN, 
d.b.a. FOREST PRODUCTS 
TRANSPORTATION. P.O. Box 857, 

Plant Rd., Ukiah, CA 95482. 
Representative: Edward J. Hegarty, 100 
Bush St., 21 st Floor, San Francisco. CA 
94104. Transporting salt, (except in 
bulk), from the facilities of Leslie Salt 
Co., in Newark, CA, to points in OR and 
WA. (Hearing site: San Francisco, CA.) 

MC 146646 (Sub-91 F), filed May 5. 

1980. Applicant: BRISTOW TRUCKING 
CO., INC., P.O. Box 6355 A, Birmingham, 
AL 35217. Representative: James W. 
Segrest (same address as applicant). 
Transporting general commodities 
(except those of unusual value, classes 
A and B explosives, household goods as 
defined by the Commission, 


commodities in bulk, and those requiring 
special equipment), (1) between Mobile, 
AL on the one hand, and. on the other, 
points in IN, LA, MS, GA, AR, TN, NC, 
SC, and FL and (2) between New 
Orleans, LA, on the one hand, and, on 
the other, points in IN.'AL, MS, GA. AR, 
TN, NC, SC, and FL (Hearing site: 
Birmingham or Mobile, AL.) 

MC 148437 (Sub-4F), filed April 14, 
1980. Applicant: BORK TRANSPORT, 
INC., 8555 Harbach Blvd., Suite 201, Des 
Moines. LA 50311. Representative: James 
M. Hodge, 1980 Financial Center, Des 
Moines, LA 50309. Transporting alcohol, 
in bulk, from the facilities of American 
Agri-Fuels Corporation in Atchison 
County, MO to points in AR and KS. 
(Hearing site: Des Moines, IA or Kansas 
City, MO.) 

MC 148796 (Sub-2F), filed April 11, 
1980. Applicant: MILLER BUS. INC., 

New Hackensack Heights Rd., 
Wappingers Falls, NY 12590. 
Representative: Sidney J. Leshin, 575 
Madison Ave., New York, NY 10022. 
Transporting passengers and their 
baggage, in special operations, 
beginning and ending in the Bronx, New 
Rochelle, Pelham and Mt. Vernon, NY 
and extending to Philadelphia, PA. 
(Hearing site: White Plains or New York, 
NY.) 

MC 149026 (Sub-6F), filed April 10. 
1980. Applicant: TRANS-STATES 
LINES, INC., 2604 Industrial Park Rd.. 
Van Buren, AR 72956. Representative: 
Don A. Smith, P.O. Box 43, 510 North 
Greenwood, Fort Smith. AR 72902. 
Transporting (1) foodstuffs, (2) such 
commodities as are dealt in by grocery 
and food business houses, (except 
foodstuffs), and (3) equipment, materials 
and supplies used in the manufacture, 
sale and distribution of commodities in 
(1) and (2) above (except commodities in 
bulk), between points in the U.S. (except 
AK and HI). (Hearing site: Indianapolis, 
IN, or Washington, DC.) 

MC 149127 (Sub-3F), filed April 15. 

1980. Applicant: EDGAR SERVICE 
COMPANY, INC., 1093 No. Montello St.. 
Brockton, MA 02403. Representative: 
Russell S. Callahan (same address as 
applicant). Transporting general 
commodities (except those of unusual 
value, classes A and B explosives, 
household goods as defined by the 
Commission, commodities in bulk, and 
those requiring special equipment), from 
the facilities of Taylor Rental 
Corporation, at Springfield, MA, to 
points in the U.S. (except AK and HI). 
(Hearing site: Boston, MA. or 
Washington. DC.) 

MC 149206 (Sub-4F), filed January 24, 
1980. Applicant: BREWTON EXPRESS. 
INC., P.O. Box 508, Winnfield, LA 71483. 
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Representative: Brian E. Brewton (same 
address as applicant). Transporting iron 
and steel articles, from the facilities of 
Labarge, Inc., at Wagner, OK, Memphis, 
TN, St. Louis, MO, and Bellevue, OH, to 
points in the U.S. in and east of ND. SD, 
NE, CO, and NM. (Hearing site: St. 

Louis, MO.) 

MC 149266 (Sub-2F), Filed April 14, 
1980. Applicant: CAN TRUCKING. INC., 
13000 E. Temple Ave., City of Industry, 
CA 91749. Representative: Milton W. 
Flack, 8383 Wilshire Blvd., Suite 900, 
Beverly Hills, CA 90211. Contract 
carrier, transporting foodstuffs, metal 
cans and wooden pallets, between the 
facilities of Kern Foods, Inc., at City of 
Industry, CA, and points in AZ, CO, NV, 
OR, TX, and WA, under continuing 
contract(s) with Kern Foods, Inc., of 
Vernon, CA. (Hearing site: Los Angeles, 
CA.) 

MC 150006 (Sub-2F), filed February 25, 
1980. Applicant: DENVER-LIMON 
BURLINGTON TRANSFER COMPANY, 
a corporation, 3650 Chestnut Place, 
Denver, CO 80216. Representative: 
Edward C. Hastings, 666 Sherman St., 
Denver, CO 80203. Transporting 
electrical appliances, electrical fixtures, 
and electrical goods, from Denver, CO 
to points in CO, restricted to traffic 
having a prior interstate movement by 
rail. (Hearing site: Denver, CO.) 

Note.—Dual operations may be involved. 

MC 150536F, filed April 14.1980. 
Applicant: THE STACEY WILLIAMS 
CO., INC., P.O. Box 10884, Birmingham, 
AL 35202. Representative: Robert E. 
Tate, P.O. Box 517, Evergreen, AL 36401. 
Transporting sugar and com syrup, 
between Birmingham, AL, on die one 
hand, and, on the other, points in AR, 

FL, GA, MS, TN, and LA. (Hearing site: 
Birmingham, AL, or Atlanta, GA.) 

MC 150656F, filed April 14,1980. 
Applicant: FARM SERVICE & 

SUPPLIES, INC., P.O. Box 5351, 
Evansville, IN 47715. Representative: 
Robert J. Gill, First Commercial Bank 
Bldg., 410 Cortez Rd. West. Bradenton, 
FL 33507. Transporting gas cylinders 
and industrial blowers, between Elgin, 
IL, on the one hand, and, on the other, 
points in the U.S. (except AK and HI). 
(Hearing site: Chicago, IL.) 

Note.—Dual operations may be involved. 
Agatha L. Mergenovich, 

Secretary . 

(FR Doc. 80-20376 Filed 7-9-60: 8:45 am) 

BILLING CODE 7035-01-M 


INTERNATIONAL DEVELOPMENT 
COOPERATION AGENCY 

[Delegation of Authority No. 5] 

Delegation of Certain Pub. L 480 
Authorities to Administrator of Agency 
for International Development 

By virtue of the authority vested in me 
by Executive Order No. 12220 of June 27. 
1980 (hereinafter referred to as the 
“Executive order*’), entitled 
Administration of the Agricultural Trade 
Development and Assistance Act of 
1954, it is ordered as follows: 

1-1. Concurrent Authority, 

1-101. Notwithstanding any provision 
of this Delegation of Authority, the 
Director of the United States 
international Development Cooperation 
Agency (hereinafter referred to as 
“IDCA”) may at any time exercise any 
function delegated by this Delegation of 
Authority. 

1-2. Functions Delegated to the 
Administrator of the Agency for 
International Development, 

1-201. Exclusive of the functions 
reserved to the Director of IDCA herein, 
there are hereby delegated to the 
Administrator of the Agency for 
International Development the functions 
conferred upon the Director of IDCA by 
Sections 1-103,1-201,1-202,1-401,1- 
404, and 1-405 of the Executive Order. 

1-202. Except to the extent 
inconsistent with this Delegation of 
Authority, all delegations of authority, 
determinations, authorizations, 
regulations, rulings, certificates, orders, 
directives, contracts, agreements, 
designations, and other actions made, 
issued, or entered into prior to the date 
of the Executive Order and not revoked, 
superseded or otherwise made 
inapplicable before the effective date of 
this Delegation of Authority shall 
continue in full force and effect until 
modified, amended, or terminated by 
appropriate authority. 

1-3. General Provisions, 

1-301. Any reference in this 
Delegation of Authority to any act, 
order, determination, or delegation of 
authority shall be deemed to be a 
reference to such act, order, 
determination, or delegation of authority 
as amended from time to time. 

1-302. The Administrator of the 
Agency for International Development 
may to the extent consistent with law: 

(a) Delegate or assign any of the 
functions delegated or assigned to him 
by this Delegation of Authority to any 
other officer of a component agency or 
unit of IDCA or to any officer or 
executive agency of the Executive 
Branch; and 


(b) Authorize any officer to whom 
such functions are so delegated or 
assigned to successively redelegate or 
reassign any of such functions. 

1-303. Functions conferred by this 
delegation shall be carried out in 
consultation with the heads of other 
departments and agencies as required 
by the Executive Order. 

1-4. Effective Date, 

1-401. This delegation shall be 
effective as of June 27,1980. 

Dated: July 2,1980. 

Thomas Ehrlich, 

Director, U. S, International Development 
Cooperation Agency, 

|FR Doc 80-20611 Filed 7-9-80: 8:45 am] 

BILLING CODE 4710-02-M 


DEPARTMENT OF JUSTICE 

Law Enforcement Assistance 
Administration 

Determination of Eligible Alaska Native 
Villages 

agency: Law Enforcement Assistance 
Administration (LEAA), Justice. 

ACTION: Notice of Determination. 

summary: The Law Enforcement 
Assistance Administration (LEAA) has 
determined that aboriginal groups, i.e., 
Alaska Native Villages, other than 
Indian tribes are eligible applicants for 
the Indian Criminal Justice Program. The 
listing below identifies eligible Alaska 
Native Villages, which come under the 
definition of aboriginal groups, as well 
as the specific law and order functions 
which they have the responsibility to 
exercise. Determination by the LEAA 
Administrator concerning aboriginal 
groups not listed will be made on an 
individual basis upon application by 
such aboriginal groups to the 
Administrator. Section 901(a)(3) of the 
Justice System Improvement Act of 1979, 
Pub. L. 96-157, provides in pertinent part 
the following definition of unit of 
general local government: 

(3) 'unit of local government means any 
city, county, township, town, borough, parish, 
village, or other general purpose political 
subdivision of a state. • # * 

Alaska native villages are duly 
constituted first and second class towns 
under Alaska law. The National Priority 
Program and Discretionary Program 
announcements which appeared in the 
Federal Register, Volume 45, No. 33, 
Friday, February 15,1980, page 10711, 
stated that the Indian Criminal Justice 
Program is designed to assist tribes and 
aboriginal groups. Aboriginal groups, 
i.e., Alaska Native Villages, are eligible 
for the Indian Justice Program if: 
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1. The applicant aborginal group is a 
duly constituted unit of general local 
government under Section 901(a)(3); 

2. The resident population of the unit 
is at least 70 percent natives; 

3. The majority of the members of the 
unit’s governing body are natives; and, 

4. The unit has responsibility for 
exercising law enforcement functions 
through the exercise of jurisdiction with 
the state. 

Waiver of matching funds for LEAA 
grants is provided for those aboriginal 
groups, i.e., Alaska Native Villages, if 


the LEAA determines that the group 
does not have sufficient funds available 
to provide the required match. 

List of Eligible Alaska Native Villages: 
The list below identifies eligible Alaska 
Native Villages, which come under the 
definition of aboriginal group, and the 
specific law and order functions they 
have the responsibility to exercise. The 
Administrator of LEAA has determined 
these villages to be eligible for the 
LEAA Indian program according to the 
specific law and order functions 
indicated. 


*> 


Alaska Native village 
entities registered by 

Federal Government by State 

To employ 
village pofice 

To establish a 
village court 

To adopt a 

village law 
and order 
code* 

To undertake 
correction 
functions 

To undertake 
programs 
aimed at 
preventing 
adult and 
juvenile 
delinquency 

To undertake 
adult and 
juvenile 

mm ■ ■■ k, , , t, ,1 n 

renaDHFianon 

programs 

AktaK 

X 

X 

X 

X 

X 

X 

Akolmiut.™_... 

X 

X 

X 

X 

X 

X 

Alakanuk._.. 

X 

X 

X 

X 

X 

X 

Ambler. 

X 

X 

X 

X 

X 

X 

Anaktuvuk Pass. 

X 

X 

X 

X 

X 

X 

Angoon. 

X 

X 

X 

X 

X 

X 

Anvtk . 

X 

X 

X 

X 

X 

X 

Barrow..... 

X 

X 

X 

X 

X 

X 

Brewg Mission. 

X 

X 

X 

X 

X 

X 

Bethel--- 

X 

X 

X 

X 

X 

X 

Oomede. 

X 

X 

X 

X 

X 

X 

Eek. 

X 

X 

X 

X 

X 

X 

Emmonak. 

X 

X 

X 

X 

X 

X 

Fort Yukon. 

X 

X 

X 

X 

X 

X 

Fortune Lodge. 

X 

X 

X 

X 

X 

X 

Galena. 

X 

X 

X 

X 

X 

X 

Gambol! .. .... 

X 

X 

X 

X 

X 

X 

Golovin. 

X 

X 

X 

X 

X 

X 

Grayling. 

X 

X 

X 

X 

X 

X 

Holy Groes--- 

X 

X 

X 

X 

X 

X 

Hoonah.. 

X 

X 

X 

X 

X 

X 

Hooper Bay..... 

X 

X 

X 

X 

X 

X 

Hustxa. 

X 

X 

X 

X 

X 

X 

Hydaburg. 

X 

X 

X 

X 

X 

X 

Kake__ ___ _ 

X 

X 

X 

X 

X 

X 

Kaitag. _ 

X 

X 

X 

X 

X 

X 

KJana_ 

X 

X 

X 

X 

X 

X 

KivaJina .. „ . 

X * 

X 

X 

X 

X 

X 

Klawock_ _ 

X 

X 

X 

X 

X 

X 

Kotlifc_*___ 

X 

X 

X 

X 

X 

X 

Kotzebue. 

X 

X 

X 

X 

X 

X 

Koyuk.. 

X 

X 

X 

X 

X 

X 

Lower Kaisfcag.... 

X 

X 

X 

X 

X 

X 

Manokotak. 

X 

X 

X 

X 

X 

X 

Metlalalla. 

X 

X 

X 

X 

X 

X 

Mountain Village. 

X 

X 

X 

X 

X 

X 

Napaskiak...... 

X 

X 

X 

X 

X 

X 

Newbalen.. 

X 

X 

X 

X 

X 

X 

Noorvik—. 

X 

X 

X 

X 

X 

X 

Point Hope ttt- . - r - --- i- 

X 

X 

X 

X 

X 

X 

Russian Mission. 

X 

X 

X 

X 

X 

X 

Samt Mary's ... .. 

X 

X 

X 

X 

X 

X 

Saint Michael. 

X 

X 

X 

X 

X 

X 

Saint Paul. 

X 

X 

X 

X 

X 

X 

Savoonga. 

X 

X 

X 

X 

X 

X 

Saxman._. 

X 

X 

X 

X 

X 

X 

Scammon Bay. 

X 

X 

X 

X 

X 

X 

Selawik........ 

X 

X 

X 

X 

X 

X 

Shagokik... 

X 

X 

X 

X 

X 

X 

onaMooiix........— 

X 

X 

X 

X 

X 

X 

Shishmaref.. 

X 

X 

X 

_ X 

X 

X 

Shungnak-- 

X 

X 

X 

X 

X 

X 

Teller . 

X 

X 

X 

X 

X 

X 

WamwrtgW...... 

X 

X 

X 

X 

X 

X 

Wales... .... . _ 

X 

X 

X 

X 

X 

X 

White Mountain.... 

X 

X 

X 

X 

X 

X 

Yakutat........ 

X 

X 

X 

X 

X 

X 

Unalakieet. 

X 

X 

X 

X 

X 

X 

Akhiok.. 

X 

X 

X 

X 

X 

X 

Akiachak... 

X 

X 

X 

X 

X 

X 

Aleknaglk_____ 

X 

X 

X 

X 

X 

X 

Ailakaket. 

X 

X 

X 

X 

X 

X 

Amak.... ... 

^ X 

X 

X 

X 

X 

X 

Chefomak.......... 

X 

X 

X 

X 

X 

X 

Clarks Point. 

X 

X 

X 

X 

X 

X 

Craig—. ....... 

X 

X 

X 

X 

X 

X 
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To undertake 


Alaska Native village 
entities registered by 
Federal Government by State 

To employ 
village police 

To establish a 
village court 

To adopt a 
village law 
and order 
code 1 

To undertake 
correction 
functions 

programs 
aimed at 
preventing 
adult and 
juverute 
delinquency 

To undertake 
adult and 
Juvenile 
rehabilitation 
programs 

Ekwok. 

X 

. X 

X 

X 

X 

X 

Eton -_____ 

X 

X 

X 

X 

X 

X 

Goodnews Bay. 

X 

X 

X 

X 

X 

X 

Hughes. 

X 

X 

X 

X 

X 

X 

Kaktovtk.._ 

X 

X 

X 

X 

X 

X 

King Cove. 

X 

X 

X 

X 

X 

X 

Kobuk. 

X 

X 

X 

' X 

X 

X 

Koyukuk. 

X 

X 

X 

X 

X 

X 

Kwethluk. .. 

X 

X 

X 

X 

X 

X 

Larsen Bay... 

X 

X 

X 

X 

X 

X 

McGrath. 

X 

X 

X 

X 

X 

X 

New Stuyahok. 

X 

X 

X 

X 

X 

X 

Nightmute. 

X 

X 

X 

X 

X 

X 

Nikolai. 

X 

X 

X 

X 

X 

X 

Nondalton__ 

X 

X 

X 

X 

X 

X 

Nuiqsut___ 

X 

X 

X 

X 

X 

X 

Nulato. 

X 

X 

X 

X 

X 

X 

Old Harbor. 

X 

X 

X 

X 

X 

X 

Ouzinkie, 

X 

X 

X 

X 

X 

X 

PHot Station. 

X 

X 

X 

X 

X 

X 

Platinum.. 

X 

X 

X 

X 

X 

X 

Port Heiden. 

X 

X 

X 

X 

X 

X 

Port Lions_ 

X 

X 

X 

X 

X % 

X 

Outnhagafc. 

X 

X 

X 

X 

X 

X 

Ruby.. 

X 

X 

X 

X 

X 

X 

Sand Point..... 

X 

X 

X 

X 

X 

X 

Sheldon Point. 

X 

X 

X 

X 

X 

X 

Stebbms. 

X 

X 

X 

X 

X 

X 

Tanana. 

X 

X 

X 

x. 

X 

X 

Toqtak. 

X 

X 

X 

X 

X 

X 

Tokaook Bay. 

X 

X 

X 

X 

X 

X 

Tuluksak--,, .... 

X 

X 

X 

X 

X 

X 

Unalaska. 

X 

X 

X 

X 

X 

X 

Upper Kalskag.. 

X 

X 

X 

X 

X 

X 

Akutan.. 

X 

X 

X 

X 

X 

X 

Atmauttuak. 

X 

X 

X 

X 

X 

X 

Buckland. 

X 

X 

X 

X 

X 

X 

Chevak. 

X 

X 

X 

X 

X 

X 

Chatithhalijk 

X 

X 

X 

X 

X 

X 

Deeong . 

X 

X 

X 

X 

X 

X 

Kasaan. 

X 

X 

X 

X 

X 

X 

Mekoryuk. 

X 

X 

X 

X 

X 

X 

Newtok. 

X 

X 

X 

X 

X 

X 

Tununak.. 

X 

X 

X 

X 

X 

X 


* The Indian CNW Welfare Act of 1978. P.L 95-608, permits native village governments to establish their own code. 


Supplementary Statement: The Notice set forth above does not meet the Agency’s criteria 
for significant regulations and accordingly may be published without compliance with the 
Agency's procedures applicable to such regulations. 

Dated: June 20.1980. 

Homer F. Broome, Jr., 

Administrator. 

I PR Doc. 80-20547 PUed 7-0-80; 8.45 am) 

BILUNG CODE 4410-18-M 


Potential Availability of Additional 
Funds Within Program Announcement 
“Removing Juveniles From Adult Jails 
and Lock-Ups" 

agency: Law Enforcement Assistance 
Administration. Justice. 

action: Notice of Potential Availability 
of Additional Funds. 


summary: The Office of Juvenile Justice 
and Delinquency Prevention, Law 
Enforcement Assistance Administration, 
pursuant to the Juvenile Justice and 
Delinquency Prevention Act of 1974, as 
amended, 42 U.S.C. 5601, et seq., is 
issuing a notice that there is a potential 
availability of additional funds for the 
program announcement entitled 


“Removing Juveniles from Adult Jails 
and Lock-ups", as issued in the May 20, 
1980, Federal Register. It will not in any 
way impact upon the programs or 
regulation presently set out in that 
announcement or affect the eligibility of 
those individuals applying. 

SUPPLEMENTARY INFORMATION: The 

Office of Juvenile Justice and 
Delinquency Prevention (OJJDP) 
published a program announcement to 
remove juveniles from adult jails and 
lock-ups. Section D of the announcement 
as published in the Federal Register on 
May 20,1900, established OJJDP support 
for this program in the amount of 
$3,000,000. The purpose of this notice is 
to notify prospective applicants that 
OJJDP is considering an increase in the 
amount of funds committed to this 
program. The total funding commitment, 
therefore, will range from $3,000,000 to 
$5,500,000. National Program 
Coordinator applicants should still 
submit a budget based on a $3,000,000 
program. Any necessary negotiations 
regarding a budget increase will be 
undertaken by OJJDP upon selection of 
the successful applicant. Any increase 
in funding for this program will result in 
more local jurisdictions being selected 
and approved for participation in both 
Phase 1 and Phase II. However, phase II 
financial support should still range from 
$50,000 to $200,000. 

OMB Circular No. A-95 regarding 
State and local Clearinghouse review of 
Federal and Federally-assisted programs 
and projects is applicable. This program 
is No. 16.541. Juvenile Justice and 
Delinquency Prevention—Special 
Emphasis and Technical Assistance 
Programs within the Catalog of Federal 
Domestic Assistance. 

FOR FURTHER INFORMATION CONTACT: 

Mr. Doyle A. Wood, Office of Juvenile 
Justice and Delinquency Prevention, 633 
Indiana Avenue, NW., Washington, D.C. 
20531. (202) 724-7775. 

Ira M. Schwartz, 

Administrator, Office ofJuvenile Justice and 
Delinquency Prevention. 

|FR Doc 88-20588 Piled 7-8-88.8.45 am) 

BILLING CODE 4410-18-M 
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NATIONAL TRANSPORTATION 
SAFETY BOARD 

(N-AR 80-28] 

Report, Safety Recommendations and 
Responses; Availability 

Aircraft Accident Report 

Butler Aircraft, Inc,, Douglas DC-7, 
N4SW, Klamath Falls, Oregon, 
September 14,1979 (NTSB-AAR-80- 
p/—The National Transportation Safety 
Board’s formal investigation report 
indicates that the Douglas DC-7 was 
transporting company employees to 
Medford, Oregon, when it crashed 24 
miles west-northwest of Klamath Falls. 
The two crewmembers and ten 
passengers on board were killed. The 
aircraft struck trees on the crest of 
Surveyor Mountain about 7 minutes 
after takeoff from the Kingsley Field 
Municipal Airport. The aircraft was 
destroyed by impact and ground Fire. 
Although the night was dark, visibility 
was 10 miles and the wind was calm. 

The Safety Board has determined that 
the probable cause of this accident was 
the flightcrew's decision to undertake a 
direct point to point high-cruise-speed 
flight at low altitudes. The crew’s 
judgment in the selection of a low; 
altitude flight profile may have been 
influenced by their familarity with the 
terrain. 

Aviation Safety Recommendations 

A-80-51 and -52 to the Federal 
Aviation Administration, June 30, 

1980.—A Safety Board review of 14 CFR 
91.23 (Fuel requirements for flight in IFR 
conditions) and 91.83 (Flight plan; 
information required) has revealed a 
disparity with respect to the requirement 
that a pilot file for an alternate airport in 
a flight plan. The regulations state that a 
pilot is not required to file for an 
alternate airport on an instrument flight 
rules flight plan if the forecast weather 
at the intended destination airport for a 
period of 1 hour before to 1 hour after 
the estimated landing time, indicates a 
ceiling of 2,000 feet above the airport 
and visibility of 3 miles. 

The Safety Board notes that there are 
11 high-altitude airports in the United 
States which have instrument approach 
minimum descent altitudes (MDA's) or 
decision heights (DH’s) higher than 2,000 
feet above the airport (Bishop, Calif.; 
South Lake Tahoe, Calif.; Ukiah, Calif.; 
Butte, Mont.; Helena, Mont.; Missoula, 
Mont.; Chadron, Nebr.; Ely, Nev.; 
Klamath Falls, Oreg.; Omak, Wash.; and 
Casper, Wyo). Thus, if the intended 
destination ceiling is 2,000 feet, the 
current regulations do not require that 
pilots flying into these airports file for 


an alternate destination when the 
weather is below approach minimums, 
Although this situation has not 
contributed to an accident, the Safety 
Board believes that the hazard potential 
is sufficient to warrant corrective 
measures to alert pilots to the disparity 
in these regulations. 

The Board is aware that FAA is 
considering rulemaking action to correct 
this obvious disparity. The Board 
endorses such a rule change and urges 
that it be expedited. Regardless of a rule 
change, the Board believes that action 
should be taken also to alert a pilot 
filing a flight plan for one of these 
destination airports to the disparity 
between the requirements specified in 
14 CFR Part 91 and the existing 
approach minimums. Specific weather 
minima for alternate requirements for 
these airports could be specified in the 
Airman's Information Manual, or in the 
Special Notice and bulletin section and 
on the approach charts published by 
National Ocean Survey and Jeppesen. 
Accordingly, the Safety Board 
recommends that FAA: 

Alert pilots to the disparity between the 
requirements of 14 CFR 91.23 and 91.83 and 
the approach minimums for certain high 
altitude airports, by publishing in the Airman 
Information Manual and on appropriate 
approved approach charts a specific 
requirement to file for an alternate airport for 
those airports where approach minimums are 
higher than 2,000 feet above airport elevation. 
(Class II, Pri ority Action) (A-80-51) 

Amend 14 CFR 91.23 and 91.83 to require 
pilots to file for an alternate airport on an IFR 
flight plan whenever the ceiling of the 
destination airport is forecasted to be less 
than 2,00 feet above the airport or 1,000 feet 
above the airport or 1,000 feet above the 
minimum approach altitude or visibility less 
than 3 miles for a period of 1 hour before to 1 
hour after the estimated time of arrival. 

(Class fl. Priority Action) (A-80-52). 

A-80-53 through 55 to the Federal 
Aviation Administration, June 27, 

I960.—A Learjet model 23 aircraft 
crashed while attempting a night landing 
on runway 33 at Byrd Field, Richmond, 
Va.. May 6.1980. The skies were clear, 
visibility was 10 miles, and the wind 
was calm. Although the Learjet was 
slightly high on the approach, it 
descended normally in a landing 
attitude. But before touching down, the 
aircraft yawed and rolled, and first the 
right wingtip fuel tank and then the left 
tiptank struck the runway. Thereafter, 
the nose of the aircraft pitched up, the 
engine thrust increased, the aircraft 
rolled to the right, and it crashed in a 
nearly inverted attitude. A fire erupted 
after impact, and both pilots, the only 
persons aboard, were killed. The aircraft 
had been manufactured in 1964. 
Available optional slow-flight 


modifications installed on many Learjets 
had not been installed on this aircraft. 

During the past 2 years, the Safety 
Board has investigated several Learjet 
accidents in which the^aircraft while on 
the landing approach exhibited similar 
roll and yaw maneuvers followed by a 
loss of control and a crash. The other 
Learjets involved were models 24 and 25 
aircraft, with the Century III and 
Raisbeck slow-flight modifications. The 
investigation revealed that in each 
landing accident, the aircraft apparently 
was flown, as specified, with the yaw 
damper disengaged, although the altitide 
at which the yaw damper was 
disengaged could not be verified. The 
accident records indicate that 
turbulence, crosswinds, wing icing, pilot 
technique, or other conditions had 
disturbed the aircraft’s equilibrium 
during a flare or go-around maneuver 
and that erratic roll and yaw maneuvers 
and a loss of aircraft control ensured. 
Subsequent flight tests indicated that an 
increase in engine thrust during an 
attempt to recover the aircraft may 
cause roll oscillations to become more 
pronounced and may reduce the 
likelihood of recovery. 

In February 1979, the Safety Board, 
the FAA, the Gates Learjet Corporation, 
the National Aeronautics and Space 
Administration, and other interested 
parties participated in a “Study of 
Selected Performance Characteristics of 
Modified Learjet Aircraft.’’ The 
objectives of the study were to examine 
the operation of the stall aming system, 
to determine the most probable effect of 
small amounts of ice on stall 
characteristics, and to study the low- 
speed handling qualities of the modified 
aircraft in a landing configuration. The 
study found some limitations in the 
effectiveness of the anti-ice system and 
potential problems with premature ice- 
induced stalls. 

The Board notes that although icing 
conditions and turbulence were not 
evident in the Richmond accident, the 
influences of turbulence and ground 
effect may have been significant factors 
in some of the Learjet accidents. Since 
the accident history of the aircraft 
indicates that the flight behavior may be 
unpredictable under certain conditions 
and loss of control may occur 
unexpectedly, the Safety Board is 
concerned that the 1979 study may not 
have identified all of the factors which 
can lead to erratic rolling of the Learjet 
in the landing phase. The Board also 
believes that the reasons for the ensuing 
loss of control have not yet been fully 
explored. 

The Safety Board is also investigating 
three Learjet accidents which have 
involved loss of control at high altitude 
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and which terminated in high-speed 
descents in the ground. The descents 
apparently were unexpected and 
occurred without warning. In high 
altitude loss of control situations, the 
possibilities under consideration are 
that a malfunction in the flight control 
system, turbulence, aerodynamic 
characteristics, or flightcrew action 
could lead to an upset and further loss 
of control. Accident records indicate 
that once high speeds and steep 
descents have been established* 
complete loss of control may result and 
recovery may be impossible. 

For the foregoing reasons, the Board 
believes that the flight characteristics of 
the Learjet aircraft in both the low- 
speed landing environment and the high¬ 
speed, high-altitude cruise environment 
should be thoroughly examined to gain a 
better understanding of the aerodynamic 
factors associated with these accidents. 
Without this information, the Board 
believes that measures to assure safe 
flight cannot be developed. 

In addition, the Board is aware that 
Gates Learjet Service issued News 
Letter 49 dated May 1980 pertaining to 
procedures to be followed if the aircraft 
inadvertently exceeds V mo /M m „. These 
procedures specify that the spoilers 
should not be extended if a pitch axis 
malfunction or a runaway trim situation 
is apparent The reason stated is that 
the nosedown pitch change that the 
spoilers produce may aggravate a 
nosedown pitch problem. The Board is 
concerned that this information is not 
included in the aircraft flight manual 
and that operators may not be aware of 
the consequences of spoiler extension in 
these situations. Furthermore, the 
procedures for slowing the aircraft from 
excess speed, as specified in the 
newsletter, include the extension of the 
land gear. It is the Board’s 
understanding that this procedure has 
not been evaluated during actual flight 
conditions. 

The Board believes that it would be 
appropriate for FAA to evaluate these 
procedures and if they are deemed to be 
effective they should be incorporated 
immediately in the aircraft flight 
manual. Accordingly, the Safety Board 
recommends that FAA: 

Convene a Multiple Expert Opinion Team 
to evaluate the flight characteristics and 
handling qualities of Series 20 Learjet 
aircraft, with and without slow flight 
modification, at both low- and high-speed 
extremes of the operational flight envelope 
under the most critical conditions of weight 
and balance (and other variable factors) and 
to establish the acceptability of the control 
and airspeed margins of the aircraft at these 
extremes. (Class 1. Urgent Action ((A-80-53) 

Advise all Learjet operators of the 
circumstances of recent accidents and 


emphasize the prudence of rigid adherence to 
the specified operational limits and 
recommended operational procedures. (Class 
I, Urgent Action) (A-80-54) 

Evaluate information contained in the 
Gates Learjet Service News Letter 49 dated 
May 1980 pertaining to procedures to be 
followed if the aircraft inadvertently exceeds 
Vmp/Mmo and, based on this evaluation, 
require appropriate revisions to the aircraft 
flight manual. (Class I. Urgent Action) (A-80- 
55). 

Responses to Safety Recommendations 

Aviation 

A-80-24 and 25, from the Federal 
A viation Administration, June 25, 

1980 .—Response is to recommendations 
issued last March 27 following 
investigation of the crash of a Piper 
Model PA-18 Super Cub at the Lebanon 
(N.H.) Regional Airport, April 21,1979. 
Recommendation A-80-24 asked FAA to 
amend FAR 61.31. “General 
Limitations,“ to require that before 
acting as pilot-in-command of a 
tailwheel airplane, a private or 
commercial pilot receive flight 
instruction (including all normal and 
contingent aspects of takeoffs and 
landings) from an authorized flight 
instructor who has found him competent 
to pilot such airplanes and has so 
endorsed his pilot logbook; this 
requirement need not apply to pilots 
who have looged flight time as pilot-in¬ 
command in tailwheel airplanes before 
the effective date of this amendment. 
Recommendation A-80-25 asked FAA to 
amend FAR 61.57, “Recent Flight 
Experience: Pilot in Command (c) 
General Experience,“ to make more 
stringent the currency requirements for 
the pilot-in-command of a tailwheel 
configured airplane carrying passengers. 
(See 45 FR 22312. April 3.1980.) 

FAA concurs with the Board that an 
adequate checkout of pilots in tailwheel 
aircraft is essential, but believes that the 
same philosophy applies equally to safe 
operation of any aircraft. FAA states 
that the subject accident reflects an 
overall lack of pilot proficiency 
including landing and go-around 
procedures. FAA notes that educational 
material, such as the Flight Training 
Handbook AC 61-21 A, provides 
valuable information to instructors and 
pilots transitioning to aircraft with 
significantly different flight 
characteristics, performance 
capabilities, and operating procedures 
from those which the pilot has 
previously flown. FAA’s publications 
issued in the Accident Prevention 
Program, such as “Some Hard Facts 
About Soft Landings,** are available to 
instructors and pilots. Private and 
commercial pilot flight test guides, AC 


61-54A and AC 61-55A, respectively, 
provide additional information 
concerning tailwheel aircraft 
operational procedure (copies provided). 
Consequently, FAA believes that FAR 
requirements, when coupled with the 
educational materials available through 
the FAA, adequately provide the basis 
for comprehensive checkout in tailwheel 
configured aircraft FAA will carefully 
consider currency requirements for 
differently configured aircraft during the 
next review of 14 CFR Part 61. 

A-80-30 and 31, from the Federal 
A viation Administration, June 20, 

1980 .—Response is to recommendations 
issued April 23 as a result of recent 
Board investigations which identified 
recurring failures of tail rotor blades on 
Bell Model 47 helicopters. The 
recommendations called on FAA to 
issue an Airworthiness Directive to 
require installation of improved tail 
rotor blades, part No. 47-642-117 on all 
Bell 47 Model helicopters for which the 
installation has been approved as soon 
as possible after receipt of the directive 
(A-80-30) and to expedite approval of 
the improved tail rotor blades for 
installation on all Bell 47 Model 
helicopters equipped with Franklin 
engines and expedite action to require 
the installation of the improved blades 
on those aircraft (A-80-31). (See 45 FR 
29143, May 1,1980.) 

FAA reports that on January 30 its 
Southwest Region issued a notice of 
proposed rulemaking calling for 
replacement of tail rotor blades, P/N 47- 
642-102, with improved blades, P/N 47- 
642-117, on all Bell Model 47, H-13, and 
TH-13T series helicopters, except those 
equipped with Franklin Engine 
Company (Aircooled Motors) engines. 
The proposal also provides for reducing 
the retirement time of the blades, P/N 
47-642-102, on those helicopter models 
requiring the blade replacement. The 
proposed action was initiated by FAA 
based on the service history of tail rotor 
blade, P/N 47-642-102, fatigue failures. 
Closing date for comments to the docket 
was March 18. 

FAA also reports issuing 
Airworthiness Directive 66-02-03 in 
January 1968 because of several Bell 
Model 47 helicopter tail rotor blade 
failures. AD 66-02-03 reduced the 
retirement time of tail rotor blades, P/N 
47-642-102, from 2,500 to 600 hours’ 
time-in-service and required frequent 
inspections of three critical areas of this 
blade on all Bell Model 47 helicopters 
and on any other helicopters equipped 
with these blades. In 1970, AD 70-10-06 
was issued to amend, clarify, and 
supersede AD 66-02-03. The essential 
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provisions of AD 68-02-03 were carried 
over to AD 70-10-08. 

FAA says its records of service 
history of Model 47 tail rotor blades 
since AD 68-02-03 was issued do not 
contain any reports of tail rotor blade 
fatigue failures on Franklin engine- 
powered Model 47 helicopters. These 
particular helicopters are the early 
models, having a lower gross weight and 
using less power than the Lycoming 
engine-powered helicopters. As stated 
in the preamble to FAA’s proposal 
issued January 30, the service history 
information of U.S.-registered Model 47 
helicopters indicates that neither a 
mandatory reduction in the retirement 
time for blades, P/N 47-642-102, 
installed on Franklin engine-powered 
helicopters, nor mandatory installation 
of the improved tail rotor blades on 
these particular Model 47’s, is 
warranted. 

Since January 1976, ten additional 
reports have been received by FAA, 
indicating an inflight failure of tail rotor 
blade. P/N 47-642-102, on six Model 
47G-2 and one each on Models 47-G- 
2A-1, 47 |-2, 47-D, and 47G-3 
helicopters. These helicopters were all 
equipped with Lycoming (AVCO) 
engines. As a result of inflight blade 
failures, Bell Helicopter Textron issued 
Alert Service Bulletin Nos. 47-79-3 and 
47-49-4 and OSN 47-79-2. These 
directives specify removal of the tail 
rotor blade, P/N 47-642-102, and 
installation of the improved tail rotor 
blade, P/N 47-642-117. The directives 
also require a reduction in retirement 
time from 600 to 300 hours for blades 
P/N 47-642-102. Included are blades 
installed on all Model 47 series 
helicopters regardless of the engine 
used. 

FAA acknowledges that improved 
blade P/N 47-652-117 is more durable 
than blade P/N 47-642-102 and 
recommends installation of the 
improved blades on Model 47 series 
helicopters equipped with Franklin 
engines. FAA does not believe, however, 
that the service history on these models 
warrants mandatory installation of the 
improved tail rotor blades on these 
particular helicopters. 

FAA notes that the Board’s 
recommendations A-80-30 and -31 are 
substantially the same as its March 18 
comments submitted for inclusion in the 
NPRM docket, and that these 
recommendations call for immediate 
issuance of an AD, requiring installation 
of the improved blades on all models for 
which they are currently approved. 
Improved blade installation is also 
required on all other Model 47’s 
including those equipped with Franklin 
engines, as soon as installation can be 


approved. FAA reports that on May 2 its 
final rule was issued, effective June 9, 
after carefully weighing ail comments to 
the docket and other above-mentioned 
considerations. 

Highway 

H-77-32, from the Federal Highway 
Administration, June 19,1980. —Letter, 
with reference to the Safety Board’s 
comments of June 3,1980, transmits a 
copy of FHWA’s study, “Alternative 
Methods of Regulatory Commercial 
Motor Vehicle Drivers’ Hours of Service, 
Phase II—Test Program for Driver’s Log 
Alternatives’’ (DOT-FH-11-9414). The 
Safety Board’s letter noted that the 
Federal Register of Monday, April 28, 
1980, announced FHWA’s study to 
determine the validity of two means of 
recording commercial vehicle driver’s 
activity as reliable alternates to the 
existing drivers* logs: (1) tachograph 
charts modified to contain information 
beyond what is recorded by a standard 
tachograph, and (2) existing carrier 
timecards, trip sheets or similar driver 
activity reports. 

This announcement was of interest to 
the Safety Board because on December 
18,1977, the Board issued safety 
recommendation H-77-32 suggesting a 
study of tachographs and the possible 
use of these devices in reducing 
accidents. The Board noted in its June 3 
letter that the initial FHWA response to 
H-77-32. dated April 5,1978, was 
strongly negative based on cost-benefit 
problems. (See 43 FR 23770, June 1, 

1978.) The Board kept the file open in 
hope that FHWA might be persuaded to 
perform the suggested study. 

The Safety Board said it was pleased 
to see that the use of the device has 
come to light as a potential replacement 
for driver’s logs. The Board noted that 
while the primary objective of the study 
was to reduce recordkeeping 
requirements, the FHWA announcement 
stressed the importance of motor carrier 
safety. The possible use of the records 
as evidence is also to be assessed, and 
the primary responsibility of FHWA ift 
reducing highway fatalities and injuries 
by controlling the hours of service of 
drivers who, by the nature of their work, 
are not subject to normal supervision is 
highlighted. Based on the Board’s 
assessment of the notification in the 
Federal Register, the Board classified H- 
77-32 as “Closed—Acceptable Action." 
The Board requested a copy of the scope 
of work of FHWA’s contract DOT-FH- 
11-9414, and notification of results of the 
study when it is completed in April 1981. 

Pipeline 

P-80-34 through -38, Columbia LNG 
Corporation, June 16,1980. —Letter 


comments on the Safety Board’s formal 
investigation report, NTSB-PAR-80-2, 
concerning the explosion, caused by 
liquefied natural gas vapors (LNG). 
which destroyed a transformer building 
at the reception facility of the 
Corporation at Cove Point, Md., October 
6,1979 (See 45 FR 34475, May 22,1980.) 
Columbia’s June 16 letter also responds 
to recommendations P-80-34 through - 
38, issued May 7 as a result of 
investigation of this accident. (See 45 FR 
32149. May 15.1980.) 

In response to recommendation P-80- 
34 (which asked Columbia to install an 
adequate means for detecting LNG 
vapors in all buildings and enclosures at 
Cove Point, and, if combustible gas 
indicators are used, to ensure that they 
ar properly located, tested periodically, 
and recalibrated), Columbia states that 
combustible gas indicators have been 
installed in all buildings and enclosures 
connected by piping or conduit to any 
possible source of natural gas or LNG. 
Each combustible gas indicator is tested, 
and recalibrated as necessary, on a 
periodic basis. 

With respect to recommendation P- 
80-35, which asked Columbia to revise 
the firefighting training for Cove Point 
personnel to include periodic emergency 
drills which should provide realistic 
training exercises, Columbia reports that 
drills Were held at the terminal on April 
24 and May 29 and will continue to be 
held periodically. 

In response to recommendatiofl P-80- 
38, which called for installation of 
valves in the fire water mains to prevent 
the system from becoming compromised 
because of a break in any single part of 
the fire water system, Columbia notes 
that after consultation with the Coast 
Guard and the Maryland Fire Marshal, 
the fire water system was appropriately 
modified during the week of June 2,1980. 

Recommendation P-80-37 asked 
Columbia to post a diagram, or other 
means, to illustrate the location of all 
firefighting equipment and systems 
including the fire water mains and its 
isolation valves at key locations through 
the Cove Point facility. Columbia reports 
that a diagram depicting the above is 
being prepared and will be posted at 
.key locations throughout the terminal. 

Recommendation P-80-38 called on 
Columbia to revise the emergency 
telephone list for Cove Point to include 
the Materials Transportation Bureau. 
Office of Operation and Enforcement 
telephone number and instruct 
employees in the importance of notifying 
the MTB immediately of any accident 
that caused a death or a personal injury 
requiring hospitalization, that required 
the taking of any segment of 
transmission pipeline out of service, that 
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resulted in gas ignition, or that caused 
estimated damage to the operator or 
other or both or a total of $5,000 or more. 
Columbia reports that the Emergency 
Plan has been revised as recommended. 

Finally, Columbia states. “This letter 
is being transmitted to amplify the 
Report, to attest to Columbia's 
agreement to and compliance with the 
Recommendations, and to formally 
request that the Safety Board consider 
rewording the Probable Cause.” (The 
Safety Board determined that the 
probable cause of the Cove Point 
accident was LNG which leaked through 
an inadequately tightened LNG pump 
seal, vaporized, and migrated through a 
3-inch conduit, into a substation building 
where the vaporized LNG-air mixture 
was ignited by the arcing contacts of a 
circuit breaker interlock. Contributing to 
the accident was the absence of any 
combustible gas indicator to detect and 
warn personnel of the presence of 
flammable vapors in the building.) 

Note.—Single copies of Safety Board 
reports are available without charge, as long 
as limited supplies last. Copies of Board 
recommendation letters, and responses or 
related correspondence, are also provided 
free of charge. All requests for copies must be 
in writing, identified by recommendation or 
report number. Address requests to: Public 
Inquiries Section, National Transportation 
Safety Board. Washington, D.C. 20594. 

Multiple copies of Safety Board reports 
may be purchased from the National 
Technical Information Service, U.S. 
Department of Commerce, Springfield, Va. 
22161. 

(49 U.S.C. 1903(a)(2), 1906) 

Margaret L. Fisher, 

Federal Register Liaison Officer. 

July 7,1980 

(FR Doc. 00-20613 Filed 7-0-00; 8:45 ami 

BILLING CODE 4910-50-M 


NUCLEAR REGULATORY 
COMMISSION 

(NUREG-0577 and NUREG-0619] 

Extension of Public Comment Period 
on BWR Feedwater Nozzle and Control 
Rod Drive Return Line Nozzle Cracking 
and Potential for Low Fracture 
Toughness and Lamellar Tearing on 
PWR Steam Generator and Reactor 
Coolant Pump Supports 

The issuance of NUREG-0619 (BWR 
Feedwater Nozzle and Control Rod 
Drive Return Line Nozzle Cracking) was 
announced in Federal Register Vol. 45, 
No. 99 on Tuesday, May 20.1980, on 
page 33751. The issuance of NUREG- 
0577 (Potential for Low Fracture 
Toughness and Lamellar Tearing on 
PWR Steam Generator and Reactor 
Cooland Pump Supports) was 


announced on the same date, page 
33753. 

Because of difficulties in the 
distribution of these documents and the 
resultant decrease in the comment 
period that would have otherwise been 
available, the NRC staff has decided to 
extend the comment period for both 
NUREG documents until July 21.1980. 
Comments on both documents should be 
forwarded to Mr. Richard P. Snaider, 
Generic Issues Branch, Nuclear 
Regulatory Commission, Washington, 
D.C., 20555 by that date. 

Dated at Bethesda, Md., this 30th day of 
June 1980. 

For The Nuclear Regulatory Commission. 
Roger J. Mattson, 

Director, Division of Safety Technology. 

[FR Doc 80-20553 Filed 7-0-00; 0:45 am) 

BILLING CODE 7590-01-44 


(Docket No. 50-344] 

Portland General Electric Co., City of 
Eugene, Oreg., Pacific Power and Light 
Co.; Issuance of Amendment to 
Facility Operating License 

The U.S. Nuclear Regulatory 
Commission (the Commission) has 
issued Amendment No. 45 to Facility 
Operating License No. NPF-1, issued to 
Portland General Electric Company, the 
City of Eugene, Oregon, and Pacific 
Power and Light Company (the 
licensees), which revised the license for 
operation of Trojan Nuclear Plant (the 
facility) located in Columbia County, 
Oregon. The amendment is effective as 
of the date of issuance. 

The amendment adds a License 
Condition which allows the insertion 
into the reactor core, for cycle 3 
operation, of two fuel assemblies each 
containing a maximum of three dummy, 
stainless steel rods. 

The application for the amendment 
complies with the standards and 
requirements of the Atomic Energy Act 
of 1954, as amended (the Act), and the 
Commission's rules and regulations. The 
Commission has made appropriate 
findings as required by the Act and the 
Commission's rules and regulations in 10 
CFR Chapter I, which are set forth in the 
license amendment. Prior public notice 
of this amendment was not required 
since this amendment does not involve a 
significant hazards consideration. 

The Commission has determined that 
the issuance of this amendment will not 
result in any significant environmental 
impact and that pursuant to 10 CFR 
51.5(d)(4) an environmental impact 
statement or negative declaration and 
environmental impact appraisal need 


not be prepared in connection with 
issuance of this amendment. 

For further details with respect to this 
action, see (1) the application for 
amendment dated May 12,1980, (2) 
Amendment No. 45 to License No. NPF- 
1 and (3) the Commission’s related 
Safety Evaluation. All of these items are 
available for public inspection at the 
Commission’s Public Document Room, 
1717 H Street, N.W., Washington, D.C. 
and at the Columbia County Courthouse, 
Law Library, Circuit Court Room, St. 
Helens, Oregon 97051. A copy of items 
(2) and (3) may be obtained upon 
request addressed to the U.S. Nuclear 
Regulatory Commission, Washington, 
D.C. 20555, Attention: Director, Division 
of Licensing. 

Dated at Bethesda, Md., this 27th day of 
June 1980. 

For the Nuclear Regulatory Commission. 
Robert A. Clark, 

Chief Operating Reactors Branch No. 3 t 
Division of Licensing. 

[FR Doc 80-20554 Piled 7-0-80; 8.45 a.m.) 

BILLING CODE 7590-01-14 


OFFICE OF MANAGEMENT AND 
BUDGET 

Agency Forms Under Review 
Background 

July 2,1980. 

When executive departments and 
agencies propose public use forms, 
reporting, or recordkeeping 
requirements, the Office of Management 
and Budget (OMB) reviews and acts on 
those requirements under the Federal 
Reports Act (44 U.S.C., Chapter 35). 
Departments and agencies use a number 
of techniques including public hearings 
to consult with the public on significant 
reporting requirements before seeking 
OMB approval. OMB in carrying out its 
responsibility under the Act also 
considers comments on the forms and 
recordkeeping requirements that will 
affect the public. 

List of Forms Under Review 

Every Monday and Thursday OMB 
publishes a list of the agency forms 
received for review since the last list 
was published. The list has all the 
entries for one agency together and 
grouped into new forms, revisions, 
extensions, or reinstatements. Some 
forms listed as revisions may only have 
a change in the number of respondents 
or a reestimate of the time needed to fill 
them out rather than any change to the 
content of the form. The agency 
clearance officer can tell you the nature 
of any particular revision you are 
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interested in. Each entry contains the 
following information: 

The name and telephone number of the 
agency clearance officer (from whom 
a copy of the form and supporting 
documents is available); 

The office of the agency issuing this 
form; 

The title of the form; 

The agency form number, if applicable; 
How often the form must be filled out; 
Who will be required or asked to report; 
An estimate of the number of forms that 
will be filled out; 

An estimate of the total number of hours 
needed to fill out the form; and 
The name and telephone number of the 
person or office responsible for OMB 
review. 

Reporting or recordkeeping 
requirements that appear to raise no 
significant issues are approved 
promptly. Our usual practice is not to 
take any action on proposed reporting 
requirements until at least ten working 
days after notice in the Federal Register 
but occasionally the public interest 
requires more rapid action. 

Comments and Questions 

Copies of the proposed forms and 
supporting documents may be obtained 
from the agency clearance officer whose 
name and telephone number appear 
under the agency name. The agency 
clearance officer will send you a copy of 
the proposed form, the request for 
clearance (SF83), supporting statement, 
instructions, transmittal letters, and 
other documents that are submitted to 
OMB for review. If you experience 
difficulty in obtaining the information 
you need in reasonable time, please 
advise the OMB reviewer to whom the 
report is assigned. Comments and 
questions about the items on this list 
should be directed to the OMB reviewer 
or office listed at the end of each entry. 

If you anticipate commenting on a 
form but find that time to prepare will 
prevent you from submitting comments 
promptly, you should advise the 
reviewer of your intent as early as 
possible. 

The timing and format of this notice 
have been changed to make the 
publication of the notice predictable and 
to give a clearer explanation of this 
process to the public. If you have 
comments and suggestions for further 
improvements to this notice, please send 
them to Jim J. Tozzi, Assistant Director 
for Regulatory and Information Policy, 
Office of Management and Budget, 726 
Jackson Place, Northwest, Washington, 
D.C. 20503. 


DEPARTMENT OF AGRICULTURE 

Agency Clearance Officer—Richard J. 
Schrimper—447-6201 

New Forms 

Economics, Statistics, and Cooperatives 
Service 

WIC Evaluation Pretest of Survey 
Instrumentation and Procedures 
Single Time 

WIC Program Recipients and Non-WIC 
Comparisons, 325 responses; 416 
hours 

Charles A. Ellett, 395-7340 

Economics, Statistics, and Cooperatives 
Service 

Fresh Irish Potato Livestock Feed/ 

Starch Diversion Program Application 
Invoice and Certification of Inspection 
and Diversion Application to 
Participate 
ASCS-117 and 118 
On Occasion 

Farmers. 1,400 responses; 117 hours 
Charles A. Ellett, 395-7340 

Forest Service 

Questionnaire on Rust Resistant 
Geographic Sources of Loblolly Pine 
Single Time 

Forestry Organizations, 150 responses; 

37 hours 

Charles A. Ellett, 395-7340 
Revisions 

Animal and Plant Health Inspection 
Service 

9 CFR 76—Hog Cholera and Other 
Communicable Diseases 
VS 13-3 
On Occasion 

Farms (With Sick Swine), 850 responses; 
1,550 hours 

Charles A. Ellett, 395-7340 

Office of General Sales Manager 
Sales of Agricultural Commodities for 
Export 

FAS-97, 98, 99,100 
Weekly 

Exporters of Agricultural Commodities, 
73,680 responses; 19,420 hours 
Charles A. Ellett, 395-7340 

Reinstatements 

Food and Nutrition Service 
Administrative Review Report—Schools 
and Institutions 
FNS-168 
On Occasion 

Schools and Institutions, 258 responses; 
766 hours 

Charles A. Ellett. 395-7340 

DEPARTMENT OF COMMERCE 

Agency Clearance Officer—Edward 
Michals—377-3627 

New Forms 
Bureau of the Census 


1980 Census Content Reinterview 
Questionnaire 
and Flashcards 
D-8029, 8030, 80952. and 8056 
Other (see SF-83) 

Nationwide Sample Households, 36,000 
responses; 12,000 hours 
Off. of Federal Statistical Policy and 
Standard, 673-7974 

DEPARTMENT OF HEALTH AND HUMAN 
SERVICES 

Agency Clearance Officer—Joseph J. 
Strnad—245-7488 

New Forms 

Center for Disease Control 
National Immunization Survey—Current 
Population Survey Supplement 9/80 
Annually 

51,240 Interviewed ITholds in September 
CPS Sample, 51,240 responses; 5,978 
hours 

Off. of Federal Statistical Policy and 
Standard, 673-7974 

DEPARTMENT OF LABOR 

Agency clearance Officer—Paul E. 
Larson—523-6341 

New Forms 

Employment and Training 
Administration 

Longitudinal Manpower Survey Content 
Evaluation 
Study Questionnaire 
LMS-43 
Quarterly 

Persons Who Have Completed Initial 
LMS Interview, 1,500 responses; 625 
hours 

Arnold Strasser, 395-6880 

Occupational Safety and Health 
Administration 
Grant Reporting 

OSHA110, 111, 113,114, and 114A 
Annually 

State Governments Administering 
Safety and Health, 24 responses; 192 
hours * 

Arnold Strasser, 395-6880 
Revisions 

Employment and Training 
Administration 

National Longtitudinal Study of Work 
Experience 

Labor Force Behavior Questionnaire 
MT-290E, LGT-1103, and LGT-1B 
(Census) 

Other (see SF-83) 

Pretest and Final Interview for 12,175 
Youths, 12,175 responses; 12,175 hours 
Off. of Federal Statistical Policy and 
Standard, 673-7974 

Employment and Tranining 
Administration 

Government and Nonprofit Employer 
Survey for Work Equity Project 
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MT-289D 
On Occasion 

Government and Nonprofit Employers in 
7 Minnesota Counties, 19,175 
responses; 17,606 hours 
Arnold Strasser, 395-6880 

Employment Standards Administration 
Application for Authority To Employ 
Full-Time Students 
WH-200 
Annually 

Retail and Service Establishments, Agri. 
Employers, 25,000 responses; 12,500 
hours 

Arnold Strasser, 395-6880 

Occupational Safety and Health 
Administration 

New Directions Grantee Quarterly 
Report 

OSHA-66 and 88 
Quarterly 

Nonprofit Org. Providing Safety and 
Health Serv. for OHSA, 344 responses; 
688 hours 

Arnold Strasser, 395-6880 

Reinstatements 

Employment and Training 
Administration 

Surplus Employment Security Property 

ETA-49 

On Occasion 

State Employ. Sec. Agencies, 25 
responses; 13 hours 
Arnold Strasser, 395-6880 

DEPARTMENT OF TRANSPORTATION 

Agency Clearance Officer—Bruce H. 
Allen—426-1887 

New Forms 

Federal Railroad Administration 
Federal Railroad Administration Rock 
Island Transition and Employee 
Assistance Act Section 104 Service 
Continuation Guidelines 
Single Time 

Grps. and Indiv. Req. Directed Service 
Over Rock Island, 450 responses; 2,250 
hours. 

Susan B. Geiger, 395-7340 

Research and Special Programs 
Administration 

Hazardous Materials Incident Report 
DOT F-5800.1 
On Occasion 

Transportation Carriers of Hazardous 
Materials, 18,285 responses; 18,221 
hours 

Susan B. Geiger, 395-7340 

Research and Special Programs 
Administration 

Hazardous Materials Shipping Papers 
Other (see SF-83) 

Shippers of Hazardous Materials. 

180,000,000 responses; 6,000,000 hours 
Susan B. Geiger 395-7340 


EQUAL EMPLOYMENT OPPORTUNITY 
COMMISSION 

Agency Clearance Officer—Thomas P. 
Goggin—634-6983 

New Forms 

Request for Systematic Investigation 

EEOC-363 

On Occasion 

1500 respondents, 1,500 responses; 375 
hours 

Laveme V. Collins, 395-6880 

GENERAL SERVICES ADMINISTRATION 

Agency Clearance Officer—John F. 
Gilmore—566-1164 

New Forms 

Application for Shipping Instructions 
and Notice of Availability 
GSA-1611 
On Occasion 

Vendors, 5,820 responses; 2,910 hours 
Kenneth B. Allen, 395-3785 

OFFICE OF PERSONNEL MANAGEMENT 

Agency Clearance Officer—John P. 
Weld—632-7737 

Revisions 

Application for Restoration of Survivor 
Annuity 
BRI 46-360 
On Occasion 

Survivors of Former Federal Employees, 
600 Responses; 150 hours 
Edward C. Springer, 395-4814 
C. Louis Kin cannon, 

Acting Deputy Assistant Director for Reports 
Management 

[FR Doc. 00-20513 Filed 7-0-00; 0:45 am] 

BILLING COOE 3110-01-M 


Agency Forms Under Review 
Background 

July 7,1980. 

When executive departments and 
agencies propose public use forms, 
reporting, or recordkeeping 
requirements, the Office of Management 
and Budget (OMB) reviews and acts on 
those requirements under the Federal 
Reports Act (44 USC, Chapter 35). 
Departments and agencies use a number 
of techniques including public hearings 
to consult with the public on significant 
reporting requirements before seeking 
OMB approval. OMB in carrying out its 
responsibility under the Act also 
considers comments on the forms and 
recordkeeping requirements that will 
affect the public. 

List of Forms Under Review 

Every Monday and Thursday OMB 
publishes a list of the agency forms 
received for review since the last list 


was published. The list has all the 
entries for one agency together and 
grouped into new forms, revisions, 
extensions, or reinstatements. Some 
forms listed as revisions may only have 
a change in the number of respondents 
of a reestimate of the time needed to fill 
them out rather than any change to the 
content of the form. The agency 
clearance officer can tell you the nature 
of any particular revision you are 
interested in. Each entry contains the 
following information: 

The name and telephone number of 
the agency clearance officer (from 
whom a copy of the form and supporting 
documents is available); 

The office of the agency issuing this 
form; 

The title of the form; 

The agency form number, if 
applicable; 

How often the form must be filled out; 

Who will be required or asked to 
report; 

An estimate of the number of forms 
that will be filled out; 

An estimate of the total number of 
hours needed to fill out the form; and 

The name and telephone number of 
the person or office reponsible for OMB 
review. 

Reporting or recordkeeping 
requirements that appear to raise no 
significant issues are approved 
promptly. Our usual practice is not to 
take any action on proposed reporting 
requirements until at least ten working 
days after notice in the Federal Register 
but occasionally the public interest 
requires more rapid action. 

Comments and Questions 

Copies of the proposed forms and 
supporting documents may be obtained 
from the agency clearance officer whose 
name and telephone number appear 
under the agency name. The agency 
clearance officer will send you a copy of 
the proposed form, the request for 
clearance (SF83), supporting statement, 
instructions, transmittal letters, and 
other documents that are submitted to 
OMB for review. If you experience 
difficulty in obtaining the information 
you need in reasonable time, please 
advise the OMB reviewer to whom the 
report is assigned. Comments and 
questions about the items on this list 
should be directed to the OMB reviewer 
or office listed at the end of each entry. 

If you anticipate commenting on a 
form but find that time to prepare will 
prevent you from submitting comments 
promptly, you should advise the 
reviewer of your intent as early as 
possible. 

The timing and format of this notice 
have been changed to make the 
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publication of the notice predictable and 
to give a clearer explanation of this 
process to the public. If you have 
comments and suggestions for further 
improvements to this notice, please send 
them to Jim J. Tozzi. Assistant Director 
for Regulatory and Information Policy. 
Office of Management and Budget, 726 
(ackson Place. Northwest. Washington, 
D.C. 20503. 

DEPARTMENT OF AGRICULTURE 

Agency Clearance Office—Richard J. 
Schrimper—447-6201 

Revisions 

Agricultural Stabilization and 
Conservation Service 
Agricultural Foreign Investment 
Disclosure Act—Report 
(AFIDA) 

ASCS-153 
On occasion 

Foreign persons have investments in 
U.S. Ag. land. 3,400 responses; 1.700 
hours 

Charles A. Ellett, 395-7340 
Revisions 

Agricultural Stabilization and 
Conservation Service 
Commodity request for foreign 
distribution 

(Voluntary agency) CCC-183 
On occasion 

Relief agencies; 1,200 responses; 300 
hours 

Charles A. Ellett. 395-7340 

Animal and Plant Health Inspection 
Service 

Epidemiologic Investigation of 
Brucellosis Reactor Herd 
VS 4-108, 4-108A, 4-108B, and 4-1G8C 
On occasion 

15.000 respondents, 15,000 responses; 
12,600 hours 

Charles A. Ellett. 395-7340 
Extensions 

Food and Nutrition Service 
Regs; Foodservice Equipment 
Assistance Program 
On occasion 

State agencies and school food 
authorities. 112 responses; 448 hours 
Charles A. Ellett. 395-7340 

DEPARTMENT OF COMMERCE 

Agency Clearance Officer—Edward 
Michals—377-3627 

Reinstatements 

Economic Development Administration 
Profile for Water and Sewer Assistance 
and Public Works 
Supplement to the Farmer’s Home 
Administration Application 
ED-1105T and 1106T 


On occasion 

State and Local Governments, 45 
reponses; 810 hours 
William T. Adams, 395-4814 

Reinstatements 

Economic Development Administration 
Application for Public Works 
ED-101 A, 101P 
On occasion 

Local Units of Government, Nonprofit 
Organizations, 850 reponses; 58,000 
hours 

William T. Adams. 395-^814 

DEPARTMENT OF HEALTH AND HUMAN 
SERVICES 

Agency Clearance Officer—Joseph J. 
Stmad—245-7488 

Revisions 

Center for Disease Control 
NIOSH Cross-Sectional and Prospective 
Medical Industrywide Studies 
On occasion 

Depends on Study, 10.000 responses; 
5,000 hours 

Richard Eisinger, 395-6880 
Reinstatements 

Health Resources Administration 
Health Systems Agency Application for 
Designation. Grant applications and 
related report forms 
Annually 

Applicants for HSA designation. 204 
responses; 13,260 hours 
Richard Eisinger, 395-6880 

National Institutes of Health 
Hypertension Detection and Follow-up 
Program Five Year Follow-up Survey 
Annually 

HDFP screened populations and study 
participants. 22,483 responses; 3,415 
hours 

Richard Eisinger, 395-6880 

DEPARTMENT OF THE INTERIOR 

Agency Clearance Officer—William L. 
Carpenter—343-6716 

Reins tatemen ts 

Geological Survey 

Semi-Annual Gas Well Test Report 

9-1870 

Semi-Annually 

OCS oil and gas producers, 1,350 
responses; 675 hours 
William T. Adams, 395-4814 

Geological Survey 
Inventory of Hydrologic Data 
Acquisition 

Area Investigations and Miscellaneous 
Activities 
A-l 

On occasion 

Agencies or other organizations that 
collect water data, 600 responses; 240 
hours 


Charles A. Ellett. 395-7340 
Geological Survey 

Monthly Report of Operations—OCS 

9-152 

Monthly 

OCS oii and gas operators. 20,000 
responses; 10,000 hours 
Charles A. Ellett. 395-7340 

Geological Survey 

Quarterly Oil Well Test Report 

9-1869 

Quarterly 

OCS oil producers. 1,500 responses; 750 
hours 

Charles A. Ellett. 395-7340 
Geological Survey 

Request for well maximum production 
rate 9-1867 
On occasion 

OCS oil producers. 7.500 responses; 
1,875 hours 

Charles A. Ellett 395-7340 
Reinstatements 

Geological Survey 
Request for Reservoir MER 
9-1866 
On occasion 

OCS oil and gas producers, 10.000 
responses, 10,000 hours 
Charles A. Ellett, 395-7340 

ENVIRONMENTAL PROTECTION AGENCY 

(Agency Clearance Officer—Henry F. 
Beal—755-2744 

Reinstatements 

Application Forms for PHS Training 
Programs (NCUIH, NCRH, NC. APC, 
NCHS) 

On occasion 

3,000 people, 3,000 responses; 240 hours 
Edward H. Clarke, 395-7340 

OFFICE OF PERSONNEL MANAGEMENT 

(Agency Clearance Officer—John P. 
Weld—632-7737 

Revisions 

Statement of Physical Ability for Light/ 
Moderate Duty Work 
SF-177 
On occasion 

Applicants for Federal employment. 

155,000 responses; 25,833 hours 
Edward C. Springer, 395-4814 
C. Louis Kincannon, 

Acting Deputy Assistant Director for Reports 
Management. 

|FR Doc. 00-20672 Filed 7-9-60: MS am) 

BILUNG CODE 3110-01-N 
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SECURITIES AND EXCHANGE 
COMMISSION 


Boston Stock Exchange, Inc.; 
Applications for Unlisted Trading 
Privileges and of Opportunity for 
Hearing 

June 27.1980. 

The above named national securities 
exchange has filed applications with the 
Securities and Exchange Commission 
pursuant to Section 12(f)(1)(B) of the 
Securities Exchange Act of 1934 and 
Rule 12f-l thereunder, for unlisted 
trading privileges in the following 
stocks: 

Aegis Corporation 

Common Stock. $.01 Par Value (File No. 7- 
5644) 

Anheuser-Busch Co. 

Common Stock, $1 Par Value (File No, 7- 

5665) 

Arundel Corporation 

Common Stock. No Par Value (File No. 7- 

5666) 

CC1 Corporation 

Common Stock, $.50 Par Value (File No. 7- 
5668) 

Tucson Electric Power 
Common Stock, $2.50 Par Value (File No. 7- 
5668) 

These securities are listed and 
registered on one or more other national 
securities exchanges. 

Interested persons are invited to 
submit on or before July 18,1980 written 
data, views and arguments concerning 
the above-referenced applications. 
Persons desiring to make written 
comments should file three copies 
thereof with the Secretary of the 
Securities and Exchange Commission, 
Washington, D.C. 20549. Following this 
opportunity for hearing, the Commission 
will approve the applications if it finds, 
based upon all the information available 
to it, that the extensions of unlisted 
trading privileges pursuant to such 
applications are consistent with the 
maintenance of fair and orderly markets 
and the protection of investors. 

For the Commission, by the Division of 
Market Regulation, pursuant to delegated 
authority. 

George A. Fitzsimmons, 

Secretary. 

|FR Doc tfr-lOSM Filed 7-8-80; *45 on) 

BILLING COD€ 8010-01-44 


DEPARTMENT OF TRANSPORTATION 
Coast Guard 
[CGD 80-082) 

Proposed Highway Bridge Across the 
Steinhatchee River, Mite 2.2, at 
Steinhatchee, Fla.; Public Hearing 

The Commandant has authorized a 
public hearing to be held by the 
Commander. Seventh Coast Guard 
District on Wednesday, 13 August 1980 
from 7:00 p.m. to 9:30 p.m. at 
Steinhatchee Elementary School, 
Schoolhouse Road, Steinhatchee, 
Florida. The purpose of the hearing is to 
consider the application by the Florida 
Department of Transportation for Coast 
Guard approval of location and plans 
for construction of a fixed highway 
bridge. State Road 358 (Tenth Street), 
across the Steinhatchee River, mile 2,2, 
at Steinhatchee, Florida. The proposed 
fixed bridge will replace the existing 
swing bridge at mile 2.3. 

The proposed bridge will be 
approximately 710 feet in length and 
46.8 feet in width. It will provide 
navigation a minimum vertical clearance 
of 25.0 feet above mean high water (27.5 
feet above mean low water) and a 
horizontal clearance of 45.0 feet 
between fenders, normal to the axis of 
the waterway. The proposed project 
includes excavation of 133 cubic yards 
of material (67 c.y. below mhw) and 
9,400 cubic yards of fill material (109 c.y. 
below mhw). Vehicular traffic will be 
maintained on the existing swing bridge 
(Eleventh Street) until completion of the 
proposed fixed bridge. Upon completion 
of the new bridge, the existing swing 
bridge will be removed from the 
waterway in its entirety. 

The Federal Highway Administration, 
as lead federal agency, has made a 
Finding of No Significant Impact on the 
environment for this project. 

All interested persons may present 
data, views and comments orally or in 
writing at the public hearing concerning 
the impacts the proposed bridge may 
have on navigation. Of particular 
importance at this time are the effects a 
fixed bridge with a vertical clearance of 
25 feet above mhw may have on 
navigation. Specifically, information 
furnished should include: name and 
address of the vessel owner, name of 
vessel, height of highest fixed point 
above the waterline (exclusive of 
appurtenances unessential to 
navigation), the mooring location, and 
frequency of operation upon the 
waterway. 

The hearing will be informal. A Coast 
Guard representative will preside at the 
hearing, make a brief opening statement 


describing the proposed bridge project, 
and announce the procedures to be 
followed at the hearing. Each person 
who wishes to make an oral statement 
should notify the Commander (oan), 
Seventh Coast Guard District, 51 S.W.. 
1st Avenue, Miami. Florida 33130, by 8 
August 1980. Such notification should 
include the approximate time required 
to make the presentation. 

A transcript will be made of the 
hearing and may be purchased by the 
public. Comments previously submitted 
are a matter of record and need not be 
resubmitted at the hearing. Speakers are 
encouraged to provide written copies of 
their oral statements to the hearing 
officer. Interested persons wishing to 
make written comments only and those 
unable to attend this hearing may 
submit those comments at the hearing, 
or to the Commander (oan). Seventh 
Coast Guard District, by 15 September 
1980. Each comment should identify the 
proposed project, and clearly state the 
reasons for any objections, comments or 
proposed changes to the plans, and the 
name and address of the person or 
organization submitting the comment. 

Copies of all written communications 
will be available for examination by 
interested persons at the office of the 
Commander (oan), Seventh Coast Guard 
District. All comments received will be 
considered before final agency action is 
taken on the proposed bridge permit 
application. After the time set for the 
submission of comments, the 
Commander (oan). Seventh Coast Guard 
District, will forward the case record, 
including all written comments, his 
findings, conclusions and 
recommendations to the Commandant, 
U.S. Coast Guard, Washington, D.C. 
20593, who will review the case record 
and make the final determination of 
issuance or denial of the bridge permit 
application. 

(Sec. 502, 60 Stat. 847, as amended; 33 U.S.C. 
525, 49 U.S.C. 1655(g)(8)(C); 49 CFR 
1.46(c)(10)) 

Dated: July 1,1980. 

R. A. Bauman, 

Rear Admiral U.S. Coast Guard. Chief, Office 
of Navigation. 

(FR Doc 80*20342 Filed 7-8-Sft 8:45 am| 

BILLING CODE 4910-14-M 


[CGD 80-851 

Qualification of Citadel Cement Corp. 
as a Citizen of the United States 

Notice is given that pursuant to 46 
CFR 67.23-7, issued under the provisions 
of section 27A of the Merchant Marine 
Act, 1920, as added by the Act of 
September 2.1958 (46 U.S.C. 883-1), 
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Citadel Cement Corporation of Atlanta, 
Georgia, incorporated under the laws of 
the State of Maryland, did on May 28, 
1980 file with the Commandant, United 
States Coast Guard, in duplicate, an 
oath for qualification of the corporation 
as a citizen of the United States 
following the forms of oath prescribed in 
Form CG-1260. 

The oath shows that: 

(a) A majority of the officers and 
directors of the corporation are citizens 
of the United States; 

(b) Not less than 90 percent of the 
employees of the corporation are 
residents of the United States; 

(c) The corporation is engaged 
primarily in a manufacturing or mineral 
industry in the United States or in a 
Territory, District, or possession thereof; 

(d) The aggregate book value of the 
vessels to be owned by the corporation 
will not exceed 10 percent of the 
aggregate book value of the assets of the 
corporation; and 

(e) The corporation purchases or 
produces in the United States, its 
Territories or possessions not less than 
75 percent of the raw materials used or 
sold in its operations. 

The Commandant, United States 
Coast Guard, having found this oath to 
be in compliance with the law and 
regulations, on June 23,1980, issued to 
Citadel Cement Corporation a certificate 
of compliance on Form CG-1262, as 
provided for in 46 CFR 67.23-7. The 
certificate and any authorization 
granted thereunder will expire three 
years from June 23,1980, unless there 
first occurs a change in the corporation 
status requiring a report under 46 CFR 
67.23-7. 

Dated: June 23,1980. 

Henry H. Bell, 

Rear Admiral U.S. Coast Guard, Chief, Office 
of Merchant Marine Safety. 

|FR Doc. 80-20341 Piled 7440:8:45 ami 

BILLING CODE 4910-14-M 


Federal Highway Administration 

Environmental Impact Statement; 
Mukilteo, Snohomish County, Wash. 

agency: Federal Highway 
Administration (FHWA), DOT. 
action; Notice of Intent._ 

summary: The FHWA is issuing this 
notice to advise the public that an 
environmental impact statement will be 
prepared for a proposed ferry terminal 
and access road project in Mukilteo, 
Snohomish County. Washington. 
for further information contact: 
William J. Glover, Environmental 
Engineer, Federal Highway 


Administration, Suite 501 Evergreen 
Plaza, 711 South Capitol Way, Olympia, 
Washington 98501, telephone (206) 753- 
9480. 

SUPPLEMENTARY INFORMATION: The 

FHWA, in cooperation with the 
Washington State Department of 
Transportation, will prepare an 
environmental impact statement (EIS) 
on a proposal for a new ferry terminal 
and access roads. The proposed 
improvement would provide access to 
and from the proposed ferry terminal, 
construct loading piers, dolphins, 
transition facilities, a terminal building, 
toll booths, holding lanes, bus access 
and parking, and a commuter parking 
lot. The maximum length of the access 
road corridors under study would be 2.8 
miles. This improvement will alleviate 
traffic congestion in Mukilteo, and 
provide a dual slip ferry terminal to 
adequately handle existing and 
projected traffic demands. 

Alternatives under consideration 
include (1) taking no action; (2) using 
alternate travel modes; (3) remodeling 
the existing terminal facilities and 
upgrade SR 525; (4) constructing a new 
ferry terminal and upgrade existing city 
streets and SR 525; (5) constructing a 
new ferry terminal and constructing an 
access road on new alignment. 
Incorporated into the new access road 
build alternatives will be design 
variations of alignment and grade. 

Letters describing the proposed action 
and soliciting comments will be sent to 
appropriate Federal, State, and local 
agencies, and to private organizations 
and citizens who have previously 
expressed interest in this proposal. A 
public hearing will be held during the 
public review period for the EIS. Public 
notice will be given as to the time and 
place of the public hearing. The draft 
EIS will be available for public and 
agency review and comment. No formal 
scoping meeting is planned at this time. 

To ensure that the full range of issues 
related to this proposed action are 
addressed and all significant issues 
identified, comments and suggestions 
are invited from all interested parties. 
Comments or questions concerning this 
proposed action and the EIS should be 
directed to the FHWA at the address 
provided above. 

Issued on: June 30,1980. 

William J. Glover, 

Environmental Engineer. Washington 
Division. Olympia, Washington. 

|PR Doc. 00-20550 Filed 7-0-80; 8:45 ami 

BILLING CODE 4910-22-M 


Environmental Impact Statement; 
Seattle, Wash. 

agency: Federal Highway 
Administration (FHWA), DOT. 
acti on: Notice of Intent. _ 

SUMMARY: The FHWA is issuing this 
notice to advise the public that an 
environmental impact statement will be 
prepared for a proposed ferry terminal 
renovation, expansion, and ferry traffic 
rerouting in Seattle, Washington. 

FOR FURTHER INFORMATION CONTACT: 
William J. Glover, Environmental 
Engineer, Federal Highway 
Administration, Suite 501, Evergreen 
Plaza, 711 South Capitol Way, Olympia. 
Washington 98501, telephone (206) 753- 
9480. 

SUPPLEMENTARY INFORMATION: The 

FHWA, in cooperation with the 
Washington State Department of 
Transportation and the Seattle 
Engineering Department, will prepare an 
environmental impact statement (EIS) 
on a proposal to renovate and expand 
the ferry terminal in downtown Seattle. 
Also included in this proposal are street 
improvements and signalization to route 
ferry traffic around the congested areas 
of downtown. 

The existing Washington State ferry 
terminal in downtown Seattle is 
inadequate to handle existing or future 
vehicular and passenger traffic. 
Deficiencies that exist in the present 
terminal include: size of vehicle holding 
area; terminal access, ingress and 
egress; internal circulation; parking; and 
walk-on passenger facilities. In addition, 
the current ferry traffic routing creates 
congestion in nearby city streets. These 
problems are expected to become more 
severe in the future. 

The Washington State Department of 
Transportation proposes to construct a 
new marine facility to correct each of 
these deficiencies by increasing the size 
of vehicular holding area, improving 
access and egress for vehicles, 
separating vehicle and walk-on 
passengers, improving bus, taxi, and 
kiss-ride areas, improving circulation 
patterns, and providing adequate 
waiting areas with passenger support 
facilities. Among the goals of the project 
are to maintain the human scale of the 
facility and be sensitive to, and 
contribute to, the character of the 
Seattle waterfront. The City of Seattle 
proposes street improvements and 
signalization to reroute ferry traffic 
around the congested areas of 
downtown. 

Five alternatives will address the 
need for a larger terminal; one will be a 
do nothing approach. The other terminal 
alternatives will examine different site 
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configurations, each including the 
vehicle areas, intermodel exchange 
areas, and walk-on passenger facilities 
mentioned above. 

Four alternatives will examine the 
traffic routing problem; one will be a do 
nothing approach. The others will 
examine lane and signalization changes 
that could accommodate ferry traffic 
around the central business district. 

Numerous meetings have been held to 
date with Federal, State, and local 
authorities as well as the public 
concerning the need for and potential 
impacts of the proposed improvements. 
Further public presentations and 
publications are planned for Summer, 
1980. No formal scoping meeting will be 
held. A public hearing will be held after 
the draft environmental impact 
statement is issued for public and 
agency review and comment 

To ensure that the full range of issues 
related to this proposed action are 
addressed and all significant issues 
identified, comments and suggestions 
are invited from all interested parties. 
Comment or questions concerning this 
proposed action and the EIS should be 
directed to the FHWA at the address 
provided above. 

Issued on: June 30,1980. 

William J. Glover, 

Environmental Engineer, Washington 
Division, Olympia, Washington. 

|FR Doc. 80-20661 Filed 7-0-** *46 am] 

BILLING CODE 4910-22-* 


Environmental Impact Statement Bibb 
County, Ala. 

agency; Federal Highway 
Administration (FHWA), DOT. 
action: Notice of Intent. 

summary: The FHWA is issuing this 
notice to advise the public that an 
environmental impact statement will be 
prepared for a proposed highway project 
in Bibb County, Alabama. 

FOR FURTHER INFORMATION CONTACT: 

J. R. Campbell, District Engineer, Federal 
Highway Administration, 441 High 
Street, Montgomery, Alabama 36104, 
Telephone: (205) 832-7391. Mr. B. J. 
Kemp, Director, State of Alabama 
Highway Department, 11 South Union 
Street, Montgomery, Alabama 36130, 
Telephone: (205) 832-5440. 
SUPPLEMENTARY INFORMATION: The 
FHWA, in cooperation with the State of 
Alabama Highway Department, will 
prepare an environmental impact 
statement (EIS) for Alabama Projects 
RF-397(10) and RF-266(3), a proposal to 
upgrade (from two lanes to four lanes) 
U.S. 82 from approximately one mile 
west of Eoline to approximately one-half 


mile east of County Road 20, near Vick. 
The projects will pass either through or 
around the towns of Brent and 
Centreville. Improvements are 
considered necessary due to the 
increased traffic volumes along the 
present road. 

Alternatives under consideration 
include: (1) two alignments which would 
utilize much of the existing roadway, 
one route which would bypass Brent 
and Centreville, and a “no build' 1 
alternative. 

A public involvement meeting has 
been held to solicit input on the 
proposed alignments. Copies of the draft 
EIS will be sent to appropriate Federal, 
State and local agencies, and to private 
organizations and individuals who have 
previously expressed interest in the 
proposal. In addition, a public hearing 
will be held. Public notice will be given 
concerning the time and place of the 
hearing. The draft EIS will be available 
for public review and comment at the 
public hearing. No formal scoping 
meeting will be held, although written 
comments were solicited from Federal, 
State, and local agendas, officials and 
individuals who might have an interest 
in the project 

To ensure that the full range of issues 
related to this proposed action are 
addressed and all significant issues 
identified, comments and suggestions 
are invited from all interested parties. 
Comments or questions concerning this 
proposed action and the EIS should be 
directed to FHWA at the address 
provided above. 

Issued on: June 30,1980. 

L. N. MacDonald, 

Division Administrator, Montgomery, 
Alabama, 

JFR Doc. 80-20839 Filed 7-9-80; *45 am) 

BILLING CODE 4910-22-44 


Federal Railroad Administration 

(Docket No. RFA 511-78-1] 

WRPI Trust, et al.; Coal Line Project; 
Application Amendment 

Project: Notice is hereby given that 
WRPI Trust (applicant), c/o Citibank, 
N.A., 7 Hanover Square, New York, New 
York 10004, formed under a Trust 
Agreement dated as of May 9.1980, 
between the UP Leasing Corporation 
and Citibank, NA, as trustee, is 
applying for a loan guarantee under 
section 511 of the Railroad 
Revitalization and Regulatory Reform 
Act of 1976, 45 U.S.C. 831. The revised 
application seeks financial assistance to 
cover part of the cost of a project for the 
construction of a line of railroad into the 


coal producing areas of Wyoming’s 
Powder River Basin (Coal Line Project) 
and seeks a loan guarantee aggregating 
$187,426,000, which the application 
asserts will, together with a $60 million 
equity contribution to be made to WRPI 
Trust by the UP Leasing Corporation, 
provide the following: 

(i) The construction cost to upgrade 
and rehabilitate approximately 45 miles 
of existing trackage presently owned by 
the Chicago and North Western 
Transportation Company (C&NW) 
between milepost 521.1 near Shawnee, 
Wyoming and milepost 475.9 on the 
C&NW’s main line to Fremont, Nebraska 
(milepost 475.9, approximately 4 miles 
west of Van Tassell, Wyoming), the 
total cost of which is estimated to be 
$36,330,000. This rehabilitated line 
(except for the right-of-way which will 
be owned by the C&NW) will be owned 
by WRPI Trust and leased to the wholly- 
owned subsidiary of the C&JSTW. 

Western Railroad Properties 
Incorporated (WRPI); 

(ii) The construction of a new line of 
railroad connecting the existing C&NW 
line at milepost 475.9 with the Union 
Pacific Railroad Company's North Platte 
branch line at approximately milepost 
164. near Joyce, Nebraska, the total cost 
of which is estimated to be $55,334,000. 
This connecting line (except for the 
right-of-way which will be owned by the 
C&NW) will be owned by WRPI Trust 
and leased to WRPI; 

(iii) Support facilities related to some 
or all of the above elements, including 
communications, signalling, shop 
facilities, and interchange tracks, the 
total cost of which is estimated to be 
$51,545,000. Such support facilities will 
be owned by WRPI Trust and leased to 
WRPI; 

(iv) Project management costs 
estimated to $7,510,000; 

(v) Interest during construction 
estimated to be $11,007,000; and 

(vi) Contingencies relating to the 
project including cost overruns, project 
delay, inflation and additional interest 
during construction, estimated to be 
$85,700,000. (The application indicates 
that such $85,700,000. together with an 
estimated $24,952,000 sought for 
contingencies relating to the project in 
WRPI’8 concurrently filed application 
may be reduced up to an aggregate of 
$50,000,000 to the extent lhat the 
contingencies in this clause (vi) and 
such contingencies in the WRPI 
application appear to be unnecessary at 
the time a loan guarantee may be made 
by the FRA). 

The project breakdown, as asserted 
by the applicant, is as follows: 

Rehabilitated Bn« - $36,330,000 

Connector fcw___ S5.334.000 
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Support faculties--- 51.545.000 

PfOfOci management--- 7.510.000 


Construction costs.....—..—.— 150.719.000 

(merest during construction. 11.007.000 


Facility cost-.----—-- 161.726,000 

Less: Equity contribution of UP Leasing Corp. (60,000.000) 


Tot*___.- 101.726.000 

Contingency for 

Cost overruns......—~---—— 19,500.000 

Project delay, inflation, and additional 

inter > eat during construction- 66.200.000 

Total contingency--—--• 65.700,000 

Total guarantees sought by the applicant 187.426,000 


This application is filed in conjunction 
with applications of WRPI Trust and the 
C&NW which are also seeking loan 
guarantees under section 511 for other 
portions of the Coal Line Project. 

Justification for the Project: The 
application asserts that the Coal Line 
Project will make an important 
contribution to the current national 
effort to generate a greater proportion of 
electrical demand from clean burning 
low sulphur coal by providing for the 
transport of such coal from the Powder 
River Basin in Wyoming to electric 
generating plants located at various 
points east, south and west. According 
to the application, the project is justified 
by the present and future demand for 
rail services, will enable the applicant to 
transport increased freight tonnage 
economically, efficiently and safely at 
high speeds, and will encourage the 
maintenance of transportation rates for 
Wyoming coal at competitive levels. 

Comments: Interested persons may 
submit written comments on the 
application to the Associate 
Administrator for Federal Assistance, 
Federal Railroad Administration. 400 
Seventh Street, S.W., Washington, D.C. 
20590, not later than August 11,1980. 
Such submission shall indicate the 
docket number shown on this notice and 
state whether the commenter supports 
or opposes the application and the 
reasons therefor. 

To the extent permitted by law. the 
application will be made available for* 
inspection during normal business hours 
in Room 5415 at the above address of 
the FRA in accordance with the 
regulations of the Office of the Secretary 
of Transportation set forth in Part 7 of 
Title 49 of the Code of Federal 
Regulations. 

The comments will be considered by 
the FRA in evaluating the application. 
Any commenter who wishes to have 
FRA acknowledge the receipt of his or 
her comments should include a self- 
addressed, stamped post card with the 
comments. No other acknowledgment of 
comments will be provided. 

The Federal Railroad Administration 
has not approved or disapproved this 
application, nor has it passed upon the 


accuracy or adequacy of the Information 
contained herein, nor determined 
whether the application is consistent or 
inconsistent with the applicable laws 
and regulations. 

Dated: July 1, I960. 

Comment closing date: August 11,1980. 
William E. Loftus, 

Associate Administrator for Federal 
Assistance. 

(FR Doc. 80-20275 Filed 7-8-0O: *45 ami 

BILLING CODE 4910-06-4* 


lDocket No. RFA 511-78-11 

Chicago & North Western 
Transportation Co., et al.; Coal Line 
Project; Application Amendment 

Project: Notice is hereby given that 
the Chicago and North Western 
Transportation Company (C&NW or 
applicant), 400 West Madison Street, 
Chicago, Illinois 60606, has amended its 
application dated August 15,1978 (and 
previously amended January 1979) for a 
loan guarantee under section 511 of the 
Railroad Revitalization and Regulatory 
Reform Act of 1976, 45 U.S.C. 831. The 
revised application is filed with respect 
to a project for the construction of a line 
of railroad into the coal producing areas 
of Wyoming's Powder River Basin (Coal 
Line Project) and seeks a loan guarantee 
of $15,000,000. The application states it 
will contribute the loan proceeds to the 
capital of C&NW's wholly owned 
subsidiary, Western Railroad Properties, 
Incorporated (WRPI). WRPI will then 
apply this $15,000,000 toward the 
purchase of a one-half interest in a 106- 
mile line of railroad presently owned by 
the Burlington Northern, Inc., extending 
from Shawnee. Wyoming, to Township . 
46 North In Campbell County, Wyoming. 

This application is filed in conjuction 
with the applications of WRPI Trust and 
WRPI which are seeking loan 
guarantees for other portions of the Coal 
Line Project 

Justification for the Project: The 
application asserts that the Coal Line 
Project, which will be operated by the 
applicant, will make an important 
contribution to the current national 
effort to generate a greater proportion of 
electrical demand from clean burning 
low sulphur coal by providing for the 
transport of such coal from the Powder 
River Basin in Wyoming to electric 
generating plants located at various 
points east, south and west. 

According to the application, the 
project is justified by the present and 
future demand for rail services, will 
enable the applicant to transport 
increased freight tonnage economically, 


efficiently and safely at high speeds, 
and will encourage the maintenance of 
transportation rates for Wyoming coal 
at competitive levels. 

Comments: Interested persons may 
submit written comments on the 
application to the Associate 
Administrator for Federal Assistance, 
Federal Railroad Administration, 400 
Seventh Street. S.W., Washington, D.C. 
20590, not later than August 11.1980. 
Such submission shall indicate the 
docket number shown on this notice and 
state whether the commenter supports 
or opposes the application and the 
reasons therefor. 

To the extent permitted by law. the 
application will be made available for 
inspection during normal business hours 
in Room 5415 at the above address of 
the FRA in accordance with the 
regulations of the Office of the Secretary 
of Transportation set forth in Part 7 of 
Title 49 of the Code of Federal 
Regulations. 

The comments will be considered by 
the FRA in evaluating the application. 
Any commenter who wishes to have 
FRA acknowledge the receipt of his or 
her comments should include a self- 
addressed. stamped post card with the 
comments. No other acknowledgment of 
comments will be provided. 

The Federal Railroad Administration 
has not approved or disapproved this 
application, nor has it passed upon the 
accuracy or adequacy of the information 
contained herein, or determined whether 
the application is consistent or 
inconsistent with the applicable laws 
and regulations. 

Dated: July 1,1980. 

Comment closing date: August 11,1980. 
William E. Loftus, 

Associate Administrator for Federal 
Assistance. 

(KR Doc. 00-20273 Filed 7-8-00: 8:45 am) 

BILUNG CODE 4910-06-41 


[Docket No. RFA 511-78-11 

Western Railroad Properties, Inc., et 
al.; Coal Line Project; Application 
Amendment 

Project: Notice is hereby given that 
Western Railroad Properties, 
Incorporated (WRPI), 400 West Madison 
Street, Chicago, Illinois 60606. is 
amending its application dated August 
15.1978 (and previously amended 
January 1979) for a loan guarantee under 
section 511 of the Railroad 
Revitalization and Regulatory Reform 
Act of 1976, 45 U.S.C. 831. WRPI’s initial 
loan guarantee application was filed as 
a joint application with its parent, the 
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Chicago and North Western 
Transportation Company (C&NW). The v 
C&NW is not a co-applicant to this 
amended application. A detailed 
description of the original project was 
presented in the notice of receipt of the 
application published in the Federal 
Register at 43 FR 41126 on September 14, 
1978. This revised application seeks a 
loan guarantee to cover part of the cost 
of a project for the construction of a line 
of railroad into the coal producing areas 
of Wyoming’s Powder River Basin (Coal 
Line Project). The application is for an 
aggregate of $97,574,000 and is as 
follows: 

(i) Approximately $43,649,000 to be 
applied toward WRPI’s purchase of a 
one-half interest in a 106-mile line of 
railroad presently owned by the 
Burlington Northern Inc. and extending 
from Shawnee, Wyoming to Township 
46 North in Campbell County, Wyoming; 

(ii) The acquisition cost, estimated to 
be $5,490,000, for project land consisting 
principally of approximately 45 miles of 
existing right-of-way presently owned 
by the C&NW between Shawnee and 
Crandall, Wyoming; approximately 56 
miles of right-of-way to be acquired 
from private landowners; and land for 
related facilities; 

(iii) Support facilities and relay tracks 
at Bill, Wyoming, the total cost of which 
is estimated to be $5,683,000; 

(iv) Operating deficits and unearned 
interest incurred in the early years of 
the project until such time as traffic 
increases sufficiently to cover these 
costs, which are estimated to be 
$17,800,000; 

(v) Contingencies of cost overruns, 
estimated to be $2,803,000; and 

(vi) Contingencies for project delay, 
inflation, additional interest during 
construction, and operating deficit, 
estimated to be $22,149,000. (The 
application indicates that such 
$22,149,000 and the $2,803,000 described 
in clause (v) above, together with the 
$85,700,000 sought for contingencies 
relating to the project in the 
concurrently filed application of WRPI 
Trust, may be reduced up to an 
aggregate of $50,000,000 to the extent 
that the contingencies in clause (v) and 
this clause (vi) and such contingencies 
in the WRPI Trust application appear to 
be unnecessary at the time a loan 
guarantee may be made by the FRA). 

The project breakdown, as asserted in 
the application, is as follows: 


Joint line (element 10) ...._ S58.S49.000 

Project land tor facilities (element 1C) .. 5,490.000 

Bill, Wyoming support facilities and relay 
tracks including project management (ele¬ 
ments IA. D. E) --- 5.683.000 

Unearned interest ____ 15.500.000 

Operating deficits .—.... 2.300.000 


WRPI faculty cost --- 87.622.000 


Less. C4NW equity contribution for joint Ime (t5.000,000) 


Total.. 72.622.000 


Contingency for 

Cost overruns .....— w 2.803,000 

Protect detay. inflation and additional inter. 

©st during construction and operating defi¬ 
cit .—....... 22.149.000 

Total contingency --- 24,952.000 

Total WRPI loan guarantee requested 97,574.000 

This application is filed in conjunction 
with the applications of WRPI Trust and 
the C&NW which are also seeking loan 
guarantees under section 511 for other 
portions of the Coal Line Project. 

Justification for the Project: The 
application asserts that the Coal Line 
Project will make an important 
contribution to the current national 
effort to generate a greater proportion of 
electrical demand from clean burning 
low sulphur coal by providing for the 
transport of such coal from the Powder 
River Basin in Wyoming to electric 
generating plants located at various 
points east, south and west. According 
to the application, the project is justified 
by the present and future demand for 
rail services, will enable the applicant to 
transport increased freight tQnnage 
economically, efficiently and safely at 
high speeds, and will encourage the 
maintenance of transportation rates for 
Wyoming coal at competitive levels. 

Comments: Interested persons may 
submit written comments on the 
application to the Associate 
Administrator for Federal Assistance, 
Federal Railroad Administration, 400 
Seventh Street S.W M Washington, D.C. 
20590, not later than August 11,1980. 
Such submission shall indicate the 
docket number shown on this notice and 
state whether the commenter supports 
or opposes the application and the 
reasons therefor. 

To the extent permitted by law, the 
application will be made available for 
inspection during normal business hours 
in Room 5415 at the above address of 
the FRA in accordance with the 
regulations of the Office of the Secretary 
of Transportation set forth in Part 7 of 
title 49 of the Code of Federal 
Regulations. 

The comments will be considered by 
the FRA in evaluating the application. 
Any commenter who wishes to have 
FRA acknowledge the receipt of his or 
her comments should include a self- 
addressed, stamped post card with the 
comments. No other acknowledgment of 
comments will be provided. 

The Federal Railroad Administration 
has not approved or disapproved this 
application, nor has it passed upon the 
accuracy of adequacy of the information 
contained herein, nor determined 


whether the application is consistent or 
inconsistent with the applicable laws 
and regulations. 

Dated: July 1.1980. 

Comment closing date: August 11,1980. 
William E. Loftus, 

Associate Administrator for Federal 
Assistance. 

|KK D<x:. 80-20274 Filed 7-8-80; 8:45 am) 

BILLING CODE 4910-06-M 


[Docket Nos. RFA 511-80-4 and 505-80-2) 

State of Montana; Receipt of 
Applications for Financial Assistance 

The State of Montana, acting through 
the Montana Railway Corporation, has 
submHted applications to the Federal 
Railroad Administration for a guarantee 
under section 511 of the Railroad 
Revitalization and Regulatory Reform 
Act of 1976 (4R Act) of ioan9 totaling 
$32,000,000 from banks and other 
financial institutions located in Montana 
and the Pacific Northwest and for 
$18,000,000 in redeemable preference 
share financing under section 505 of the 
4R Act. both fundings to be used (along 
with funding from other sources) to 
acquire approximately 1,200 miles of 
Chicago, Milwaukee, St. Paul and Pacific 
Railroad Company, main and 
branchlines in Montana. Idaho, and 
eastern Washington. The applicant has 
requested that the financial assistance 
be made available upon Interstate 
Commerce Commission approval of 
Montana’s application for authority to 
acquire and operate Chicago, 

Milwaukee, St. Paul and Pacific Railroad 
Company rail lines extending from Miles 
City, Montana to Marengo, Washington, 

The application states that the 
purpose of the proposed acquisition is to 
(1) retain competitive rail service, 
particularly in Montana, (2) preserve 
rail-oriented jobs, (3) create new 
employment opportunities, and (4) serve 
the public interest The application also 
states that retention of competitive rail 
service is particularly important in the 
future when substantial additional coal 
resources are expected to be mined in 
southeastern Montana to suply electric 
power generation needs in the Upper 
Midwest and the Pacific Northwest. 

Interested persons may submit written 
comments on the application to the 
Associate Administrator for Federal 
Assistance, Federal Railroad 
Administration, 400 Seventh Street, 

S.W., Washington, D.C. 20590, not later 
than August 11,1980. Such submission 
shall indicate the docket number shown 
on this notice and state whether the 
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commenter supports or opposes the 
application and the reasons therefor. 

if the commenter wishes 
acknowledgement of the Federal 
Railroad Administration’s receipt of the 
comments. The comments will be taken 
into consideration by the Federal 
Railroad Administration in evaluating 
the application. However, no other 
formal acknowledgement of the 
comments will be provided. 

Issued in Washington. D.C., on July 1,1980. 
William E. Loftus, 

Associate Administrator for Federal 
Assistance. 

[FR Doc. 80-20276 Filed 7-0-00; 845 am) 

BILUNG COOE 4910-06-11 


Research and Special Programs 
Administration 

Grants and Denials of Applications for 
Exemptions 

AGENCY: Materials Transportation 
Bureau, DOT. 

action: Notice of grants and denials of 
applications for exemptions. 

SUMMARY: In accordance with the 
procedures governing the application 
for, and the processing of, exemptions 


from the Department of Transportation’s 
Hazardous Materials Regulations (49 
CFR Part 107, Subpart B). notice is 
hereby given of the exemptions granted 
in May 1980. The modes of 
transportation involved are identified by 
a number in the “Nature of Exemption 
Thereof’ portion of the table below as 
follows: 1—Motor vehicle, 2—Rail 
freight, 3—Cargo vessel. 4—Cargo-only 
aircraft, 5—Passenger-carrying aircraft. 
Application numbers prefixed by the 
letters EE represent applications for 
Emergency Exemptions. 


Application No. 


Exemption No. 


Applicant 


Regulations) affected 


Nature of exemption thereof 


Renewal and Party to Exemptions 


1062-X. 

DOT-E 1862 _1 

2587-X 

DOT-E 2587.. i 

3188-X. 

- DOT-E 3188.. _ 1 

3549-X 

DOT-E 3549.. I 

3606-X 

DOT-E 3606. 

3Q41-P 

DOT-E 3941.-. 

4399-X 

. DOT-E 4399.. 

4453-X . 

DOT-E 4453.- 

4453-X - .. 

.... DOT-E 4453. 

4453-X .. „ 

. DOT-E 4453. 

4497-X__ 

_DOT-E 4497.- 

5hf>?-X 

OOT-F 

5136-X 

DOT-E 5138__ 

5te8-x__ 

.... DOT-E 5188.- 

5196-X 

DOT-E 5196_ 

5196-X__ 

. DOT-E 5196. —_ 

5520-X_ 

_DOT-E 5520... 

5520-X 

...... DOT-E 5620_ 

5634-X. 

_DOT-E 5634_ 

5861-X 

DOT-E 5661.-_ 

5967-X 

. DOT-E 5967_ __ 

6113-X............ 

_ DOT-E 6113_ 

419A-P 

DOT-E 6126__ 

6197-X. 

__ DOT-E 6197- 


Greer Hydraulics, Inc.. Los Angeles. CA.. 


49 CFR 173.302(a)(1). 175.3- 


Welding and Therapy Service Inc.. Louisville, KY.. 49 CFR 173.315(a)(1)- 

Matson Navigation Co.. San Francisco. CA-49 CFR 173.119. 173.125.. 


U.S. Department of Energy. Washington. DC-49 CFR 173.77. 173.651a).. 

Waller Kidde & Co., Inc.. BeHeviUe. NJ . — 49 CFR 173.304, 175.3- 


Pacific Engineering & Production Company of 49 CFR 173.239a(aH2)- 

Nevada. Henderson, NV. 

Union Carbide Corp., Tanytown, NY... 49 CFR 172.101,173.315(a)(1) 

Maynes Explosive Co.. Lee's Summit. MO- 49 CFR 173.182(c). 173.114a(h)(3).~ 

Western Stales Energy. Salt Lake City. UT-49 CFR 173182(0.173.114a(h)(3)._ 

Monsanto Co.. St Louis. MO-49 CFR 173.182(0,173.114a(h)(3). 

Red BaD Supply. Inc.. Oklahoma City. OK-49 CFR 172.101.173.315(a)- 

Dow Chemical Co.. Midland, Ml-49 CFR 172.101- 


Air Products and Chemicals, Inc.. Allentown. PA._ 49 CFR 173.302. 173.304.. 


U.S. Department of Energy. Washington, DC-49 CFR 173.395(c)(2), 173.398(c), 

175.3. 


Shell Oil Co . Houston. TX.. 


_ 0 Paso Products Co . Odessa, TX.. 


_ 49 CFR 172.101. 173 315(a)(1).. 

_ 49 CFR 172.101. 173.315(a)(1).. 

Amchem Products. Inc.. Ambler. PA-49 CFR 173.245(a). 173.256(a).. 

Pennwalt Corp.. Philadelphia, PA-49 CFR 173.245(a). 173.256(a) . 


Matson Navigation Co.. San Francisco. CA „ 
HTL industries. Inc., Duarte, CA — - — 


49 CFR 173.119,173.125—1- 


49 CFR 173.304(aM1). 175.3.178.47. 


Rocket Research Corp., Redmond. WA - 
Valley Gas Co^ Cumberland. Rl- 


49 CFR 173.304(a)(2). 175.3... 


49 CFR 172.101. 173315(a).. 


49 CFR 173.253(a) .. 


White Chemical Corp.. Bayonne. NJ. 

Philadelphia Gas Works. Philadelphia, PA-49 CFR 172.101,173.315(a)(1) - 


To authorize the shipment of nitrogen in hydraulic accu¬ 
mulators (Modes 1. 2. 3, 4.) 

To authorize the sNpment of liquid oxygen in non-DOT 
specification cargo tanks. (Mode 1.) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of certain flammable tiq- 
uids (Modes 1. 2. 3.) 

To authorize the transportation of class A explosives m 
special non-DOT specification packaging* (Modes 1. 
2 ) 

To authorize the use of a non-OOT specification contain¬ 
er for the transportation of a nonflammable com¬ 
pressed gas. (Modes f. 2. 3. 4.) 

, To become a party to Exemption 3941. (Modes 1.2.) 

, To authorize the use of non-OOT specification cargo 
tanks for the transportation of a certain flammable 
gas (Mode 1.) 

. To authorize the use of a non-DOT specification bulk, 
hopper-type tank for the transportation of a Wasting 
agent and an oxKtzer. (Mode 1.) 

. To authorize the use of a non-DOT specification bulk, 
hopper-type tank for the transportation of a Wasting 
agent and an oxidizer. (Mode 1.) 

. To authorize the use of a non-OOT specification bulk, 
hopper-type tank for the transportation of a Wasting 
agent and an oxidizer. (Mode t.) 

. To authorize the use of non-OOT specification cargo 
tanks for the transportation of certain nonftammabio 
compressed gas es 

. To authorize the transportation of liquefied hydrogen 
chloride, a nonflammable gas, in modified DOT Speci¬ 
fication MC-330 or MC-331 cargo tanks (Mode 1.) 

. To authorize the use of DOT Specification 4AA480 cytin- 
ders tor the transportation of certain liquefied and 
norvliquefied flammable and nonflammable gases. 
(Modes t. 2. 3.) 

To authorize shipment of radioactive materials and non- 
bquefiod compressed gases to non-DOT specification 
pressure vessels overpacked to metal drums. (Modes 
1. 2. 4.) 

To authorize the use of a non-DOT specification cargo 
tank tor the transportation of liquefied ethylene, a 
flammable gas (Mode 1) 

To authorize the use of a non-OOT specification cargo 
tank for the transportation of liquefied ethylene, a 
flammable gas. (Mode 1) 

To authorize the use of DOT Specification 57 portable 
tanks for the transportation of certain corrosive tiqukte. 
(Modes 1,2.3.) 

To authorize the use of DOT Specification 57 portable 
tanks for the transportation of certain corrosive Bquids- 
(Modes 1. 2. 3.) 

To authorize the shipment of certain flammable liquids to 
non-DOT specification portable tanka. (Modes 1. 3.) 

To authorize the use of a type of stainless steel not pre¬ 
scribed to the regulations in the construction of a cyl¬ 
inder patterned after the DOT 4DS Specification cytto- 
der. (Modes 1. 2, 4, 6.) 

To authorize the use of non-OOT specification cycknders 
for the transportation of a nonflammable gas. (Modes 
1. Z 4, 5.) 

To authorize the use of a non-DOT specification cargo 
tank for the transportation of certain flammable gases 
(Mode 1J 

To become a party to Exemption 6126. (Modes 1. 3.) 

To authorize the use of a non-DOT specification Insulat¬ 
ed cargo tank for the transportation of certain flamma¬ 
ble gases. (Mode 1.) 
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Application No. Exemption No. 


Applicant 


Reguiation(s) affected 


Nature of exemption thereof 


Renewal and Party to Exemptions—C ontinued 



Department of Defense. Washington, 


49 CFR 172.101. 173 87, 
173.108.173.178. 175.3. 


OWn Corp.. Stamford. CT-*-49 CFR 173.315(a)(1).. 


E. I. du Pont de Nemours and Co.. fnc M WHmmg* 49 CFR 173.154(a).. 
ton.DE. 


Luxfer USA. Ltd.. Riverside. CA.. 


6530-X.. 


DOT-E 6530... 


Mass^Oxygen Equipment Co., Inc.. Westborough. 49 CFR 173.302(c) .. 



South Jersey Gas Co,. Folsom, NJ « 


49 CFR 17Z101. 173.315(a).. 


Mada Medical Products. Inc.. Cartstadt, NJ- 49 CFR 173.302(a)(1), 175.3... 


Fenwal. Inc , Ashland. MA . 


49 CFR 173.304(a)(1). 175,3. 


Kelsey Welding Supply Corp., New Berfin, Wl- 49 CFR 173.34(e)(15>0), 175.3.. 


6675-X.. 


DOT-E 6675... 


Oftn Corp., Stamford. CT- 


6726-X_ 

_ DOT-E 6726__ 

6731-X. 

_ DOT-E 6731. 

6735-X_ 

_DOT-E 6735_ 

6743-X. 

. DOT-E 6743_ 

6760-X. 

_DOT-E 6760 

6801-X_ 

.. DOT-E 6801__ 

6895-X. 

. DOT-E 6895 

6906-X__ 

_DOT-E 6908.... 

6908-X. 

. DOT-E 6908 

6926-X_ 

_DOT-E 6926. 1 

6964-P_ 

DOT-E 6984 1 

698S-X_ 

— DOT-E 6985. I 


Dow Chemical Co., Midland. Ml.. 


Bom Free Plastics, Inc., Gardena, CA.. 


Department of Defense, Washington. DC- 


Great Lakes Chemical Corp.. El Dorado. AR_49 CFR 173.252(g) . 


Attas Powder Co.. Dallas. TX.. 


Riverside Chemical Co.. Memphis, TN... 


173.102, To authorize the shipment of nonflammable and flamma¬ 
ble gases, class C explosive, and a flammable sohd. 
packed m the same outside package. (Modes 1 . 3. 4.) 

—--- To authorize the use of non-DOT specification portable 

tanks for the transportation of certain nonpoisonous. 
nonflammable compressed gase 9 . (Modes 1 . 2.) 

- To authorize the transportation of certain oxidizers in 

cargo tanks not presently authorized In 49 CFR. 
(Mode 1.) 

49 CFR 173.302(a)(1). 173.304(a)(1), To authorize the use of non-DOT specification aluminum 
173.304(d)(3). 173.336(a)(2), 175.3. cylinders for the transportation of certain liquefied and 
* nonliquefied compressed gases, and certain other 

hazardous materials. (Modes 1, 2. 3. 4. 6 .) 

To authorize the shipment of hydrogen and mixtures of 
hydrogen with helium, argon or nitrogen, flammable 
gases. In certain cylinders filled lo 110 percent of their 
marked service pressures. (Modes 1 . 2.) 

To authorize the use of non-DOT specification cargo 
tanks for the transportation of certain flammable and 
nonflammable gases. (Mode 1 .) 

To authorize the shipment of certain nonflammable 
gases m non-DOT specification cylinders (Modes 1. 2, 
3, 4. 5.) 

To authorize the use of non-DOT specification pressure 
vessels for the transportation of certain nonflammable 
compressed gases. (Modes 1. 2. 3. 4. 5.) 

To authorize the use of DOT Specification 3A or 3AA 
cylinders having an age over 35 years for the trans¬ 
portation of certain non liquefied compressed gases 
(Modes 1 . 2. 3. 4. 5.) 

To authorize a compressed gas, n os, to be packaged 
in tandem mounted DOT Specification MC-331 cargo 
tanks. (Mode 1.) 

49 CFR 173.245a, 173.249. 173.253, To authorize the use of norvOOT specification cargo 
173.294, 178.340.178.343. tanks for the transportation of certain corrosive Squids. 

(Mode 1 .) 

49 CFR 173 245(a)(26). 173.249(a)(1). To authorize the use of non-DOT specification pofyethyl- 
173.250(a)(1), 173.257(a)(1). ene containers for the transportation of certain corro- 

173.263(a)(28). 173 265(d)(6). sive liquids and an oxidizer. (Modes 1 , 2.) 

173.266(b)(8). 173.272(0(9). 

173.277(a)(6). 173.287(c)(1). 

173 289(a)(1). 173-292(a)(1). 178.19. 

49 CFR 173.286(b), 175.3 — —- To authorize small vials and ampules no! currently speo 

. tied for the transportation of an M72E1 simulant 

chemical agent identification training set containing a 
dass B posion. corrosive liquids, and non-hazardous 
articles. (Modes 1 , 4.) 

To authorize the transportation of bromine, e corrosive 
liquid, in e non-DOT specification cylinder constructed 
in accordance with aH requirements of DOT Specifica¬ 
tion 4B. 4BA, or 4BW except that the cylinder shall be 
marked "DOT-E 6735" in heu of the DOT specifica¬ 
tion marking (Modes 1. 2. 3.) 

To authorize the shipment of an oxidizing material and a 
blasting agent in a DOT Specification 56 portable tank 
not otherwise permitted. (Mode 1.) 

49 CFR 173.358(a)(13). To authorize the use of portable tanks, equipped with 

173.359(a)(15). bottom outlets for unloading purposes, for the trans¬ 

portation of certain dass B poisonous liquids. (Mode 


49 CFR 173.315(a)(1) ~ 


49 CFR 173.182... 


Philips Petroleum Co.. Bartlesville, OK.. 


49 CFR 173.1 t9(aK7), 173.119(e)(1) 


Westmghouse Electric Corp., Bloomfield. NJ.. 


Department of Defense. Washington. DC- 


49 CFR 173.140(a)(1), 175.3...~ 


49 CFR 173.302(a)(1), 175.3... 


Airesearch Manufacturing Company of Arizona. 49 CFR 173.302(a)(1). 175 3... 
Phoenix, AZ. 

Union Carbide Corp.. Bound Brook. NJ_ 


D 

To authorize the use of one-gallon bottles, pecked in a 
DOT Specification 12B fiberboard box, for the trans¬ 
portation of certain flammable liquids (Modes 1. 2.) 

To authorize the shipment of a flammable liquid in DOT 
Specification 37A steel drums incorporating certain 
changes which are not presently authorized. (Modes 
1.2.3. 4.) 

To authorize oertain variances from the specification for 
DOT Specification 39 cylinders used In the transporta¬ 
tion of certain nonflammable gases. (Modes 1 . 2. 4 ) 

To authorize certain variances from the specification for 
DOT Specification 39 cylinders used In the transporta¬ 
tion of certain nonflammable gases (Modes 1 . 2, 4 .) 


CFR 173.365(a)(6), 178^38-3. To authorize the use of a five-ply DOT Specification 44 D 
173.365(a)(6). 178.238-3. extensible kralt paper bag not presently authorized for 

Wayland Explosives & Supply. Inc.. Knoxville, TN. 49 CFR 173.66(g). 173.103(a). To become a partyto^ExSrnpt/on 6984. (Mode f ) 3 * 

177.835(fl)(2)(i). 

U S Department of Energy. Washington. DC- 49 CFR 173.86(a). 173.154(a)(7)- To authorize the shipment of dialtyl phthafate-pyrotech- 

nic materials in non-DOT specification packaging 
(Mode 1 J 
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Application No. 


Exemption No. 


Applicant 


Regulators) affected 


Nature of exemption thereof 


Renewal and Party to Exemptions— Continued 


6999-X_ 

7005-P 

.. DOT-E 6999... 

OOT-E 7005.. . 

7qn^.P 

DOT-E 7006 _ 

7014-X 

. OQT-F 7014 . 

7014-X 

lyrr-f 7014 . 


.. DOT-E 7023... 

7l)?a-x 

DOT-E 7023_ 


DOT-E 7052.,. 

7052-X 

OOT-E 7052. 

7052-X . . 

, , POT-P 706? . 

7Q5?-X 

OOT-E 7052. _ 

7052-X 

nrvr-e 706? . 


nrrr-f 7n*i? 

7052-X_ 

_ DOT-E 7052.- 

7052-X 

OOT-E 7052. 

7052-X 

OOT-E 7052._ 

7052-X 

. DOT-E 7052. „ 

7060-X. 

_DOT-E 7060___ 

7060-X_ 

_DOT-E 7nan_ 

7060-X_ 

_ DOT-E 7060_ 

7060-X- 

_DOT-E 7060__ 


- 

7073-X_ 

DOT-E TO** 

7478-X 

_ DOT-E 7478._ 

7516-X ...... 

_OOT-E 7516_ 

7546-X 

.. nni-p tm 

7578-X 

nnT-f 7*i7A , mmr 

7576-X 

OOT-E 7576 _. 

7S84-X 

. 0OT-F 7564. 

7584-X_ 

OOT-E 7584.. 


Department of Defense. Washington. DC..- 


49 CFR 176 120(b).. 


Ocean Trans. Ltd. Dallas. TX — 


49 CFR 173.119, 173.141(aH10). 

173.245(a)(30). 173.348, 173.620, 
173.630, 46 CFR 90.05-35-. 


To authorize the cargo loading hatches of vessels being 
loaded with military explosives to remain open over¬ 
night under certain conditions. (Mode 3.) 

To become a party to Exemption 7005. (Modes 1. 2. 3.) 


Sea Containers Pacific. Ltd. Central. Hong Kong 49 CFR 173.119. 173.141 (a)(i0). To become a party to Exemption 7006 (Modes 1. 2. 3.) 

173 245fa)(30), 173.348. 173.620. 

173 630, 46 CFR 90 05-35. 

Hugonnet S.A„ Pans. France-49 CFR 173 125(a)- 


Eastern Mediterranean (Containers) Co. Ltd., 49 CFR 173.125(a) ... 
London. England, a 


Ashland Chemical Co . Columbus. OH 

Texas Instruments. Inc . Dallas, TX.. 

Department of Defense. Washington. DC...-. 
Battery Engineering. Inc, Newton. MA- 


Jet Propulsion Laboratory. Pasadena. CA 

The Boeing Co., Seattle. WA....--— 

Mallory Battery Co., Tarrytown. NY.— 

Honeywell Inc., Horsham. PA...-.. 


National Aeronautics and Space Administration. 
Washington, DC. 

Power Conversion, Inc., Mount Vernon, NY —— 


Department of Energy. Washington. DC.. 


Ray-O-Vac Division. ESB, Inc.. Madison. Wl .. 
Atlantic Air. Inc., Baltimore. MO__ 


Summit Airlines. Philadelphia. PA.. 


49 CFR 173.245(a). 173.264(a). 

173.266, 173.268(f)(5), 173.272(g), 
173.272(0(24). 

49 CFR 173.245(a). 173.264(a). 

173.266. 173.268(0(5), 173.272(g), 
173.2729X24). 

49 CFR 172.101. 173.206(e)(1). 175 3 
49 CFR 172.101, 173-206(eH1). 175.3 
49 CFR 172-101. 173.206(e)(1). 175.3 
49 CFR 172.101. 173.206(e)(1), 175.3 
49 CFR 172.101, 173.206(e)(1). 175.3 
49 CFR 172.101. 173.206(e)(1). 175.3 
49 CFR 172.101. 17a206(eX1). 175.3 
49 CFR 172 101. 173.206(e)(1). 175.3 
49 CFR 172.101.173.206(e)(1), 175 3 
49 CFR 172.101. 173206(e)(1). 175 3 
49 CFR 175.75(8X3). 175.700(a) - 

49 CFR 175.75(3X3), 175.700(a) - 


Express Airways, Inc., Sanford, FL--- 49 CFR 175 75(a)(3). 175 700(a).. 


Federal Express Corp.. Memphis. TN - 


Ethyl Corp., Baton Rouge. LA.. 


49 CFR 175.75(a)(3). 175700(a) 


49 CFR 173 354(a)(6) .. 


Thompson Tank A Manufacturing Co.. Inc.. Long 49 CFR 17&1 I9(a){17). 

Beach. CA. 173.245(a)(30). 173245(aX31). 

178.340-7. 176.342-5, 178.343-5. 

Eastern Mediterranean (Containers) Co.. Ltd., 49 CFR 173.119. 173.125, 173.245. 
London. England 173.346. 46CFR90-05-35 

Department ot Defense, Washington, DC.—.—..- 49 CFR 46CFR146.29-100 —-- 

Ugme Kuhknann of America. Inc, Paramua. NJ.._ 49 CFR 173.620(a). 173 630(b) - 


Hugonnet S. A, Pans. France.. 
Inisel Corp. New York. NY- 


_ 49 CFR 173 620(a). 173.630(b) .. 
... 49 CFR 173.266- 


Campagnie des Containers Reservoirs (CCR). 49 CFR 173.266. 

Pans, France. 


To authorize the use ol non-OOT specification inter mo¬ 
dal portable tanks for the transportation of certain 
flammable liquids (Modes 1, 2. 3.) 

To authorize the use of non-DOT specification intermo- 
daJ portable tanks for the transportation of certain 
flammable liquids (Modes 1. 2. 3.) 

To authorize the use of non-DOT specification steel 
portable tanks tor the transportation of an oxidizer or 
corrosive material. (Mode 1.) 

To authorize the use of non-DOT specification steel 
portable tanks for the transportation of an oxidizer or 
corrosive material. (Mode U 

To authorize the shipments of batteries containing Kth- 
kirn and other materials. (Modes 1. 2. 3. 4.) 

To authorize the shipments of battenes containing lith¬ 
ium and other materials. (Modes 1. 2, 3. 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1. 2. 3. 4) 

To authorize the shipments of batteries containing kth- 
ium and other materials. (Modes t. 2. 3. 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1. 2. 3, 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1, 2. 3. 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1. 2. 3. 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1. 2. 3. 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1. 2, 3. 4.) 

To authorize the shipments of batteries containing lith¬ 
ium and other materials. (Modes 1. 2. 3. 4.) 

To authorize the carnage of radioactive materials aboard 
cargo-only aircraft when the combmed transport index 
exceeds 50 and/or the separation criteria cannot be 
met (Mode 4.) 

To authorize the carnage of radioactive materials aboard 
cargo-only aircraft when the combined transport index 
exceeds 50 and/or the separation criteria cannot be 
met. (Mode 4.) 

To authorize the carnage of radioactive materials aboard 
cargo-only aircraft when the combined transport index 
exceeds 50 and/or the separation criteria cannot be 
met. (Mode 4.) 

To authorize the carnage of radioactive materials aboard 
cargo-only aircraft when the combined transport index 
exceeds 50 and/or the separation criteria cannot be 
met (Mode 4.) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of a class 8 poisonous 
liquid (Modes 1. 2. 3.) 

To authorize the manufacture, marking, and sale of cer¬ 
tain non-DOT specification cargo tanks for use in the 
transportation of certain flammable and corrosive liq¬ 
uids. (Mode 1) 

To authorize the use of non-DOT specification portable 
tank mounted in an ISO frame for the transportation of 
certain flammable, corrosive, poisonous and combusti¬ 
ble liquids (Mode 3.) 

To authorize the stowage of explosives on deck of 
vessel, over the square of the hatch. (Mode 3.) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of chloroform and carton 
tetrachloride. ORM-A materials. (Mode 3 ) 

To authorize the use of norvOOT specification portable 
tanks for the transportation of chloroform and carbon 
tetrachloride. ORM-A materials. (Mode 3.) 

To authorize the use of norvOOT specification portable 
tanks for the transportation of hydrogen peroxide solu¬ 
tion. an oxidizer. (Modes 1, 2, 3.) 

To authorize the use of non-DOT specification portable 
tanks tor the transportation of hydrogen peroxide solu¬ 
tion. an oxidizer. (Modes 1.2. 3) 
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Application No 


Exemption No 


Applicant 


Regulation(s) affected 


Renewal ano Party to Exemption*— Continued 


Nature of exemption thereof 


7584-X 

. DOT-E 7584_ 

7584-X . 

. OOT-E 7584.. 

7SA4-X 

OOT-E 7584 

7584-X 

DOT-E 75JU 

7599-X . OOT-E 7589 

7596-X.. 

- .. OOT-E 7596. 


Sea Containers Atlantic Ltd.. Hamilton. Bermuda 49 CFR 173.266. _ 

Orvai Tank Containers. Paris. Franca _ 49 CFR 173.266 . 


7657-X.. 

7701-X.. 


7701-X.. 


7714-X_ 


DOT-E 7657.. 

OOT-E770U 

OOT-E 7701.. 

OOT-E 7714... 


7731-X. 

. OOT-E 7731_ 


7774-X 

. DOT-E 7774. 


7788-X 

. DOT-E 7788 


7846-X. 

. . OOT-E 7846. 


7846-X_ 

DOT-E 7846. 


7876-X- 

_OOT-E 7876_ 

— 

7882-X 

OOT-f 7AA P 


7883-P. 

_ DOT-E 7883_ 


7898-X _ DOT-E 7AQA 

792t-X 

DOT-6 7921.. 


7925-X_ 

_ DOT-E 7926-_ 


7928-X. 

OOT-E 7928_ 


7943-X. 

. DOT-E 7943. 


7943-X_ 

OOT-E 7943_ 



7944-X.. 


DOT-E 7944.. 


Eastern Mediterranean Co.. Ltd.. London. Eng- 49 CFR 173266.. 
land 

Degussa. Frankfurt. Germany ...... 49 CFR 173268... 


Recordati Industrla Chimica a Farmacautlca. 49 CFR 173.245(a) ___,_..... 

SPA. Milan. Italy. 

Puerto Rico Mahluna Shipping Authority. Puerto 49 CFR 173.32(3X2), 173.119. 

Rw 173.125(a)(1). 173 I28(u)<1), 

173.129(a)(1). 173.131(a)(1), 

173.132(8X1). 173.135(a)(1), 

173.144(a)(1). 173.145(a)(1). 

173.t47(aXD. 173.146(a)(1). 46 

CFR 90 05-35. 

Welker Engineering Ca. Sugar Land. TX - 49 CFR 173.302(a)(1), 173.304(a)(1), 

173.304(b)(1). 175.3. 


LOWACO. SA. Geneva. Switrertand.. 
Orval Tank Containers. Parts. Franca.. 


49 CFR 173.1 19(b). 173.125. 

49 CFR 173.119(b). 173.125. 


Sunons International Ltd,. London. England - 49 CFR 173 245, 173 119, 173.125, 

173.346, 173.630. 46 CFR 90.05- 

35 


Minnesota Valley Engineering (MVE). Near 49 CFR 172.101.173.315(a)(1) .. 
Prague. MM 


Weatherford/DMC. Houston. TX_ 

Southern Chemical Products.. Macon. GA.. 


49 CFR 173 246. 175.3__ 

49 CFR Part 173. Subpart F. 178.19... 


X Ray McDermott & Company. Inc.. New Or- 49 CFR 173.314(c).. 
leans, LA. 


Union Carbide Corp., Tarrytown. NT . 


Allied Chemical Corp.. Momatown. NJ . 


Dow Chemical, USA. Midland. Ml. 


Ethyl Corp.. Baton Rouge. LA .. 

Department of Defense. Washington. DC. 


49 CFR 173.314(c) .„ 


49 CFR 173.299(a), 175.3....!._ 


49 CFR 173.119, 46 CFR 90.06-35. 
98.35-3 

49 CFR 173 31(C) _L_ 

49 CFR 173.31 (aH4). 173.145. 

179.200-7(d>. 


Becton. Dickinson, and Company, Arlington, TX ... 49 CFR Parts 100-199; Part 107, 

171.2. 173 6 (b). 173.21. 173.22a. 
173.24. excluded. 

A/S Cheminova. Lemvig. Denmark .... 49 CFR 173.245 _-___ 


State of Alaska. Anchorage. AK 


49 CFR 172.101.. 


Georgia-Pacific Corp.. Newport Beach. CA _ 49 CFR 173.263(a)(15). 173.272(c). 

173-272(0(12). 173.277(eKl), 

Chemical Lab Products. Ina. Anaheim, CA -- 49 CFR 173.263(aX15), 173272(c), 

173.272(0(12). 173277(aM1). 


Dow Chemical Co . Midland. Ml.. 


49 CFR 173, 173.119. 173.125, 

173245. 46 CFR 64.9. 


To authorize the use of non DOT specification portable 
tanks for die transportation of hydrogen peroxide solu¬ 
tion. an oxxfizer. (Modes 1 , 2, 3 ) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of hydrogen peroxide solu¬ 
tion. an oxxfczar. (Modes 1 . 2 3) 

To authorize the use of non-DOT specification portable 
tanks lor the transportation of hydrogen peroxide solu¬ 
tion. an oxidizer. (Modes 1, 2. 3.) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of hydrogen peroxide solu¬ 
tion, an oxidizer. (Modes 1. 2. 3.) 

To authorize the transportation of corrosive liquid in a 
glass carboy surrounded by polyethylene film and by 
packed in a steel drum. (Modes 1, 3.) 

To authorize the uee of non-DOT specification mtermo- 
dal portable tanks for the transportation of certain 
combustible and flammable liquids. (Modes 1 . 2. 3 ) 


To authorize the use of non-DOT specification stainless 
steel cylinders for the transportation of certain com¬ 
pressed gases. (Modes 1 .4.) 

To authorize the transportation of certain flammable liq¬ 
uids in non-DOT specification stainless steel portable 
tanks. (Modes 1. 2 , 3.) 

To authorize the shipment of certain flammable liquids in 
non-DOT specification stainless steel portable tanks 
(Modes l. 2,3.) 

To authorize the use of a portable tank for which there 
is no comparable lank In the DOT regulations for the 
transportation of certain flammable, corrosive, com¬ 
bustible. and poisonous Squids, and ORM-A commod¬ 
ifies (Modes 1.2 3.) 

To authorize the shipment of pressurized Squid helium in 
a non-DOT specification super insulated portable tank 
(Modes 1. 3) 

To authorize the shipment of bromine trtftuortrte in non- 
DOT specification cylinders (Modes 1 . 2. 3.) 

To suthonze the shipment of corrosive Squids in 20- and 
35-gallon capacity rotationsUy molded polyethylene 
drums. (Modes 1. 2.3.) 

To authorize frame mounting and martfokfing of DOT 
Specification 107A seamless steel tank car tanks used 
in the transportation of certain nonflammable gases 
(Modes 1 . 3.) 

To suthonze frame mounting and manifolding of DOT 
Specification 107A seamless steel tank car tanks used 
in the transportation of certain nonflammable gases 
(Modes 1. 3.) 

To authorize the shipping description Etching acid, bquid. 
ao.s. to be used for products which do not comply 
with the definition in CFR 173299(a). (Modes 1. 2 3. 
4.) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of certain flammable and 
combustible liquids (Mode 3.) 

To become s party to Exemption 7883. (Mode 2) 

To authorize the transportation of methylhydrazme in 
DOT Specification 103 CW tank cars constructed of 
certiun alloys of aluminum and steel (Mode 2.) 

To authorize the transportation of analytical kits contain¬ 
ing reagent chemicals in sealed glass ampules which 
do not exceed one ml capacity (Modes 1. 2 2 4. 5.) 

To authorize the use of non-DOT specification intermo- 
dal portable tanks for the transportation of various 
hazardous materials (Modes 1, 2, 3.) 

To authorize the stowage of certain hazardous materials 
on the vehicle deck of passenger vessels (Mode 3.) 

To authorize the transportation of corrosive liquids in ft- 
berboard boxes complying ninth DOT Specification 12B 
except lor handholes m top flaps (Mode 1.) 

To authorize the transportation of corrosive liquids in fi- 
berboa/d boxes complying with DOT Specification 128 
except for handholes in top flaps (Mode 1.) 

To authorize the use of marine portable tanks tor the 
transportation of certain flammable, corrosive, and 
combustible tiquds. (Modes 1 .3.) 
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Application No. Exemption No Applicant Regulationts) atlocted_ Nature ot exempbon Wweol 

Renewal and Papty to Exemptions— Continued 


795 t-x _ _ DOT-E 7951 _,__ Avoset Food Corp., Oakland. CA.-49 CFR 173.306(b)(1). 178.33.175.3.. 

7952 -P _ DOT-E 7952 _ White Cemical Corp.. Bayonne. NJ. . 49 CFR 173.270,17887.. .. 

7952-P_ DOT-E 7952. . Fik) Chemical Corp.. New York. NY -- 49 CFR 173.270. 178.87 -—- 

8099-X. DOT-E 8099. Union Carbide Corp.. Bound Brook. NJ —- 49 CFR 173 365(a)(15)~~~~..~-~~ — 

8123-X_ _ DOT-E 8123. _ Texas Instruments, Inc., Dallas, TX - 49 CFR 173.119(a)(7), 173.119(b)(4), 


—. 173.245(aM12). 173.264(a)(15), 

173.264(a)(4). 173.266(c)(8). 

173.272. 173.299(a)(1). 173.299(b). 
178-210-10. 

8136-X _ DOT-E 8136 ... Eastman Kodak Co . Rochester. NY - 49 CFR 173.245,173.277 - 


8153 -X-. V _ DOT-E 8153 .. Browning-Ferns Industnes. Chemical Services 49 CFR 173.119(a)( 17). 

Inc.. Houston. TX. 173.245{a)(30). 173.245(a)(31). 

178.340-7. 178.342-5. 178.343-5. 

8156-P ___ DOT-E 8156 __ Liquid Carbonic Corp., Chicago. IL - 49 CFR 172.101, 173.121. 

173.302(a)(4). 173.302(0, 

173.304(a)(1). 

8196-X_ _ DOT-E 8196 _ Eurotainer. Paris, France ... 49 CFR 173.315(a) - 


8219-X.. DOT-E 8219_ Hercules Inc., Wilmington. DE-- 49 CFR 173 93. 


8246-P DOT-E 8248_ Monsanto Research Corp.. Miamisburg, OH.- 49 CFR 173 302. 178.38. 178.42..... 

8308-pI _DOT-E 830*___ Associated Couriers. Inc., Maryland Heights. MO. 49 CFR 177.842(a). Table of REQ 1.... 

8328-P.._ DOT-E 8328.... U S. Coast Guard Research 6 Development 49 CFR 173.304(a). 173.306(a), 175 3 

Center. Groton, CT. 

8355-P_ DOT-E 8355__Transport International Containers. Paris, France. 49 CFR 173.123. 173.315--- 


To authorize the transportation of an aerosol foodstuff In 
modified DOT Specification 2P metal containers with a 
charge pressure not exceeding 150 psig at 75 deg. F 
when shipped In a refrigerated state. (Modes 1, 2, 3. 
4. 5.) 

To become a party to Exemption 7952. (Modes 1, 2 3.) 

To become a party to Exemption 7952. (Modes 1. 2, 3.) 

To authorize the use of non-DOT specification corrugat¬ 
ed fiberboard box with an Inner heat-sealed bag for 
the transportation of poisonous solids. (Modes 1, 2. 3.) 

To authorize the shipment of various hazardous materi¬ 
als in a non-DOT specification plastic overpack con¬ 
taining multiple DOT-2E polyethylene bottles, of one- 
gallon capacity, or prescribed metal cans. (Mode 1.) 

To authorize the use of DOT Specification 57 stainless 
steel portable tanks for the transportation of certain 
corrosive solutions or add. (Mode 1.) 

To authorize the use of a modified DOT Specification 
MC-307 or MC-312 cargo tank for the transportation 
of certain flammable and corrosive liquids. (Mode 1.) 

To become a party to Exemption 8156. (Modes 1. 2.) 


To authorize the use of a non-DOT specification porta¬ 
ble tank for the transportation of certain compressed 
gases. (Modes 1. 2. 3.) 

To authorize the shipment of certain solid propellant ex¬ 
plosives in a non-DOT specification plastic bag. (Mode 
D 

To become a party to Exemption 8246. (Mode 1.) 

To become a party to Exemption 8308. (Mode 1.) 

To become a party to Exemption 8328. (Modes 1. 3, 4.) 

To become a party to Exemption 8355. (Modes 1, 2. 3.) 


New Exemptions 


8225-N ... ..... DOT-E 8225. . .. Hoover Universal Inc.. Beatrice, NE49 CFR 173.245. 173.249, 173.249a. 

173.257, 173 263. 173.266, 

173.272. 173.277. 173.292, 178.19. 
178 253. 

8237-N.. DOT-E 8237.......____ Sanders Associates, Inc., Nashua. NH-49 CFR 172.101. 173.302(a)(2). 175.3 


0277-N_ DOT-E 8277.... _ loterox America, Houston. TX--- 49 CFR Part 173, Subparls D, E, F, 

and H, 178.24* 


8296-N..... DOT-E 8298... Compagnie Francoise De Materiel Ferrovtaire, 49 CFR 173.119, 171125, 173.135. 

Pans. France. 1?fl41. 173.147, 173.245. 

173.247. 173.249, 173.346. 

173.347. 173 349. 

8301-N...... DOT-E 8301 _ Container Corporation of America, Wilmington. 49 CFR Part 173, Subparls D. E. F — 

DE. 


8306-N .. DOT—E 8306 __ FMC Corp.. Philadelphia. PA --- 49 CFR 171101, 173.245b .. .-- 


8315- N. .. DOT-E 8315 _ Air Products 6 Chemicals, tnc., Allentown. PA — 49 CFR 173.314(c). Table Note 7 - 

8316- N.. DOT-E 8316 _ Van Gamp Sea Food Co., San Diego, CA ——.... 49 CFR 173.171 —- 


8318-N_ DOT-E 6318...... Texas Alkyls, Inc.. Deer Park. TX-.--49 CFR 173.119, 173.134-........ 

6324—N.. DOT-E 8324.. Rexnord, Brookfield, Wl...49 CFR 173.245(a)(l7), 175.3. 

178.131. 


8328- N_ _ DOT-E 8328 __ Rockwell International. Canoga Park. CA —-- 49 CFR 173.304(a). 173.306(a), 175.3 

8329- N. .. DOT-E 8329 .. Texas Instruments. Inc., Danas. TX - 49 CFR 173.266 .. 

8332-N. . DOT-E 8332 __ Drew Chemical Corp., Boonton. NJ -- 49 CFR 173.245. 173.276 ... 


To authorize the use of a non-DOT specification rota- 
bonaHy molded, cross-linked poly ethylene portable 
tank lor the shipment of corrosive liquids and an oxi¬ 
dizer. (Modes 1. 2.) 

To authorize the transportation of a device containing 
lithium batteries and a cylinder containing compressd 
nitrogen in a wooden box. (Modes 1. 4.) 

To authorize the use of a polyethylene bottle, complying 
with DOT-2E. except that maximum capacity it in¬ 
creased to five (5) liters for transportation of hazard¬ 
ous materials for which DOT Specification 2E bottle is 
prescribed (Modes 1. 2, 3.) 

To authorize the use of a non-DOT specification IMCO 
type I portable tank tor the transportation of various 
flammable, corrosive, poison B. and combustible Sq¬ 
uids (Modes 1. 2. 3.) 

To authorize the use of a 30-gallon capacity DOT Speci¬ 
fication 34 polyethlene container for the transportation 
of certain corrosive, flammable, and poison B liquids, 
and liquid organic peroxides. (Modes 1, 2. 3.) 

To authorize the shipment of sodium sulfide as a corro¬ 
sive material in collapsible polyethylene-hoed polypro¬ 
pylene bags have a capacity of approximately 2.200 
pounds each. (Modes 1. 3.) 

To authorize the carriage of a flammable gas by water 
mode in a tank car tank which is not authorized for 
such shipments. (Mode 3.) 

To authorize the shipment of fish meal containing less 
than 6 percent but not less than 5 percent water In 
paper bag containers not provided for in 49 CFR 
173.171. (Modes 1,2.3.) 

To authorize the use of non-DOT specification portable 
tanks for the transportation of certain flammable liq¬ 
uids (Modes 1. 2. 3.) 

To authorize shipment of certain corrosive liquids. n.o.s., 
m a one-gallon tin can. placed in a molded polyeth- 
tene liner, overpecked in a modified 26-gauge. unfined 
DOT Specification 37A five-gallon drum, also contain¬ 
ing a non-hazardous resin mix (Modes 1. 3, 4.) 

To authorize the use of a non-DOT specification contain¬ 
er for the transportation of a nonflammable loam-gas 
mixture. (Modes 1. 3, 4.) 

To authorize the use of DOT Specification 57 portable 
tanks in less than truckload quantities with other haz¬ 
ardous materials subject to 49 CFR 177 848 for the 
transportation of an oxidizing material. (Mode 1.) 

To authorize the use of DOT Specification 67 portable 
tanks for the transportation of certain corrosive materi¬ 
als (Modes 1. 2 ) 
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Application No. Exemption No. 


Applicant 


Regulations) affected 


Nature of exemption thereof 


New Exemptions —Continued 


6338-N .. 

DOT-E 8338 


8341-N. 

nrrr-PR.'ui 


• 

8342-N.. 

—- DOT-F 8342 


63S0-N.. 

OOT-E 8350 .. 


835 t-N. 

. DOT-F8351 


8352-N_ 

DOT-P 


83S5-N_ 

. OOT-E 8355_ 


0360-N_ 

_ DOT-E 8360_ 


8361-N. 

OOT-F 838* 


8362-N.. 

_ OOT-E 8362. 


8377-N.. 

DOT-E 8377 


6378-N_ 

(YYT-F 


6379-N-._ 

OOT-E 8379. 



POT-F 8385 


8386-N.. 

OOT-E 8386.. 



Dow Chomical Co. Midland. Ml_ 49 CFR 173.357(b)(3)_ 

Pacific Coast Drum Co., South B Monte. CA_49 CFR 17328(0). 178.116-10(a)_ 

Great Lakes Container Corp., Southfield. Ml-49 CFR 173.28(0). 178.118-I0(a)_ 

Sherex Chemical Co., Dublin. OH-49 CFR 173.119.173.245, 173.249 

Du Bo« Chemical Co.. Cincinnati. OH_49 CFR 173.245_ 

Dogussa Corp.. Teterboro. NJ-49 CFR 173.154.. 


Fauvet-GIret. Pans. France 


49 CFR 173.123, 173.315 


Grayco Spooakst Tank Manufacturing. Fort 49 CFR 173.119(a)(17). 

Worth. TX. 173.245{a)(30). 173.245(8X31). 

178.342-5, 178.343-5. 

Yellow Spring Instrument Co. Inc. Yellow Spring, 49 CFR 173.861.173.862, 175.3- 

OK 

Alt us Corp.. Pak) Alto. CA___49 CFR 172.101.173.206. 173.247..... 


Teledyne McCormick Selph. Holster. CA-49 CFR 172.101,173.113, 175.3- 


Mrfhpose Corp.. Bedford, MA--- 49 CFR 173.266, 1753— 

3M Company, St Paul. MN-49 CFR 173.154- 

Hercules, tea. Wilmington. DE-49 CFR 173.93(a>{10)- 

JJ. Maugot Ca, Burbank. CA_49 CFR 172.101, 172.400 


To authorize the shipment of chtoroptcrin mixtures (con¬ 
taining no compressed gases or Poison A liquids) te 
DOT Specification 17C drums of 55-galion capacity. 
(Modes 1. 2. 3.) 

To authorize the conversion of a non-DOT specification 
55-gaDon steel drum to an open-head. DOT Specifica¬ 
tion 17H drum for the transportation of certain hazard¬ 
ous materials. (Modes 1. 2. 3. 4.) 

To authorize the conversion of a non-DOT specification 
55-gallon steel drum to an open-head DOT specifica¬ 
tion 17H drum for the transportation of certain hazard¬ 
ous materials (Modes 1.2. 3. 4.) 

To authorize the use of DOT Specification MC-306 
cargo tanks for the transportation of certain flammable 
or corrosive liquids. (Mode 1) 

To authorize the use of a stainless steel DOT Specifica¬ 
tion 57 portable tank for the transportation of certain 
corrosive liquids. (Mode 1.) 

To authorize the shipment of ammonium persulfate and 
sodium persulfate in non-DOT specification plastic 
bags similar to DOT Specification 44P bags. (Modes 
1. 2. 3) 

To authorize the use of non-DOT specification portable 
tanks tor the transportation of certain liquefied petro¬ 
leum gases, other flammable gases, and a flammable 
liquid. (Modes 1. 2. 3) 

To authonze the use of a modified DOT Specification 
MC-307 or MC-312 cargo tank for the transportation 
of certain flammable and corrosive fiqmds. (Mode 14 

To authonze the shipment of a temperature measuring 
device containing small quantities of gallium metal in 
non-DOT specification packaging (Modes I. 2. 4.) 

To authorize the shipment of batteries containing lithium 
metal and thionyt chloride m fiberboard boxes over- 
packed in wooden boxes. (Mode 1.) 

To authonze the transportation of devices described as 
detonating fuzes, Class C explosives, in non-DOT 
specification fiberboard boxes packed in non-DOT 
specification strong wooden boxes. (Modes 1, 4.) 

To authorize the use of DOT Specification 2E polyethyl¬ 
ene bottles for the transportation of dilute nitric acid 
solution. (Modes 1. 2, 4.) 

To authorize the transportation of a flammable solid. 
ru>.s., te portable tanks complying with DOT Specifica¬ 
tion 57 except for capacity and specification identifica¬ 
tion. (Mode 14 

To authorize more than 225 pounds of a certain Class B 
explosive to be transported te a DOT Specification 
21C 400 fiber drum. (Mods 1.) 

To authorize the transportation of a Class B poison te 
special pressure sealed polyethylene capsules without 
the POISON table. (Mode 1.) 


Emergency Exemptions 


EE6921-X_ DOT-E 6921- Airco Industrial Gases, Murray H*. NJ- 

EE 7052-X._DOT-E 7052- Texas Instruments, tec, Dallas, TX- 

EE8429-N_DOT-E 6429_UCLA School of Medicine, Los Angetes. CA 


49 CFR 173101,173.315(aM1)_To authorize use of a non-DOT specification portable 

tank for the transportation of liquefied helium, a non¬ 
flammable gas. (Modes 1. 3) 

49 CFR 173101, 173206(e)(1). 175.3 To authorize the shipments of batteries containing Wv 

wm and other materials. (Modes 1.3 3 4.) 

49 CFR 173.395(c)(3)...To authorize a one-time shipment of a stereotaxic racfco- 

active treatment unit (Modes 1, 3) 


Denials 

7289-P Request by Hercules Incorporated. 
McGregor, TX to authorize the use of sift- 
proof paper or plastic bags overpacked in 
DOT Specification 2lC fiber drums for the 
transportation of certain Class A 
explosives denied May 31,1980. 

8257-N Request by Brunswick Corporation* 
Lincoln, NE to authorize the manufacture, 
marking, and sale of non-DOT specification 
FRP cylinders having welded aluminum 
liners for shipment of certain 
nonflammable compressed gases denied 
May 31.1980. 

8326-N Request by 3M Company, St. Paul* 
MN to authorize the shipment of packaged 
hazardous waste, classed as flammable 
liquids, overpacked in salvage drums 
denied May 31* 1980. 

EE 8403-N Request by Enterprise Products 
Company, Houston, TX to authorize the 


shipment of propylene in DOT 112A400W 
tank cars not retrofitted in compliance with 
Docket HM-144 denied May 31,1980. 

Issued in Washington, DC. on July 1,1980. 

). R. Grothe, 

Chief, Exemptions Branch, Office of 
Hazardous Materials Regulation, Materials 
Transportation Bureau. 

(FR Doc 80-20616 Filed 7-9-83 8:45 um] 

BILLING CODE 4910-60-11 


Saint Lawrence Seaway Development 
Corporation 

National Environmental Policy Act 
(NEPA); Implementing Procedures 

agency: Saint Lawrence Seaway 
Development Corporation* DOT. 


action: Notice of proposed revision of 
Corporation procedures and request for 
public comments. 

summary: The Saint Lawrence Seaway 
Development Corporation (SLSDC) 
proposes to revise its procedures for 
considering environmental impacts in 
accordance with the regulations for 
implementing the National 
Environmental Policy Act issued by the 
Council on Environmental Quality 
(CEQJ on November 29, 197a Public 
comments are invited on the proposed 
SLSDC Order. 

COMMENT CLOSING date: August 11, 
1980. 

address: Written comments should 
reference this notice and be addressed 
to: Chief Engineer, Saint Lawrence 
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Seaway Development Corporation, P.O. 
Box 520, Massena, N.Y. 13662. 

FOR FURTHER INFORMATION CONTACT: 

M. Kirkey, Office of the Chief Engineer, 
Saint Lawrence Seaway Development 
Corporation, P.O. Box 520, Massena, 

N. Y. 13662, (315) 764-0271, Ext. 254. 
SUPPLEMENTARY INFORMATION: 

1. Background 

On November 29.1978, the Council on 
Environmental Quality (CEQ) published 
regulations on the implementation of the 
National Environmental Policy Act 
(NEPA) (43 FR 55978). The CEQ 
regulations direct Federal Agencies to 
adopt procedures to implement the 
regulations (40 CFR 1507.3). The 
Department of Transportation (DOT) 
published DOT Order 5610.1C, October 
1,1979, (44 FR 56420), thereby providing 
implementing procedures for all 
elements within the DOT. 

The proposed SLSDC procedures set 
forth specific responsibilities and 
instructions for SLSDC implementation 
of the CEQ regulations. The proposed 
issuance outlines only those 
Corporation-specific actions needed for 
compliance with the NEPA process and 
must be read in conjunction with the 
CEQ regulations and DOT Order 
5610.1 C. The proposed procedures are in 
the form of an internal directive SLS-10- 
5610.1C and will replace SLS-10- 
5610.1B, issued March 31,1975. 

2. Comments 

SLSDC is interested in receiving 
comments on these procedures from all 
interested parties. We will consider all 
comments received on or before the 
closing date and will consider any 
comments received after the closing 
date, to the maximum extent 
practicable. 

Issued in Washington. D.C.. on June 20, 
1980. 

David W. Oberlin, 

Administrator, Saint Lawrence Seaway 
Development Corporation. 

Department of Transportation 

Saint Lawrence Seaway Development 
Corporation 

[Order-SLS 10-5610.1C (Draft)) 

Subject: Procedures for Considering 
Environmental Impacts 

1. Purpose. DOT Order 5610.1 C 
establishes procedures for consideration 
of environmental impacts in decision 
making on proposed DOT actions. The 
Order provides that information on 
environmental impacts of proposed 
actions will be made available to public 
officials and citizens through 
environmental impact statements, 


environmental assessments or findings 
of no significant impact. These 
documents serve as the single vehicle 
for environmental findings and 
coordination. These procedures provide 
guidance for implementation of DOT 
Order 5610.1C. 

2. Cancellation. SLS 10-5610.1B, 
Procedures for Implementation of DOT 
Order 5610.1B, issued March 31,1975. 

3. Background. The Council on 
Environmental Quality (CEQ) issued 
regulations for Implementing the 
Procedural Provisions of the National 
Environmental Policy Act on November 
29,1978 (43 FR 55978-56007). The CEQ 
regulations apply uniformly and are 
binding on all Federal agencies and 
direct agencies to adopt implementing 
procedures which relate the CEQ 
regulations to the specific needs of each 
agency's programs and operating 
procedures. 

DOT Order 5610.1C implements NEPA 
and the CEQ regulations within the 
Department of Transportation and 
replaces Order DOT 5610.1B of 9-30-74. 
The Order provides instructions for 
implementation of relevant 
environmental laws and executive 
orders in addition to NEPA. 

DOT Order 5610.1 C provides that an 
operating administration may rely on 
the Order as its implementing 
procedures, with issuance of 
supplementary guidance applying the 
environmental process to the 
Administration’s programs. Therefore, 
this notice presents the proposed SLSDC 
Order SLS 10-5610.1 C. “Procedures for 
Considering Environmental Impacts”, as 
guidelines for implementation of NEPA 
procedures, under DOT Order 5610.1C, 
within the Corporation. 

4. Definitions. 

a. The term “Assistant Secretary” 
means the Assistant Secretary for Policy 
and International Affairs, Office of the 
Secretary, U.S. Department of 
Transportation, and his authorized 
representatives. 

b. The term “Corporation” means the 
Saint Lawrence Seaway Development 
Corporation. 

c. The term “Chief Engineer” means 
the Chief, Office of Engineering, Saint 
Lawrence Seaway Development 
Corporation and his authorized 
representatives. 

d. The term “General Counsel” means 
the General Counsel, Saint Lawrence 
Seaway Development Corporation. 

e. The term “Office Heads” includes 
the Director, Office of Program Review; 
Comptroller; General Counsel; Director, 
Office of Comprehensive Planning; 
Director, Office of Systems & Economic 
Analysis; Chief Engineer; Director, 

Office of Procurement & Supply; 


Director, Office of Administration; 

Chief, Office of Marine Services; Chief. 
Office of Maintenance and Chief. Office 
of Lock Operations, and their authorized 
representatives, Saint Lawrence Seaway 
Development Corporation. 

5. Scope. These guidelines provide 
instructions for implementation of 
Section 102 (2) of the National 
Environmental Policy Act of 1969 (Pub. 

L 91-190, hereinafter “NEPA”) and the 
Regulations for Implementing NEPA 
issued by the Council on Environmental 
Quality, 11-29-79; Sections 2(b) and 4(f) 
of the Department of Transportation Act 
of 1966 (Pub. L. 89-670, hereinafter “the 
DOT Act”); Sections 309 and 176 of the 
Clean Air Act, as amended (42 U.S.C. 
7401 et seq.); Section 106 of the National 
Historic Preservation Act of 1966 (Pub. 

L. 89-665, hereinafter “the Historic 
Preservation Act”); Sections 303 and 307 
of the Coastal Zone Management Act of 
1972 (Pub. L. 92-583); Section 2 of the 
Fish and Wildlife Coordination Act 
(Pub. L. 85-624); Section 7 of the 
Endangered Species Act, as amended 
(16 U.S.C. 1533); the Federal Water 
Pollution Control Act, as amended (33 
U.S.C. 1314 et seq.); and the various 
Executive Orders relating to 
environmental impacts. 

6. Environmental Processing Choice. 

a. Environmental Impact Statements. 
An EIS shall be prepared for any 
proposed major Federal action 
significantly affecting the environment. 
(See also: CEQ 1508.27, paragraphs 7 
and 10.) Listed below are types of 
Corporation actions which normally 
require the preparation of an EIS: 

1. Legislation. A Legislative EIS will 
be prepared to accompany a bill or 
legislative proposal to Congress, 
recommended by the Corporation, 
significantly affecting the quality of the 
human environment. 

2. Construction Projects (major) 
involving significant disturbances to 
earth, air or water. 

b. Categorical Exclusions. The 
following actions are not major Federal 
actions with a significant impact on the 
environment, and do not require either 
an environmental assessment or an 
environmental impact statement: 

1. Administrative procurements (e.g. 
general supplies) and contracts for 
personal services; 

2. Personnel Actions (e.g. promotions, 
hirings); 

3. Project amendments (e.g. increases 
in costs) which do not significantly alter 
the environmental impact of the action; 

4. Issuance of vessel passage permits 
as a matter of routine Seaway 
procedures; 

• 5. Amendments to the Seaway 
Regulations; 
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6. Reconstruction, repair and 
maintenance of existing navigation aids 
and construction of new Fixed aids; 

7. De-icing equipment and measures at 
the locks and lock approaches; 

8. Modifications to the Saint Lawrence 
Seaway Tariff of Tolls; 

9. Icebreaking in the intermediate pool 
and in the lock areas; 

10. Maintenance dredging; Our 
maintenance dredging is performed 
under specific permit conditions 
approved by the New York State 
Department of Environmental 
Conservation and the U.S. Army. Corps 
of Engineers. 

11. Modifications to and maintenance 
of lock operating equipment, vessel 
traffic control equipment, buildings, 
grounds, floating plant, and existing 
facilities; 

12. Equipment purchases and 
operating expenses; 

13. Grants of leases, licenses, permits 
or easements for use of Corporation- 
owned property. 

c. Environmental Assessment, An 
environmental assessment is a 
document concisely describing the need 
for the proposal, the environmental 
impacts of a proposed action, its 
alternatives and a list of agencies and 
persons consulted. If a decision has not 
been made to prepare an E1S and a 
proposed action has not been classified 
as a categorical exclusion, an 
environmental assessment shall be 
prepared. The assessment will be the 
basis for the Corporation’s 
determination to prepare an EIS or to 
publish a finding of no significant 
impact (FONSI). (See CEQ 1508.9) 

d. Finding of No Significant Impact 
(FONSI). 

1. If the environmental assessment 
reveals that the proposed action will not 
have a significant impact on the 
environment, a FONSI shall be prepared 
and attached to the environmental 
assessment. The FONSI will not be 
coordinated outside the Corporation, 
except as set forth in Paragraph (2) 
below. Notice of availability will be 
provided to the public in accordance 
with CEQ 1508.0. 

2. If the proposed action is similar to 
one which normally requires an EIS, the 
nature of the action is one without 
precedent, or the action is likely to have 
more than minimal impact on properties 
protected by Section 4(f) of Section 108 
of the Historic Preservation Act or is 
inconsistent with any Federal, State or 
local law or administrative 
determination relating to the 
environment, a copy of the 
environmental assessment shall be 
provided to the Assistant Secretary for 
Policy and International Affairs 


(Assistant Secretary), and the 
documents made available to the public 
(including State and areawide clearing 
houses) for a period of 30 days before 
the FONSI is made and the action is 
implemented. Consultation with other 
Federal agencies as suggested in DOT 
5610.1C shall be accomplished during 
the 30-day period. 

7. Corporation Decision Making 
Procedures 

a. All Office Heads shall forward a 

description of proposed major 
prograsms or actions to the Chief 
Engineer for review at the time of initial 
technical studies. / 

b. All such proposed programs 
received by the Chief Engineer will be 
reviewed and a determination made, 
under these procedures, as to whether 
the program is one which (1) normally 
requires an EIS or (2) normally does not 
require an EIS or an environmental 
assessment (categorical exclusion). If 
the action is not covered by either of the 
foregoing, the Chief Engineer shall 
prepare an environmental assessment 
within 30 days of receipt of the 
document. 

8. Preparation and Processing of Draft 
Environmental Statements. 

a. Responsibility. The Chief Engineer 
is responsible for the preparation and 
processing of Draft Environmental 
Impact Statements. Professional 
services for this preparation may be 
obtained from other Federal, State, or 
local agencies, universities, or 
consulting firms; however, the Chief 
Engineer must review and evaluate the 
documents. The Corporation's General 
Counsel shall review all Corporation 
environmental statements for legal 
sufficiency. 

b. Timing . The Chief Engineer shall 
commence preparation of the draft EIS 
at the earliest practical time after 
receipt of notification of the proposed 
action and determination that the action 
will significantly affect the quality of the 
human enviroiynent. As soon as a 
decision to prepare a draft EIS has been 
made, the Chief Engineer shall 
undertake the scoping process identified 
in CEQ 1501.7. For construction projects 
directly undertaken by the Corporation, 
the EIS shall be prepared at the 
feasibility stage, and supplemented at a 
later date, if necessary. 

c. Preparation of Draft. The 
Corporation will follow the Format and 
Content shown as Attachment 2 to DOT 
Order 501O.1C. See also CEQ Part 1502. 

d. Inviting Comments on the Draft 
EIS. The Chief Engineer shall circulate 
the draft EIS for comment to (1) all 
Federal agencies which have 
jurisdiction by law or special expertise 
with respect to the environmental 


impact involved; (2) interested parties; 

(3) EPA Office of Federal Activities, and 

(4) the Assistant Secretary. 

9. Ensuring Environmental Documents 
Are Actually Considered in Agency 
Decisionmaking. Section 1505.1 of the 
NEPA regulations contains requirements 
to ensure adequate consideration of 
environmental documents in agency 
decisionmaking. To implement these 
requirements. Corporation officials 
shall: 

1. Consider all relevant environmental 
documents in evaluating proposals for 
agency action; 

2. Make all relevant environmental 
documents, comments and responses 
part of the record in formal rule making 
or adjudicatory proceedings; 

3. Ensure that all relevant 
environmental documents, comments 
and responses accompany the proposal 
through existing agency review 
processes; 

4. Consider only those alternatives 
encompassed by the range of 
alternatives discussed in the relevant 
environmental documents when 
evaluating proposals for agency action; 

5. Where an EIS has been prepared, 
consider the specific alternatives 
analyzed in the EIS when evaluating the 
proposal which is the subject of the EIS. 

For each of the Corporation's 
principal programs, the following chart 
identifies the point at which the NEPA 
process begins, the point at which it 
ends, and the key agency officials or 
offices required to consider 
environmental documents in their 
decision making. 


Key officials or 

Principal Start of NEPA Completion of offices required 
program process NEPA process to consider 

environmental 

documents 


Construction 

When 

At the time 

Chief Engineer 

protects 

description 

the project 

General 

(major 

of 

is approved 

Counsel 

involving 

*9- 
distur¬ 
bances to 
earth, air or 
water). 

proposed 
project is 
received. 

or denied 



10. Citizen Involvement. As soon as 
the Chief Engineer decides that an 
Environmental Statement is to be 
prepared, the Chief Engineer shall solicit 
citizen comments by any or all of the 
following means: conducting hearings, 
making personal contact with interested 
parties, issuing press releases, placing 
notices in newspapers, and publishing a 
notice of intent in the Federal Register. 
The Chief Engineer shall develop lists of 
interested parties at the national, State 
and local levels. Citizen involvement 
and environmental issues raised in the 
public commenting process will be 
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documented in the environmental 
statement. 

The Chief Engineer shall determine 
whether a public hearing is required and 
shall consider the following factors in 
making this determination: the 
magnitude of costs, environmental 
impact, degree of interest evidenced by 
the public, the complexity of the issue 
and the extent to which public 
involvement has been achieved through 
other means. If a public hearing is to be 
held, the Office of the Chief Engineer 
shall make the draft EIS or 
environmental assessment available to 
the public at least 30 days prior to the 
hearing. 

Interested persons may obtain 
information on Corporation 
environmental procedures and on the 
status of EIS's issued by the Corporation 
from the Office of the Chief Engineer, 
Saint Lawrence Seaway Development 
Corporation, P.O. Box 520, Massena, 
New York 13662, telephone 315-764- 
0271, Ext. 254. 

11. Final Environmental Impact 
Statement a. Preparation . The draft 
statement shall be revised as 
appropriate, reflecting comments 
received, issues raised, preferred 
alternatives, and measures to mitigate 
adverse impacts. The final statement 
shall reflect consultation and efforts 
made to resolve issues raised, including 
an explanation of why any remaining 
issues have not been resolved. 

b. Lego! Review. All Corporation final 
environmental statements shall be 
reviewed for legal sufficiency by the 
Corporation's General Counsel or his 
designee. The legal review should be 

completed within-days after 

receipt of the statement. When the 
review is complete, the General Counsel 
will return the statement to the Office of 
the Chief Engineer for final processing, 
as outlined in paragraph d. below. 

c. Internal Processing . Final 
environmental impact statements may 
be approved by the Administrator or a 
designee originating the action, but only 
after concurrence of the Assistant 
Secretary. The Assistant Secretary after 
review of a draft EIS for a proposed 
action may decide that the final EIS may 
be processed without prior concurrence. 
(See DOT 5610.1C, para. It d.(6)J. 
Concurrence of both the Assistant 
Secretary and the DOT General Counsel 
is required for actions which involve a 
4(f) determination. 

d. Final Processing. Two copies of 
final environmental statements, together 
with all comments received on the draft 
from responsible Federal, State and 
local agencies and private organizations 
shall be submitted to the Assistant 
Secretary, by the Chief Engineer, for 


concurrence. The final statement may be 
deemed to be concurred in by the 
Assistant Secretary unless, within two 
weeks after its receipt, the Assistant 
Secretary notifies the Chief Engineer to 
the contrary or requests an extension of 
the review period (not to exceed an 
additional two weeks], or unless it is a 
statement including a section 4(f) 
determination. Final statements for 
actions with section 4(f) involvement 
may be deemed concurred in by the 
Assistant Secretary and the DOT 
General Counsel after 30 days, unless 
the Assistant Secretary notifies the 
Chief Engineer to the contrary or 
requests an extension of the review 
period (not to exceed an additional 30 
days.) 

e. Availability pending approval. 
Proposed final statements, with a 
notation that the statement is not 
approved and filed, should be made 
available to the public and Federal, 

State or local agencies prior to final 
approval and filing with EPA. 

f. Availability of Statements to EPA 
and the Public. After approval, copies of 
final statements shall be transmitted to 
EPA and commenting agencies and 
made available to the public as 
described in DOT 5610.lC,h. and CEQ 
1506.9. 

g. Record of Decision. The Office of 
the Chief Engineer shall prepare a draft 
record of decision which shall 
accompany the proposed final EIS 
through the approval process. (See DOT 
5610.1C and CEQ 1502.2.) 

12. Proposals for Legislation. An EIS 
shall be prepared for any Corporation 
originated legislative proposal or when 
the Corporation develops the 
departmental position on the report on 
proposed legislation for which DOT is 
primarily responsible. (See DOT 
5610.1C, paragraph 15.) 

13. Timing of Corporation Actions. No 
decision shall be made on a proposed 
action sooner than the later of the 
following dates: 

a. Thirty (30) days after a final EIS 
covering the action has been submitted 
to EPA, as measured from the date the 
EPA publishes a notice of the final EIS's 
availability in the Federal Register or 

b. Ninety (90) days after a draft EIS 
has been made available to the public, 
as measured from the date the EPA 
publishes a notice of the draft EIS's 
availability in the Federal Register. 

When Corporation officials believe it 
is necessary to shorten the prescribed 
time periods for EIS processing, 
consultation with CEQ through the 
Assistant Secretary is required. 

Where emergency circumstances 
make it necessary to take on action with 
significant environmental impacts 


without observing the provisions of this 
Order, DOT 5610.1C and the CEQ 
regulations, the Chief Engineer shall 
consult with CEQ through the Assistant 
Secretary. 

|FR Doc. 80-20552 Filed 7-9-Sfc &45 am) 

BILLING CODE 4810-61-U 


Federal Aviation Administration 

McDonnell Douglas Corp^ Notice of 
Certification Status 

McDonnell Douglas Corporation 
applied for type certification of the DC- 
9-80 series aircraft in accordance with 
Part 21 of the Federal Aviation 
Regulations (FAR) on August 24,1977. 
The type certification program for the 
DC-9-80 is entering the final phase. 

The purpose of this Notice is to advise 
the public as the status of this process. 

While substantial progress has been 
toward certification, the following 
procedural steps must be completed 
before the type certificate can be issued: 

Compliance with the certification 
requirements established by the Federal 
Aviation Administration must be 
demonstrated, including specific 
compliance with applicable provisions 
of the following regulations: 

• FAR Part 25, amendment 25-1 
through 25-40, effective May 7,1977; 

• Special Conditions No. 25-85-WE- 
77, as amended, dated April 3,1980; 

• Special Conditions No. 25-66-WE- 
25, dated March 9.1979; 

• FAR Part 36, amendments 36-1 
through 36-11, including the retroactive 
requirements and acoustical change 
provisions of FAR § 36.2 and 36.7, 
respectively; 

• Special Federal Aviation Regulation 
27, as amended and made applicable by 
40 CFR 87 (Environmental Protection 
Agency) with regard to air pollutant 
emissions; 

2. A comprehensive review of the 
safety aspects of DC-9-80 operation 
crew complement must be completed 
and the results presented for review to 
the FAA Administrator (Ref. FAR 
25.1523, and FAR 25 Appendix D). 

3. Plans must be reviewed for the 
conduct of a test to demonstrate 
continued safe flight and landing with a 
total failure of both hydraulic systems 
(Ref. Special Conditions No. 25-95-WE- 
27); and, this test must be successfully 
accomplished. 

Upon completion of these steps, I will 
then review the entire process to 
determine, in accordance with my 
responsibilities under the Federal 
Aviation Act, whether the type 
certificate can be issued. 

In light of the complexities involved, 
the type certificate for the DC-9-80 will 
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be issued no sooner than August 8,1980. 
and this process could take longer if all 
issues are not satisfactorily resolved. 

Dated: July 9,1980. 

Langhorne Bond. 

Administrator. 

(FR Doc. 80-20824 Filed 7-0-80; 10:14 ami 

BILLING CODE 4910-13-41 


DEPARTMENT OF THE TREASURY 
Customs Service 
[T.D. 80-185) 

Certain Polyvinyl Chloride Magazines 
Used for the Transportation of 
Integrated Circuits Designated as 
Instruments of International Traffic 

It ha9 been established to the 
satisfaction of the U.S. Customs Service 
that translucent rigid tubular polyvinyl 
chloride magazines measuring 20 inches 
in length, tapering from .334 to .6 inch in 
width, and .496 inch in height, with a 
longitudinal groove in the base .214 inch 
in width and .266 inch in depth, and with 
holes punched .18 and 1.18 inches from 
each end of the magazine for plugs, 
designed to carry integrated circuits and 
marked "Antistatic-K/S Motorola IITT", 
are substantial containers or holders 
which are designed for and capable of 
repeated use in transportation and will 
be used in substantial numbers in 
international traffic. 

Under the authority of § 10.41a(a)(l), 
Customs Regulations, I hereby designate 
the above-described polyvinyl chloride 
magazines as "instruments of 
international traffic" within the meaning 
of section 322(a), Tariff Act of 1930, as 
amended (19 U.S.C. 1322(a)). These 
containers may be released under the 
procedures provided for in section 
10.41a, Customs Regulations. 

Dated: June 27.1980. 

Alfred G. Scholle, 

Director, Carriers, Drawback and Bonds 
Division . 

(FR Doc. 00-20000 Filed 7-3-60; 8:45 am) 

BILLING CODE 4810-22-M 
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Sunshine Act Meetings 


Federal Register 
Vol. 45. No. 134 
Thursday. July 10. 1980 


This section of the FEDERAL REGISTER 
contains notices of meetings published 
under the "Government in the Sunshine 
Act" (Pub. L. 94-409) 5 U.S.C. 

552b(e)(3). 


CONTENTS 

Items 

Commodity Futures Trading Commis¬ 
sion.1,2 

Federal Deposit Insurance Corpora¬ 
tion . 3—6 

Federal Home Loan Bank Board. 7 

Federal Mine Safety and Health 

Review Commission. 8, 9 

International Trade Commission. 10, 11 

Legal Services Corporation. 12 

Securities and Exchange Commission. 13 

1 

COMMODITY FUTURES TRADING 
COMMISSION. 

time and date: 12 Noon, Tuesday, July 
8,1980. 

PLACE: 2033 K Street, N.W., Washington, 
D.C., fifth floor hearing room. 
status: Closed. 

MATTERS TO BE CONSIDERED: 

Surveillance Briefing. 

CONTACT PERSON FOR MORE 
information: Jane Stuckey. 254-6314. 

|S-1316-60 Filed 7-8-00; 11:51 am) 

BILLING CODE 6351-01-M 

2 

COMMODITY FUTURES TRADING 
COMMISSION. 

TIME AND DATE: 11 a.m., Friday, July 18, 
1980. 

PLACE: 2033 K Street, N.W., Washington, 
D.C., eighth floor conference room. 
STATUS: Closed. 

MATTERS TO BE CONSIDERED: 
Surveillance Briefing. 

CONTACT PERSON FOR MORE 
INFORMATION: Jane Stuckey, 254-6314. 

(S-1314-00 Filed 7-7-80; 4:35 pral 

BILUNG CODE 6351-01-4* 


3 

FEDERAL DEPOSIT INSURANCE 
CORPORATION. 

Notice of Agency Meeting. Pursuant to 
the provisions of the “Government in the 
Sunshine Act” (5 U.S.C. 552b), notice is 
hereby given that the Federal Deposit 
Insurance Corporation’s Board of 
Directors will meet in open session at 
11:00 a.m. on Monday, July 14,1980, to 
consider the following matters: 


Disposition of minutes of previous 
meetings. 

Request by the Comptroller of the 
Currency for a report on the competitive 
factors involved in a proposed merger of 
First National Bank Northwest Ohio, 
Bryan, Ohio, and Tiffin Valley National 
Bank, Archbold, Ohio. 

Recommendations with respect to 
payment for legal services rendered and 
expenses incurred in connection with 
receivership and liquidation activities: 

Chapman & Cutler. Chicago, Illinois, in 
connection with the liquidation of The 
Drovers’ National Bank of Chicago, 

Chicago, Illinois. 

Memorandum and Resolution re: Final 
amendments to Part 308 of the 
Corporation's rules and regulations— 
Rules of Practice and Procedures. 

Memorandum re: Increased Starting 
Salaries for Bank Examiners. 

Assessment Auditors and Liquidators, 
GG-05 and GG-07. 

Memorandum re: Recommendations 
on Revision of Parameters for Special 
Awards. 

Memorandum re: Budgets of 
Liquidation Expenses for Budget Year 
1980—Ten Closed Banks. 

Reports of committees and officers: 
Minutes of the actions approved by the 
Committee on Liquidations, Loans and 
Purchases of Assets pursuant to authority 
delegated by the Board of Directors. 

Reports of the Director of the Division of 
Bank Supervision with respect to 
applications or requests approved by him 
and the various Regional Directors 
pursuant to authority delegated by the 
Board of Directors. 

The meeting will be held in the Board 
Room on the sixth floor of the FDIC 
Building located at 550,17th Street, 

N.W., Washington, D.C. 

Requests for information concerning 
the meeting may be directed to Mr. 

Hoyle L. Robinson, Executive Secretary 
of the Corporation, at (202) 389-4425. 
Dated: July 7,1980. 

Federal Deposit Insurance Corporation. 

Alan J. Kaplan, 

Assistant Executive Secretary . 

IS-l 121-50 Filed 7-6-60:1:36 pm| 

BILLING CODE 6714-01-M 

4 

FEDERAL DEPOSIT INSURANCE 
CORPORATION. 

Notice of Agency Meeting. Pursuant to 
the provisions of the “Government in the 
Sunshine Act“ (5 U.S.C. 552b), notice is 
hereby given that at 11:30 a.m. on 


Monday, July 14,1980, the Federal 
Deposit Insurance Corporation’s Board 
of Directors will meet in closed session, 
by vote of the Board of Directors 
pursuant to sections 552b(c)(2), (c)(6), 
(c)(8). (c)(9)(A)(ii), (c)(9)(B), and (c)(10) 
of Title 5, United States Code, to 
consider the following matters: 

Application for Federal deposit 
insurance: 

First State Bank of the Oaks, a proposed new 
bank, to be located at 189 West Hillcrest 
Drive, Thousand Oaks. California, for 
Federal deposit insurance. 

Applications for consent to establish a 
branch: 

Lloyds Bank California, Los Angeles, 
California, for consent to establish a 
branch on the southwest comer of Ventura 
Boulevard and Gaviota Avenue, Los 
Angeles. California. 

United States Savings Bank of Newark, N.J., 
Newark. New Jersey, for consent to 
establish a branch at the southwest comer 
of Lacey and Whiting Roads. Manchester 
Township, New Jersey. 

Application for consent to merge and 
establish a branch: 

Montgomery County Bank, Montgomery City, 
Missouri, an insured State nonmember 
bank, for consent to merge, under its 
charter and title, with Bank of Middletown, 
Middletown, Missouri, and for consent to 
establish the sole office of Bank of 
Middletown as a branch (facility) of the 
resultant bank. 

Reconsideration of denial of an 
application for consent to merge and 
establish four branches: 

American Bank and Trust Co. of Pa., Reading, 
Pennsylvania, an insured State nonmember 
bank, for consent to merge, under its 
charter and title, with The Schuylkill 
Haven Trust Company. Schuylkill Haven. 
Pennsylvania, and for consent to establish 
the four offices of The Schuylkill Haven 
Trust Company as branches of the 
resultant bank. 

Request for modification of conditions 
previously imposed in connection with 
the approval of a merger: 

Central Bank, Oakland, California. 

Request for exemption pursuant to 
section 348.4(b)(2) of the Corporation’s 
rules and regulations entitled 
“Management Official Interlocks”: 

Peoples Bank of St. Augustine, St. Johns 
County (P.O. St. Augustine), Florida. 

Recommendations regarding tht 
liquidation of a bank's assets acquired 
by the Corporation in its capacity as 
receiver, liquidator, or liquidating agent 
of those assets: 
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Case No. 44.349-L—First State Bank of 
Hudson County. Jersey City. New Jersey. 
Case No. 44.376-L— * 1 2 3 4 5 The Drovers’ National 
Bank of Chicago, Chicago. Illinois. 

Case No. 44.361-L—American Bank & Trust. 

Orangeburg. South Carolina. 

Case No. 44.382-NR—United States National 
Bank, San Diego, California. 
Recommendations with respect to thte 
initiation, termination, or conduct of 
administrative enforcement proceedings 
(cease-and-desist proceedings, 
termination-of-insurance proceedings, 
suspension or removal proceedings, or 
assessment of civil money penalties) 
against certain insured banks or officers, 
directors, employees, agents, or other 
persons participating in the affairs 
thereof: 

Names of persons and names and locations 
of banks authorized to be exempt from 
disclosure pursuant to the provisions of 
subsections (c)(6). (c)(8), and (c)(9)(A)(ii) of 
the "Government in the Sunshine Act" (5 
U.S.C. 552b(c)(6), (c)(8). and (c)(9)(A)(ii)). 
Personnel actions regarding 
appointments, promotions, 
administrative pay increases, 
reassignments, retirements, separations, 
removals, etc.: 

Names of employees authorized to be exempt 
from disclosure pursuant Ip the provisions 
of subsections (c)(2) and (c)(6) of the 
"Government in the Sunshine Act" (5 
U.S.C. 552b(c)(2) and (c)(6)). 

Reports of committees and officers: 
Report of the Office of Corporate Audits 
regarding an investigation with respect to 
an employee’s utilization of dental 
insurance forms, dated June 11.1980. 

The meeting will be held in the Board 
Room on the sixth floor of the FD1C 
Building located at 55017th Street N.W., 
Washington, D.C. 

Requests for information concerning 
the meeting may be directed to Mr. 

Hoyle L. Robinson, Executive Secretary 
of the Corporation, at (202) 389-4425. 
Dated: July 7.1980. 

Federal Deposit Insurance Corporation. 

Alan J. Kaplan, 

Assistant Executive Secretary. 

|S~1322-80 Filed 7-8-80; 3:30 pni| 

BILLING CODE 6714-01-44 


5 

FEDERAL DEPOSIT INSURANCE 
CORPORATION. 

Notice of Changes in Subject Matter 
of Agency Meeting. Pursuant to the 
provisions of subsection (e)(2) of the 
“Government in the Sunshine Act" (5 
U.S.C. 552b(e)(2)), notice is hereby given 
that at its closed meeting held at 2:30 
p.m. on Monday, July 7,1980, the 
Corporation’s Board of Directors 
determined, on motion of Chairman 
Irvine H. Sprague, seconded by Director 
William M. Isaac (Appointive), 


concurred in by Director John G. 
Heimann (Comptroller of the Currency), 
that Corporation business required the 
addition to the agenda for consideration 
at the meeting, on less than seven days* 
notice to the public, of the following 
matters: 

Memorandum regarding the liquidation of 
assets acquired by the Corporation from 
American Bank & Trust, Orangeburg. South 
Carolina (Case No. 44,373-L). 
Recommendation regarding the liquidation of 
assets acquired by the Corporation from 
American City Bank & Trust Co., National 
Association, Milwaukee. Wisconsin (Legal 
Division memorandum dated June 27.1980). 

The Board further determined, by that 
same majority vote, that no earlier 
notice of these changes in the subject 
matter of the meeting was practicable; 
that the public interest did not require 
consideration of the matters In a 
meeting open to public observation; and 
that the matters could be considered in 
a closed meeting by authority of 
subsections (c)(6), (c)(9)(B) and (c)(10) of 
the “Government in the Sunshine Act" 

(5 U.S.C 552b(c)(6), (c)(9)(B) and (c)(10)). 
Dated: July 7.1980. 

Federal Deposit Insurance Corporation. 

Alan J. Kaplan, 

Assistant Executive Secretary. 

I S-l 323-80 Filed 7-8-80: 3:40 p.m.| 

BILUNG CODE 6714-01-44 

“-V 

6 

FEDERAL DEPOSIT INSURANCE 
CORPORATION. 

Notice of Change in Subject Matter of 
Agency Meeting. Pursuant to the 
provisions of subsection (e)(2) of the 
"Government in the Sunshine Act" (5 
U.S.C. 552b(e)(2)), notice is hereby given 
that at Its open meeting held at 2:00 p.m. 
on Monday. July 7,1980, the Board of 
Directors of the Federal Deposit 
Insurance Corporation determined, on 
motion of Chairman Irvine H. Sprague, 
seconded by Director John G. Heimann 
(Comptroller of the Currency), concurred 
in by Director William M. Isaac 
(Appointive), that Corporation business 
required the addition to the agenda for 
consideration at the meeting, on less 
than seven days’ notice of the public, of 
a memorandum and resolution regarding 
Delegation of Authority to Appoint 
Liquidators/Assistant Liquidators and 
to Execute Powers of Attorney. 

The Board further determined, by the 
same majority vote, that no earlier 
notice of the change in the subject 
matter of the meeting was practicable. 
Dated: July 7,1980. 

Federal Deposit Insurance Corporation. 

Alan J. Kaplan, 

Assistant Executive Secretary. 

JS-1324-80 Plied 7-8-80; 3:41 pjn.J 
BILUNG CODE 6714-01-41 


7 

FEDERAL HOME LOAN BANK BOARO. 
“FEDERAL REGISTER" CITATION OF 
PREVIOUS ANNOUNCEMENT: Vol. 45, FR p. 
45754, July 7,1980. 

PREVIOUSLY ANNOUNCED TIME AND DATE 
OF MEETING: 9:30 a.m.. July 9,1980. 
place: 1700 G Street NW., amphitheater, 
Second floor, Washington. D.C. 
status: Open Meeting. 

CONTACT PERSON FOR MORE 
INFORMATION: Mr. Marshall (202-377- 
6677). 

CHANGES IN THE MEETING: The following 
items have been added to the agenda for 
the open meeting: 

Permission to Organize a New Federal 
Association—Horace Richter, et aL 
Hamilton. Georgia. 

Application for Permission to Convert from a 
State Mutual to State Stock Form—Mutual 
Savings and Loan Association of 
Greenville, Greenville, Texas. 

Application for Permission to Convert from a 
State Mutual to Capital Stock Form— 
Mission Saving Association of El Paso. El 
Paso, Texas. 

Proposed Acquisition and Merger—The 
Massillon Savings and Loan Company. 
Massillon. Ohio by First Federal Savings 
and Loan Association of Canton. Canton, 
Ohio. 

Announcement is being made at the 
earliest practicable time. 

No. 354, July 8,1980. 

|S-1317-80 Filed 7-8-80: 1 11 pJii.| 

BILLING CODE 6720-01-44 


8 

FEDERAL MINE SAFETY AND HEALTH 
REVIEW COMMISSION. 

July 2.1980. 

TIME AND DATE: As follows: 

PLACE: Room 600,1730 K. Street NW., 
Washington. D.C. 

STATUS: Open. 

MATTERS TO BE CONSIDERED: The 

Commissioner will hear oral argument 
on the following cases at the following 

times: 

1. Monday. July 14.1980. at 2:00 p.m.: Local 
Union No. 1957, UMWA. David Biggs, et al. v. 
Southern Ohio Coal Company, Docket No. 
VINC 77-112. 

2. Tuesday. July 15.1980. at 10:00 a.m.: Jack 
W. Parks v. L & M Coal Corporation, Docket 
No. NORT 75-377, IBMA 77-65. 

3. Tuesday. July 15.1980, at 2:00 p.m.: Local 
Union No. 1110, UMWA. et al. v. 
Consolidation Coal Company. Docket No. 
MORG 76X13a IBMA 77^13. 

4. Wednesday. July 16,1980. at 10:00 a.m.: 
Taylor Adkins and Fred Hunt v. Deskins 
Branch Coal Co.. Docket No. PIKE 76-66. 
IBMA 77-13. 

5. Wednesday. July 16, I960, at 2:00 p.m.: 
Secretary of Labor on behalf of David Pasula, 
et al. v. Consolidation Coal Company. Docket 
No. PITT 78-458. etc. 
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CONTACT PERSON FOR MORE 
INFORMATION: Jean Ellen. 202-653-5632. 

[S-1312-80 Filed 7-7-80:4:17 pm] 

BILUNG CODE 8820-12-41 

9 

FEDERAL MINE SAFETY AND HEALTH 
REVIEW COMMISSION. 

July 2.1980. 

TIME and date: 10 a.m., Wednesday. 

July 9.1980. 

place: Room 600.1730 K Street NW.. 
Washington, D.C. 

STATUS: Open. 

MATTERS TO BE CONSIDERED: The 

Commission will consider and act upon 
the following: 

1. Phelps Dodge Corporation. WEST 79- 
349-DM. (Petition for Discretionary Review.) 

2. Phillips Uranium Corporation, CENT 79- 
281-M, etc. (Petition for Discretionary 
Review.) 

3. C & K Coal Company, PENN 79-60. 
(Petition for Discretionary Review.) 

CONTACT PERSON FOR MORE 
INFORMATION: Jean Ellen, 202-653-5632. 

|S-1313-80 Filed 7-7-00; 4:18 pm] 

BILLING CODE 6820-12-41 

10 

(USITC SE-80-38] 

INTERNATIONAL TRADE COMMISSION. 

TIME AND DATE: 10 a.m.. Tuesday, July 
22,1980. 

PLACE: Room 117, 701 E Street NW., 
Washington, D.C. 20436. 
status: Open to the public. 

MATTERS TO BE CONSIDERED. 

1. Agenda. 

2. Minutes. 

3. Ratifications. 

4. Petitions and complaints, if necessary: 
a. Springs (Docket No. 663). 

5. Menthol from Japan and the People*# 
Republic of China (Invs. 731-TA-27 and - 
28)—briefing and vote. 

6. Any items left over from previous 
agenda. 

CONTACT PERSON FOR MORE 
information: Kenneth R. Maon, 
Secretary (202) 523-0161. 

|S-1318-80 Piled 7-8-80; 3:32 pm] 

BILLING CODE 7020-02-41 


11 

(USITC SE-80-39] 

INTERNATIONAL TRADE COMMISSION. 

time and date: 10 a.m., Tuesday, July 
29.1980. 

place: Room 117,701 E Street NW.. 
Washington, D.C. 20436. 

STATUS: Open to the public. 

MATTERS TO BE CONSIDERED: 

1. Agenda. 

2. Minutes. 

3. Ratifications. 


4. Petitions and complaints, if necessary. 

5. Nails from Korea (Inv. 731-TA-26)— 
briefing and vote. 

6. Mushrooms (Inv. TA-201-43)—briefing 
and vote on injury. 

7. Any items left over from previous 
agenda. 

CONTACT PERSON FOR MORE 
information: Kenneth R. Mason, 
Secretary (202) 523-0161. 

JS-1319-80 Filed 7-8-80: 3:33 pm] 

BILLING CODE 7020-02-M 


12 

LEGAL SERVICES CORPORATION. 

(Provision of Legal Services Committee 
Meeting.) 

TIME and DATE: 9 a.m.-5 p.m., Monday. 
July 21.1980. 

place: Offices of Kutak, Rock & Huie, 
the Omaha Building, 1650 Famam Street, 
Omaha, Nebraska. 
status: Open Meeting. 

MATTERS TO BE CONSIDERED: 

1. Adoption of Agenda. 

2. Approval of Minutes of June 19,1980 
Meeting. 

3. Draft Two of A Plan for The Future: a 
Report by Howard R. Sachs. 

4. Other Business. 

CONTACT PERSON FOR MORE 
information: Dellanor Khasakhala, 
Office of the President, telephone (202) 
272-4040. 

Issued: July 8,1980. 

Dan J. Bradley, 

President 

|S-1325-80 Filed 7-8-80: 3:49 p.m.| 
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SECURITIES AND EXCHANGE COMMISSION. 

Notice is hereby given, pursuant to the 
provisions of the Government in the 
Sunshine Act, Pub. L. 94-409, that the 
Securities and Exchange Commission 
will hold the following meetings during 
the week of July 14,1980, in Room 825, 
500 North Capitol Street, Washington. 
D.C. 

A closed meeting will be held on 
Tuesday, July 15,1980, at 10:00 a.m. An 
open meeting will be held on Thursday, 
July 17.1980, at 10:00 a.m. 

The Commissioners, their legal 
assistants, the Secretary of the 
Commission, and recording secretaries 
will attend the closed meeting. Certain 
staff members who are responsible for 
the calendared matters may be present. 

The General Counsel of the 
Commission, or his designee, has 
certified that, in his opinion, the items to 
be considered at the closed meeting may 
be considered pursuant to one or more 
of the exemptions set forth in 5 U.S.C. 
522b(c)(4)(8)(9)(A) and (10) and 17 CFR 
200.402(a)(4)(8)(9)(i) and (10). 


Chairman Williams and 
Commissoners Loomis and Evans 
determined to hold the aforesaid 
meeting in closed session. 

The subject matter of the closed 
meeting scheduled for Tuesday, July 15, 
1980, at 10:00 a.m., will be: 

Formal ordes of investigation. 

Settlement of injunctive action. 

Settlement of administrative proceedings of 

an enforcement nature. 

Freedom of Information Act appeal. 

Institution of injunctive actions. 

Institution of administrative proceeding of an 

enforcement nature. 

Institution and settlement of administrative 

proceedings of an enforcement nature. 
Personnel matter. 

Opinion. 

The subject matter of the open 
meeting scheduled for Thursday, July 17, 
1980, at 10:00 a.m., will be: 

1. Consideration of whether to grant the 
request of Joel Seligman, Associate Professor 
of Law at the Northeastern University School 
of Law in Boston, to read and copy the 
"Chairmen’s Files” of the chairmen of the 
Commission from 1946-1964, through the 
chairmanship of William Cary. For further 
information, please contact Theodore Bloch 
at(202) 272-2454. 

2. Consideration of whether to issue a 
release inviting comment on proposed Rules 
14 and 15 under the Public Utility Holding 
Company Act of 1935 ("Act”) which would 
exempt from the application requirements of 
Sections 9(a)(2) and 10 of the Act certain 
acquisitions of interests in electric generation 
or transmission companies by electric utility 
companies which are not otherwise subject to 
the Act, and which would provide such 
electric utilities with a basis for exemption as 
"holding companies” under Section 3(a)(2) of 
the Act. For further information, please 
contact Aaron Levy at (202) 523-5691. 

3. Consideration of whether to propose for 
comment amendments to Rule 72(b) under the 
Public Utility Holding Company Act of 1935 
("Act”) to provide that the rules adopted 
under Sections 16(a) and (b) of the Securities 
Exchange Act of 1934 shall apply equally to 
any duty or liability imposed under Section 
17(a) or (b) of the Act with respect to any 
security of a registered holding company or 
subsidiary thereof. For further information, 
please contact Grant G. Guthrie at (202) 523- 
5150. 

4 . Consideration of whether to authorize 
transmittal of a voluntary survey 
questionnaire to approximately 1,100 
corporate issuers to obtain information with 
regard to underwriting, research and market- 
making support provided by broker-dealers. 
For further information, please contact Joseph 
A. Meiburger at (202) 272-2850. 

At times changes in Commission 
priorities require alternations in the 
scheduling of meeting items. For further 
information and to ascertain what, if 
any, matters have been added, deleted 
or postponed, please contact: Paul 
Lowenstein at (202) 272-2092. 

July 7.1980. 

I&-1320-80 Filed 7-8-80: 3:34 p.m.) 
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DEPARTMENT OF TRANSPORTATION 
Federal Aviation Administration 

14 CFR Parts 65, 91, and 121 

[Docket No. 18241; Arndt Nos. 65-26; 91- 
165; and 121-162) 

Operations Review Program: 
Amendment No. 9 

agency: Federal Aviation 
Administration (FAA), DOT. 
action: Final rule._ 

summary: These amendments update 
and improve certain requirements 
applicable to general operations and 
flight, to airmen other than flight 
crewmembers, and to domestic, flag, 
and supplemental air carriers and 
commercial operators of large aircraft. 
These amendments are part of the 
Operations Review Program and are 
based on a compilation of proposals 
discussed at the Operations Review 
Conference. 

EFFECTIVE DATE: September 9,1980. 
Compliance dates for certain provisions 
are different from the effective date. 

FOR FURTHER INFORMATION CONTACT: 
Mr. Norman C. Miller. Regulatory 
Review Branch, AVS-22, Safety 
Regulations Staff, Associate 
Administrator for Aviation Standards. 
Federal Aviation Administration, 800 
Independence Avenue, SW., 
Washington, D.C. 20591; Telephone: 

(202) 755-8714. 

SUPPLEMENTARY INFORMATION: 

History 

This amendment is issued as part of 
the Operations Review Program. The 
following amendments have previously 
been issued as part of this program: 

Title and Federal Register (FR) Citation 

Amendment No. 1: Clarifying and Editorial 
Changes (41 FR 47227; October 28,1976). 

Amendment No. 2: Rotorcraft External- 
Load Operations (42 FR 24196; May 12,1977 
and 42 FR 32531; June 27,1977). 

Amendment No. 2A: Special Federal 
Aviation Regulation No. 36. Development of 
Major Repair Data (43 FR 3084; January 23. 
1978). 

Amendment No. 3: Airspace, Air Traffic, 
and General Operating Rules (44 FR 15654; 
March 15.1979). 

Amendment No. 4: Miscellaneous 
Amendments (43 FR 22636; May 25.1978). 

Amendment No. 5: Certification and 
Operations: Domestic, Flag, and 
Supplemental Air Carriers and Commercial 
Operators of Large Aircraft (43 FR 22643; 

May 25.1978, 43 FR 28403; June 29.1978, and 
44 FR 25201; April 30.1979). 

Amendment No. 6: General Operating and 
Flight Rules and Related Airworthiness 
Standards and Crewmember Training (43 FR 
46230; October 5.1978). 


Amendment No. 10: Airworthiness, 
Equipment, and Operating Rules (44 FR 61323; 
October 25.1979). 

These amendments are based on 
Notice of Ih-oposed Rule Making 78-11 
published in the Federal Register on 
August 17,1978 (43 FR 36464). Interested 
persons have been given an opportunity 
to participate in the making of these 
amendments and due consideration has 
been given to all matters presented. A 
number of substantive changes and 
changes of an editorial and clarifying 
nature have been made to the proposed 
rules based upon relevent comments 
received and upon further review by the 
FAA. Except for minor editorial and 
clarifying changes and the substantive 
changes discussed below, these 
amendments and reasons for their 
adoption are the same as those 
contained in Notice 78-11. 

Discussion of Comments 

The following discussions are keyed 
to the like-numbered proposals 
contained in Notice 78-11. 

Proposals 9-1 and 9-2. These 
proposals would allow applicants for a 
flight engineer certificate, or for an 
additional class rating on an existing 
certificate, to complete the flight portion 
of the practical test and to gain 
operational experience in an approved 
simulator for the type of aircraft on 
which the applicant would serve. The 
comments received reflected may 
inconsistencies in these proposals, such 
as: (1) Whether the Flight Engineer 
Certificate would be issued after the 
practical test or after completion of the 
operating experience; (2) that there were 
no guidelines established for an 
approved simulator under Part 63; (3) 
that there were no qualifications 
specified for the position of a “check 
flight engineer”; and (4) that 5 121.434 
requires initial operating experience to 
be obtained on an airplane and has not 
been amended to allow such experience 
to be gained in a simulator. Therefore, 

§ 121.434 is incompatible with 5 63.40. 
Correction of these inconsistencies 
would result in what is, in effect, a new 
rule upon which the public has not had 
the opportunity to comment. These 
proposals are withdrawn for further 
study. 

Proposal 9-3. This proposal would 
exempt an applicant for a flight engineer 
certificate, employed by a Part 121 
certificate holder, from the 10-hour flight 
training requirement in Appendix C of 
Part 63 if that applicant successfully 
completes an approved training program 
and is recommended by an instructor. 

Paragraph (a)(3)(iv)(b) of Appendix C 
of Part 63 already allows an applicant, 
who holds at least a commercial pilot 


certificate with an instrument rating, to 
substitute training received in either a 
training device or simulator for up to all 
of the required 10 hours of airplane time. 
A Part 121 certificate holder can take 
advantage of the reduced flight time 
provisions by applying for such a course 
^under the provisions of § 63.43. The FAA 
considers the requirements of Appendix 
. C of Part 63 to be the minimum training 
required for a flight engineer certificate. 

After comprehensive review of the 
proposal and all comments, and 
recognition of the relative ease by which 
a Part 121 certificate holder can obtain a 
Part 63 flight engineer training course 
and the FAA policy to simplify and 
streamline regulations, further relief is 
unnecessary and the proposal is 
withdrawn. 

Proposal 9-4. All comments favor the 
deletion of § 85.15a, which allows the 
reissuance of certificates without 
expiration dates to persons who are not 
U.S. citizens, and it is deleted and 
reserved. 

Proposal 9-5. All commenters favor 
the change to § 65.81, "General 
privileges and limitations,” which adds 
the words “preventive maintenance” to 
this section to make it consistent with 
§ 43.3 which authorizes persons to 
perform maintenance, preventive 
maintenance, rebuilding and alterations, 
and it is adopted without substaiTtive 
change. This extends the present 
privileges and limitations for 
maintenance, rebuilding, and alterations 
to preventive maintenance and § 65.81 is 
adopted without substantive change. 

Proposal 9-6. A majority of 
commenters favor adoption of § 65.93 
which provides additional qualifying 
activities for renewal of inspection 
authorization (IA) including recurrent 
training. Several commenters 
recommend that performance of 
inspections under § 91.217 be included 
as an additional qualifying activity for 
IA renewal. A certificated mechanic 
may perform inspections under § 91.217, 
but they are not inspections that must be 
performed only by a person holding an 
IA. The eligibility for renewal of an IA 
should not be determined on the basis of 
§ 91.217 inspections but should be based 
on those inspections which only an LA 
may do. 

One commenter suggests that the 
person holding an IA should present a 
list of the aircraft that person inspected 
during the previous year as evidence of 
that person’s activity. Section 65.93 does 
not require a list. This requirement 
would impose additional and 
unnecessary recording requirements on 
the LA applicant. 

Accordingly, § 65.93 is adopted 
without substantive change. 
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Proposal 9-7. All commenters favor 
§ 65.103 which: (1) Extends to 
certificated repairmen the privileges of 
performing preventive maintenance or 
alterations already authorized under 
§ 43.3(a); (2) replaces the phrase 
“maintenance manual” in § 65.103(b) 
with the phrase “instructions for 
continued airworthiness” for 
consistency with the concept of 
continued airworthiness used 
throughout the FAR (Parts 43,121,127 
and 135) and because instructions may 
exist in documents other than 
maintenance manuals; and (3) replaces 
the phrase “repair station, commercial 
operator, or air carrier” with the phrase 
“certificate holder” since all of the listed 
organizations are certificate holders. 
Section 65.103 is adopted without 
substantive change. 

Proposals 9-8 and 9-9. Sections 121.97 
and 121.117 would require the certificate 
holders to establish and maintain an 
approved system to obtain, disseminate 
and use. on a continuous basis, current 
aeronautical data for each airport the 
holders serve. One commenter objects to 
requiring airport data stating it is 
unnecessary, unrealistic, should be 
withdrawn, and that many of the 
requirements are not clearly stated. 
Another commenter states that the 
sections duplicate information now 
provided for FAA airport certification. A 
third commenter states that the 
requirement for an approved system 
involves the decision-of a principal 
operations inspector, who has little or 
no guidance on which to base the 
approval. 

The FAA has determined that 
expansion of the present rules to 
describe the airport data and provide an 
approved system for its collection and 
dissemination is necessary. Present 
rules do not adequately describe the 
airport data which, the air carrier must 
have available. In addition. National 
Transportation Safety Board (NTSB) 
Report 72-17 (Pan American World 
Airways Boeing 747, San Francisco. CA; 
July 30.1971) states that “irregularities 
involving the collection and 
dissemination of airport information” 
cause the air carrier operational control 
systems to be ineffective. 

No comments were received on the 
proposed 1-year compliance date. Under 
the requirements of §§ 121.97 and 
121.117, each certificate holder must 
have an approved system for obtaining, 
maintaining, and distributing the current 
aeronautical data specified in 
55 121.97(b) and 121.117(b). The FAA 
estimates that, depending on the size 
and complexity of each certificate 
holder’s operation, it will take 


approximately 6 months to gather the 
required information and another 6 
months to design, establish, and gain 
approval of such a comprehensive 
system. Accordingly, §§ 121.97 and 
121.117 take effect 1 year after the 
effective date of these amendments. 
Although these sections may duplicate 
some information required for airport 
certification under Part 139, a 
comprehensive system ensures that the 
air carrier has adequate airport and 
other data available for safe operation. 
To provide guidance for the principal 
operations inspectors and the public in 
obtaining approval of this system, an 
advisory circular will be used. After 
considering the comments, 55 121.97 and 
121.117 are adopted without substantive 
change. 

Proposal 9-10. This proposal would 
require all Part 121 certificate holders to 
provide guidance in their operations 
manuals to enable their flight and 
ground operations personnel to . 
recognize and handle packages 
containing hazardous materials. One 
commenter objects to 5 121.135(b)(23) 
stating it is unnecessary, unrealistic, and 
should be withdrawn. The commenter 
argues that training programs now exist 
for air carriers that carry hazardous 
material and to require training for those 
operators not engaged in the carriage of 
that cargo is a waste of time. The rule 
requires that Part 121 certificate holders 
who do not carry hazardous materials 
have procedures and instructions of 
sufficient detail to ensure that their 
employees can recognize shipments of 
these materials and refuse to accept 
them. This reduces the possibility of the 
carrier inadvertently carrying them. No 
comments were received on the 
proposed 90-day compliance date. 

Ninety days allow adequate time for the 
operator to include these procedures 
and instructions in their operations 
manuals. Accordingly, 5 121.135(b)(3) is 
adopted without substantive change. 

Proposal 9-11. All commenters 
support § 121.137. This proposal requires 
each person to whom a manual or 
appropriate parts of it are furnished, to 
have it accessible when performing 
assigned duties. One commenter wants 
the words “each person” changed to 
“each crewmember” and wants to 
require the crewmember to carry or 
have the manual or appropriate parts 
available for other persons to use. The 
manual contains company procedures 
and guidance for both crewmembers 
and ground personnel. The rule does not 
restrict its use to crewmembers. The 
manual must be accessible to every 
person when performing assigned 


duties. Accordingly. § 121.137 is adopted 
without substantive change. 

Proposal 9-12. All comments support 
§ 121.161(a) to require certificate holders 
to comply with the same route and 
airport restrictions for passenger and 
cargo operations. Section 121.161(a) is 
adopted without substantive change. 

Proposal 9-13. All comments support 
5 121.163 that allows a reduction of 
proving tests if a satisfactory level of 
proficiency is demonstrated. Section 
121.163 is adopted without substantive 
change. 

Amendment to 5 91.33 

Amendment No. 91-154 (43 FR 46230; 
October 5,1978) amended § 91.33 to 
require that after December 4,1980, each 
safety belt in an aircraft must be 
equipped with an approved metal to 
metal latching device. As discussed in 
the preamble to that amendment, the 
FAA intended to allow 3 years to install 
the metal to metal latching devices. 
However, the compliance period was 
inadvertently set at 2 years. This 
amendment corrects the discrepancy by 
setting a 3-year compliance period. 

Since this amendment is relaxatory and 
clarifying in nature and does not impose 
a burden on the public, I find that notice 
and public procedure are unnecessary 
and that good cause exists for adopting 
this amendment. 

Amendment to § 121.220 

Amendment No. 121-154 (45 FR 3880; 
January 21,1980) incorrently designated 
the cabin ozone concentration 
requirements as 5 121.220, placing them 
in Subpart J, Special Airworthiness 
Requirements. The proper location for 
this requirement is in Subpart T, Flight 
Operations, since it is an operational 
requirement. Accordingly 5 121.220 is 
redesignated as 5 121.578. 

Adoption of the Amendments 

Accordingly, Parts 65, 91, and 121 of 
the Federal Aviation Regulations (14 
CFR Parts 65, 91, and 121) are amended 
as follows, effective September 9,1980. 

PARTS 65 —CERTIFICATION: AIRMEN 
OTHER THAN FLIGHT 
CREWMEMBERS 

§ 65.15a [Amended] 

1. By deleting § 65.15a and marking it 
“(Reserved)”. 

§65.61 [Amended] 

2. By amending 5 65.81 by inserting 
the phrase ”, preventive maintenance,” 
after the word “maintenance” in 

§ 65.81(a). 

3. By revising § 65.93 to read as 
follows: 
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§ 65.93 Inspection authorization: Renewal. 

(a) To be eligible for renewal of an 
inspection authorization for a 1-year 
period an applicant must present 
evidence annually, during the month of 
March, at an FAA General Aviation 
District Office, a Flight Standards 
District Office, or an International Field 
Office that the applicant still meets the 
requirements of § 65.91(c) (1) through (4) 
and must show that, during the current 
period that the applicant held the 
inspection authorization, the applicant— 

(1) Has performed at least one annual 
inspection for each 90 days that the 
applicant held the current authority; or 

(2) Has performed inspections of at 
least two major repairs or major 
alterations for each 90 days that the 
applicant held the current authority; or 

(3) Has performed or supervised and 
approved at least one progressive 
inspection in accordance with standards 
prescribed by the Administrator; or 

(4) Has attended and successfully 
completed a refresher course, 
acceptable to the Administrator, of not 
less than 8 hours of instruction during 
the 12-month period preceding the 
application for renewal; or 

(5) Has passed on oral test by an FAA 
inspector to determine that the 
applicant’s knowledge of applicable 
regulations and standards is current. 

(b) The holder of an inspection 
authorization that has been in effect for 
less than 90 days before the expiration 
date need not comply wth paragraphs 
(a) (1) through (5) of this section. 

4. By revising § 65.103 to read as 
follows: 

§ 65.103 Repairman certificate: Privileges 
and limitations. 

(a) A certificated repairman may 
perform or supervise the maintenance, 
preventive maintenance, or alteration of 
aircraft or aircraft components 
appropriate to the job for which the 
repairman was employed and 
certificated, but only in connection with 
duties for the certificate holder by whom 
the repairman was employed and 
recommended. 

(b) A certificated repairman may not 
perform or supervise duties under the 
repairman certificate unless the 
repairman understands the current 
instructions of the certificate holder by 
whom the repairman is employed and 
the manufacturer’s instructions for 
continued airworthiness relating to the 
specific operations concerned. 


PART 91—GENERAL OPERATING AND 
FLIGHT RULES 

§91.33 [Amended] 

5. By amending § 91.33 by deleting the 
numerals "1980" and substituting the 
numerals M 1981” in paragraph (b)(12). 

PART 121—CERTIFICATION AND 
OPERATIONS: DOMESTIC, FLAG, AND 
SUPPLEMENTAL AIR CARRIERS AND 
COMMERCIAL OPERATORS OF 
LARGE AIRCRAFT 

6. By amending § 121.97 by revising 
the heading, designating the current 
paragraph as paragraph (a), and adding 
new paragraphs (b) and (c) to read as 
follows: 

§ 121.97 Airports: Required data. 

( a ) * * * 

(b) After September 9,1981, each 
domestic and flag air carrier must show 
that it has an approved system for 
obtaining, maintaining, and distributing 
to appropriate personnel current 
aeronautical data for each airport it uses 
to ensure a safe operation at that 
airport. The aeronautical data most 
include the following: 

(1) Airports. 

(1) Facilities. 

(ii) Public protection. 

(iii) Navigational and 
communications aids. 

(iv) Construction affecting takeoff, 
landing, or ground operations. 

(v) Air traffic facilities. 

(2) Runways, clearways and 
stopways. 

(i) Dimensions. 

(ii) Surface. 

(iii) Marking and lighting systems. 

(iv) Elevation and gradient. 

(3) Displaced thresholds. 

(i) Location. 

(ii) Dimensions. 

(iii) Takeoff or landing or both. 

(4) Obstacles. 

(i) Those affecting takeoff and 
landing performance computations in 
accordance with Subpart I of this part. 

(ii) Controlling obstacles. 

(5) Instrument flight procedures. 

(i) Departure procedure. 

(ii) Approach procedure. 

(iii) Missed approach procedure. 

(6) Special information. 

(i) Runway visual range 
measurement equipment. 

(ii) Prevailing winds under low 
visibility conditions. 

(c) If the Flight Standards District 
Office charged with the overall 
inspection of the certificate holder’s 
operations finds that revisions are 
necessary for the continued adequacy of 
the certificate holder’s system for 


collection, dissemination, and usage of 
aeronautical data that has been granted 
approval, the certificate holder shall, 
after notification by the Flight Standards 
District Office, make those revisions in 
the system. Within 30 days after the 
certificate holder receives such notice, 
the certificate holder may file a petition 
to reconsider the notice with the 
Director of Flight Operations. This filing 
of a petition to reconsider stays the 
notice pending a decision by the 
Director of Flight Operations. However, 
if the Flight Standards District Office 
finds that there is an emergency that 
requires immediate action in the interest 
of safety in air transportation, the 
Director of Flight Operations may, upon 
statement of the reasons, require a 
change effective without stay. 

7. By amending § 121.117 by revising 
the heading, designating the current 
paragraph as paragraph (a), and.adding 
new paragraphs (b) and (c) to read as 
follows: 

§ 121.117 Airports: Required data. 

(a) * * * 

(b) After September 9,1981, each 
supplemental air carrier and commercial 
operator must show that it has an 
approved system for obtaining, 
maintaining, and distributing to 
appropriate personnel current 
aeronautical data for each airport it uses 
to ensure a safe operation at that 
airport. The aeronautical data must 
include the following: 

(1) Airports. 

(1) Facilities. 

(ii) Public protection. 

(iii) Navigational and 
communications aids. 

(iv) Construction affecting takeoff, 
landing, or ground operations. 

(v) Air traffic facilities. 

(2) Runways, clearways, and 
stopways. 

(i) Dimensions. 

(ii) Surface. 

(iii) Marking and lighting systems. 

(iv) Elevation and gradient. 

(3) Displaced thresholds. 

(i) Location. 

(ii) Dimensions. 

(iii) Takeoff or landing or both. 

(4) Obstacles. 

(i) Those affecting takeoff and 
landing performance computations in 
accordance with Subpart I of this part. 

(ii) Controlling obstacles. 

(5) Instrument flight procedures. 

(i) Departure procedure. 

(ii) Approach procedure. 

(iii) Missed approach procedure. 

(6) Special information. 

(i) Runway visual range 

measurement equipmenL 
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(ii) Prevailing winds under low 
visibility conditions. 

(c) If the Flight Standards District 
Office charged with the overall 
inspection of the certificate holder's 
operations finds that revisions are 
necessary for the continued adequacy of 
the certificate holder's system for 
collection, dissemination, and usage of 
aeronautical data that has been granted 
approval, the certificate holder shall, 
after notification by the Flight Standards 
District Office, make those revisions in 
the system. Within 30 days after the 
certificate holder receives such notice, 
the certificate holder may file a petition 
to reconsider the notice with the 
Director of Flight Operations. This filing 
of a petition to reconsider stays the 
notice pending a decision by the 
Director of Flight Operations. However, 
if the Flight Standards District Office 
finds that there is an emergency that 
requires immediate action in the interest 
of safety in air transportation, the 
Director of Flight Operations may, upon 
a statement of the reasons, require a 
change effective without stay. 

8. By revising 5 121.135(b)(23) to read 
as follows: 

§ 121.135 Contents. 

« * • « • 

(B)* * * 

(23) After December 9,1980. 
procedures and information to assist 
personnel to identify packages marked 
or labeled as containing hazardous 
materials and, if these materials are to 
be carried, stored, or handled, 
procedures and instructions relating to 
the carriage, storage, or handling of 
hazardous materials, including the 
following: 

(i) Procedures for determining the 
proper shipper certification required by 
49 CFR Subchapter C, proper packaging, 
marking, labeling, shipping documents, 
compatibility of materials, and 
instructions on the loading, storage, and 
handling. 

(ii) Notification procedures for 
reporting hazardous material incidents 
as required by 49 CFR Subchapter C. 

(iii) Instructions and procedures for 
the notification of the pilot in command 
when there are hazardous materials 
aboard, as required by 49 CFR 
Subchapter C. 

• • * • * 

9. By revising the heading of S 121.137 
and revising § 121.137(b) to read as 
follows: 

9 121.137 Distribution and availability. 

• « « * * 

(b) Each person to whom a manual or 
appropriate parts of it are furnished 
under paragraph (a) of this section shall 


keep it up-to-date with the changes and 
additions furnished to that person and 
shall have the manual or appropriate 
parts 1 of it accessible when performing 
assigned duties. 

***** 

10. By revising § 121.161(a) to read as 
follows: 

§ 121.161 Airplane limitations: Type of 
route. 

(a) Unless authorized by the 
Administrator, based on the character of 
the terrain, the kind of operation, or the 
performance of the airplane to be used, 
no certificate holder may operate two- 
engine or three-engine airplanes (except 
a three-engine turbine powered 
airplane) over a route that contains a 
point farther than 1 hour flying time (in 
still air at normal cruising speed with 
one engine inoperative) from an 
adequate airport. 

• * • • • 

11. By revising 9 121.163(a) to read as 
follows: 

§ 121.163 Aircraft proving tests. 

(a) No domestic or flag air carrier may 
operate an aircraft not before proven for 
use in scheduled air carrier operations, 
and no supplemental air carrier or 
commercial operator may operate an 
aircraft not before proven for use in air 
carrier or commercial operator 
operations, unless an aircraft of that 
type has had, in addition to the aircraft 
certification tests, at least 100 hours of 
proving tests acceptable to the 
Administrator, including a 
representative number of flights into en 
route airports. The requirement for at 
least 100 hours of proving tests may be 
reduced by the Administrator if the 
Administrator determines that a 
satisfactory level of proficiency has 
been demonstrated to justify the 
reduction. At least 10 hours of proving 
tests must be flown at night. 

• * * * * 

§ 121.220 (Redesignated). 

12. By redesignating § 121.220 as 
§ 121.578. 

(Secs. 313, 314, 601 through 610, Federal 
Aviation Act of 1958 (49 U.S.C. 1354,1355, 
and 1421 through 1430): sec. 6(c), Department 
of Transportation Act (49 U.S.C. 1655(c))) 

Note.—The Federal Aviation 
Administration has determined that this 
document involves a regulation which is not 
significant under Executive Order 12044, as 
implemented by the Department of 
Transportation Regulatory Policies and 
Procedures (44 FR 11034; February 26,1979). 

A copy of the final evaluation prepared for 
this document is contained in the docket. A 
copy of it may be obtained by writing to the 
person and address listed under “For Further 
Information Contact." 


Issued in Washington. D.C., on July 1,1980. 
Langhome Bond, 

Administrator. 

|FR Doc 00-20474 Filed 7-9-60: 6.45 Bin] 
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DEPARTMENT OF ENERGY 

Office of Leasing Policy Development 

10 CFR Part 378 

Bidding Systems for Coal Leasing; 
Proposed Rulemaking and Public 
Hearing 

AGENCY: Department of Energy. 
action: Proposed rule. 

summary: These proposed regulations 
would establish bidding systems and 
procedures for utilization in lease sales 
of Federal coal. The bidding systems 
proposed are: (1) cash bonus bid with a 
fixed royalty; (2) royalty bid with a fixed 
bonus; and (3) cash bonus bid with a 
sliding scale royalty. These bidding 
systems establish the methods by which 
persons will compete for Federal coal 
leases and the methods by which 
successful bidders will pay the United 
States for the leases. Intertract 
competition, a bidding procedure, is also 
being proposed in these regulations. The . 
primary intended effects of these 
proposed regulations are: (1) to enhance 
competition for Federal coal leases; (2) 
to provide a fair return to the Federal 
Government for its resources; and (3) to 
develop new coal resources in an 
efficient and timely manner. This 
rulemaking is being proposed under the 
authority of sections 302(b) and 303(c) of 
the Department of Energy Organization 
Act, sections 2(a), 7(a) and 32 of the 
Mineral Lands Leasing Act, as amended, 
and sections 3 and 10 of the Mineral 
Leasing Act for Acquired Lands. 

dates: Comments are due by September 
10, I960, 4:30 p.m. Requests to speak at 
the Washington hearing are due by July 
31.1980, 4:30 p.m. Witnesses who are 
chosen to speak at the hearing will be 
notified by August 5,1980, and copies of 
their statements must be received by 
August 0,1980. 

Requests to speak at the Denver 
hearing are due by July 28,1980, 4:30 
p.m. Witnesses who are chosen to speak 
will be notified by July 31,1980, and 
statements should be brought to the 
hearing location by 9:00 a.m., on the day 
of the hearing. 

Hearings: Washington Hearing: 

August 7,1980; 9:30 a.m. 

Denver Hearing: August 5,1980; 9:30 
a.m. 

addresses: All written comments and 
requests to speak at the Washington 
public hearing should be sent to the 
Office of Hearings Management. 

Economic Regulatory Administration, 
Room 2313, Docket No. LPD-79-06. 2000 
M Street N.W., Washington. D.C. 20461. 


Requests to speak at the Denver 
hearing should be sent to: 

Mr. Dale Eriksen, DOE Region VIII. 1075 
South Yukon Street, P.0 Box 26247, 
Belmont Branch, Lakewood, Colorado 
80226. 

Hearing locations: Washington: Room 
2105, 2000 M Street, N.W.. Washington, 
D.C. 20461. 

Denver: Auroria Student Center, 

Room 330A, 1111 West Colfax Avenue. 
Denver, Colorado. 

FOR FURTHER INFORMATION CONTACT: 

Robert C. Gillette (Office of Public 
Hearings Management), Economic 
Regulatory Administration, 2000 M 
Street N.W.. Room 2214C, 
Washington, D.C. 20461 (202) 254-5201 
Diane P. Menefee (Regulatory 
Programs), Leasing Policy 
Development Office, U.S. Department 
of Energy, 12th Street and 
Pennsylvania Avenue, N.W., 
Washington. D.C. 20461 (202) 633-9437 
James G. Beste (Office of General 
Counsel), U.S. Department of Energy. 
1000 Independence Avenue, S.W., 
Washington. D.C. 20585 (202) 252-2900 
Frederic C. Appel. (Public Affairs), 
Resource Applications, U.S. 
Department of Energy, 12th Street and 
Pennsylvania Avenue, N.W., 
Washington, D.C. 20461 (202) 633-9418 
SUPPLEMENTARY INFORMATION: 

1. Introduction. 

H. Lease Sale Process. 

III. The Proposed Regulation. 

A. General Provisions. 

B. Bidding Systems. 

IV. Supersession. 

V. Environmental Analysis. 

VI. Significance Review. 

VII. Summary of Regulatory Analysis. 

A. Problems. 

B. Mandate for Government Action. 

C. Policy Objectives. 

D. Alternative Courses of Action. 

E. Preferred Alternative. 

VIII. Public Comments and Public Hearing 
Procedures. 

A. Written Comments. 

B. Public Hearings. 

I. Introduction 

Section 302(b) of the Department of 
Energy Organization Act (DOE Act, Pub. 
L 95-91,91 Stat. 565 (42 U.S.C. 7101 et 
$£<?.)) transfers to, and vests in, the 
Secretary of Energy the functions of the 
Secretary of the Interior to promulgate 
regulations under five statutes, including 
the Mineral Lands Leasing Act (MLLA, 
Act of February 25.1920, ch. 85, 41 Stat. 
450 (30 U.S.C. 181 et. se?.)) and the 
Mineral Leasing Act for Acquired Lands 
(MLAAL, Act of August 7,1947, ch. 513, 
61 Stat. 913 (30 U.S.C. 351 et seg.)). 
w r hich relate to the (1) fostering of 
competition for Federal leases; (2) 
implementation of alternative bidding 


systems authorized for the award of 
Federal leases; (3) establishment of 
diligence requirements for operations 
conducted on Federal leases; (4) setting 
rates of production for Federal leases; 
and (5) specifying the procedures, terms, 
and conditions for the acquisition and 
diposition of Federal royalty interests 
taken in kind (42 U.S.C. 7152(b)(l)-{5)). 

In addition, section 302(c) of the DOE 
Act (42 U.S.C. 7152(c)) transfers to, and 
vests in the Secretary of Energy all the 
functions of the Secretary of the Interior 
to establish production rates for all 
Federal leases. Further, section 303(c)(1) 
of the DOE Act (42 U.S.C. 7153(c)(1)) 
authorizes the Secretary of Energy to 
review and to disapprove any term or 
condition of a Federal lease that relates 
to any matter with respect to which the 
Secretary of Energy has authority to 
promulgate regulations under section 
302(b) of the DOE Act. 

The principal purpose of the proposed 
regulations is to establish and describe 
the bidding systems and procedures that 
may be used in Federal coal lease sales. 
The bidding systems proposed are: (1) 
cash bonus bid with a fixed royalty; (2) 
royalty bid with a fixed bonus; and (3) 
cash bonus bid with a sliding scale 
royalty. Intertract competition, a bidding 
procedure, is also being proposed in 
these regulations. 

If adopted these regulations will be 
issued pursuant to sections 302 and 303 
of the DOE Act (42 U.S.C. 7152 and 
7153), sections 2, 7 and 32 of the MLLA 
(30 U.S.C. 201, 207 and 189), and sections 
3 and 10 of the MLAAL (30 U.S.C. 352 
and 359). The regulations will be 
applicable only to offers for sale of 
Federal coal leases. 

II. Lease Sale Process 

On July 19,1979, the Department of 
the Interior (DOI) published regulations 
(44 FR 42585) establishing a new Federal 
coal management program. These 
regulations implement the preferred 
alternative coal management program 
described in the final programmatic 
environmental impact statement on the 
Federal coal management program.‘The 
DOI regulations establish new 
competitive leasing provisions (43 CFR 
Part 3420) to replace DOI’s Energy 
Mineral Activity Recommendation 
System (EMARS), formerly described in 
regulations at 43 CFR Subpart 3525. 

The DOI competitive leasing program 
consists of four principal elements: 
comprehensive land use planning; 
establishment of regional leasing 


1 Final Environmental Statement: Federal Coal 
Management Program, United States Department of 
the Interior. Bureau of Land Management. April, 
1979. 
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targets tract delineation, ranking, 
selection and scheduling; and lease sale. 
In the comprehensive land use planning 
phase, Federal lands would be identified 
as acceptable for consideration for coal 
leasing through the use of the screening 
criteria listed in 43 CFR 3420.2-3 (b) 
through (e). Regional leasing targets 
would be established based on 
consultations with State Governors 
concerning DOE’S regional production 
goals, consideration of DOE's final 
regional production goals, and 
comments received on these goals and 
on preliminary regional leasing targets. 
The regional leasing targets would be 
utilized as a guide in the preliminary 
delineation, ranking selection and 
scheduling of tracts for lease sale in the 
coal production regions. In the activity 
planning process, tracts would be 
identified for leasing through 
expressions of interest by potential 
lessees and ranked according to 
considerations of coal economics, 
impacts on the environment, and 
socioeconomic impacts. Tracts would 
then be selected and scheduled for lease 
sale. 

Once the regional lease sale schedule 
has been compiled and announced in 
the Federal Register, DOI would analyze 
each tract selected for lease sale to 
determine the fair market value of the 
coal and the preliminary maximum 
economic recovery requirements. Public 
comment would be solicited on the fair 
market value prior to lease sale. The 
authorized DOI officer would then make 
an estimate of fair market value for each 
proposed lease tract. 

Prior to lease sale, DOI would publish 
a Notice of Sale in the Federal Register 
and in newspapers of general circulation 
in the county or political subdivision in 
which the tracts to be sold are situated. 
The Notice of Sale includes, among 
other things, the time, place, and type of 
sale; the bidding method to be utilized; 
the rental; the minimum acceptable bids 
to be considered; an indication of 
maximum economic recovery by bed of 
coal; a description of the tracts offered 
for lease sale; and an identification of 
the place where a detailed statement of 
the terms and conditions of the lease 
which may be issued following the lease 
sale may be obtained. 

The bidding system or systems to be 
utilized by DOI in each coal lease sale 
would be selected prior to the lease sale 
from the three bidding systems that 
would be established by these proposed 
regulations. Bidders would then compete 
for Federal coal leases in accordance 
with the method described by the 
bidding system that is applicable to a 
particular tract. 


After all bids are submitted on the 
tracts offered for lease sale, the highest 
bids would be announced. A sale panel 
would then convene to determine: (1) if 
the high bid was properly submitted; (2) 
whether the bids at least equal the fair 
market value of the tract; and (3) 
whether the bidder is qualified to hold 
the lease. The recommendations of the 
panel would be sent to the authorized 
DOI officer who would make the final 
decision to accept a bid or to reject all 
bids. A bid cannot be accepted which is 
less than fair market value. 

Subsequent to the lease sale but prior 
to lease issuance, the Attorney General 
is afforded a 30-day period in which to 
review the proposed lease issuance and 
advise the Secretary of the Interior if the 
action would create or maintain a 
situation inconsistent with the antitrust 
laws. See 43 CFR 3422.3^1. If the 
Attorney General notifies the Secretary 
of the Interior that the proposed action 
would create or maintain a situation 
inconsistent with the antitrust laws, the 
Secretary has three options: (1) to reject 
all bids; (2) to notify the Attorney 
General that issuance of the proposed 
lease to the next qualified high bidder is 
under consideration; or (3) to issue the 
lease to the highest bidder. The lease 
may only be issued if, after a public 
hearing is conducted on the record in 
accordance with the Administrative 
Procedure Act, the Secretary finds that 
issuance: (1) is necessary to effectuate 
the purposes of the Federal Coal Leasing 
Amendments Act of 1976 (FCLAA, Pub. 
L. 94-377, 90 Stat. 1083); (2) is consistent 
with the public interest; and (3) there are 
no reasonable alternatives consistent 
with the FCLAA, the antitrust laws and 
the public interest. 

III. The Proposed Regulation 

A. General Provisions 

The proposed regulations establish 
Part 378 of Title 10, Code of Federal 
Regulations, which will contain all of 
DOE’s regulations relating to coal 
leasing. Subpart A contains general 
provisions applicable to the entire part 
Subpart B establishes and describes 
alternative bidding systems and 
procedures that may be utilized at coal 
lease sales. 

The relevant definitions for coal 
leasing are divided between Subparts A 
and B, with Subpart A containing those 
that have general applicability to all of 
Part 378. The definitions in § 378.102 are 
applicable only to Subpart B. An effort 
was made to make the definitions 
consistent with existing DOI regulations. 


B. Bidding Systems 

Section 378.110 of the regulations 
would establish the following three 
bidding systems: 

1. Cash bonus bid with a fixed royalty 
and a fixed annual acreage rental; 

2. Royalty bid with a fixed cash bonus 
and a fixed annual acreage rental; and 

3. Cash bonus bid with a sliding scale 
royalty and a fixed annual acreage 
rentaL 

In the future, DOE will analyze the 
appropriateness of other bidding 
systems for coal leasing. When this 
analysis is completed, DOE will 
determine if further coal bidding system 
regulations should be proposed. 

In essence, a bidding system is a set 
of economic terms and conditions under 
which mineral leases to Federal lands 
are issued to private parties. The 
economic terms and conditions create 
varying lessee attitudes toward 
exploration, development and 
production of a lease. Potentially, there 
are four major components to a bidding 
system: (1) cash bonus; (2) royalty; (3) 
rental; and (4) profit share. Usually, only 
one of these components is utilized as 
the bid variable while the others are 
fixed at set rates or amounts. The 
magnitude of the bid variable is 
determined solely at the discretion of 
the bidder, while the fixed components 
are determined prior to a lease sale by 
the Federal Government Whoever 
Bubmits the highest bid, measured in 
terms of absolute magnitude, is usually 
awarded the lease for which he is 
bidding, provided that he is qualified 
and the bid plus other economic 
components taken together are not less 
than the fair market value of the tract, 
as determined by DOI under criteria 
specified at 43 CFR Subpart 3472. 

In the cash bonus bid system 
(§ 378.110(a)(1)), the bid variable is the 
cash bonus and the fixed components 
are the royalty and the rental. Bidders 
would compete for a lease under this 
system by determining what cash 
amounts they are willing to bid for a 
lease. This decision would be tempered 
by the magnitude of the other 
components in the system. The bidder 
who submits the highest cash bonus bid, 
is usually awarded the lease if he is 
qualified and the bid reflects the fair 
market value of the tract. Fair market 
value includes consideration of royalty 
and rental income to the Government as 
well as the bonus component. 

In the process of determining the fixed 
elements of a bidding system, e.g., 
royalty and rental in a cash bonus bid 
system, DOI will consider DOE’s 
analysis and conclusions regarding 
royalty and rental. In performing its 
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analysis of the fixed elements of a 
bidding system, DOE may consider the 
factors listed in 5 378.111 in relation to 
the characteristics of each tract to which 
the bidding system will be applied. 
However, the regulations (§ 378.110(a)(1) 
(iii), (a)(2)(iii) and (a)(3)(iii)) would 
require that, at a minimum, the annual 
rental per acre or fraction thereof on a 
lease shall be $3.00. The regulations 
(5 378.110(a)(l)(i), (a)(2)(i) and (a)(3)(i)) 
would also require payment of a royalty 
of not less than 12 V4 percent of the value 
of coal from a lease, except in the case 
of coal recovered by underground 
mining operations, where a lesser 
royalty rate may be allowed. Both fixed 
elements of a bidding system must be 
specified in the Notice of Sale published 
in the Federal Register. 

The cash bonus system places heavy 
emphasis on a large initial commitment 
of capital which may discourage 
participation by smaller companies, and 
thereby reduce competition. The 
requirement for a large, up-front 
commitment of cash has been somewhat 
alleviated, however, by the provision in 
Section 2 of the Federal Coal Leasing 
Amendments Act of 1976 (Pub. L 94-377. 
90 Stat. 1083) for deferred payment of 
the bonus. Comments are specifically 
requested on whether or not the system 
discourages participation in coal lease 
sales by smaller companies, and on 
whether the deferred payment provision 
will adequately resolve this problem. 

In royalty bid sytem (5 378.110(a)(2)), 
the bid variable is the royalty rate and 
the fixed components are the cash 
bonus and the rental. Bidders would 
compete for a lease under this system by 
determining what royalty rate, e.g., 15 
percent, they are willing to bid for a 
lease. The bidder who submits the 
highest royalty rate bid is usually 
awarded the lease if he is qualified and 
the bid reflects the fair market value of 
the lease. Fair market value includes 
consideration of royalty and rental 
income to the Government as well as the 
bonus component. Section 7 of the 
MLLA (30 U.S.C. 207) limits the 
operation of this system by requiring 
that a royalty rate shall not be less than 
12Vi percent of the value of coal except 
that a lesser amount may be allowed in 
the case of coal recovered by 
underground mining operations. 
Therefore, the minimum acceptable bid 
under this system would be 12Vi 
percent, unless the public is notified 
otherwise in the Notice of Sale 
published in the Federal Register. 

While DOE believes that the 
advantage of the royalty bidding system 
as compared to the cash bonus system is 
that it may encourage greater 


participation by smaller companies, 
there is a concern that if bidding is 
intense and drives the royalty rate too 
high, the cost of developing the tract 
could exceed the revenue received from 
coal sales. This could result in a 
valuable tract remaining undeveloped. 
Also, the issue has been raised that 
while higher royalties may weed out 
high cost or low-value tracts, they may 
also discourage development of low cost 
mines. Marginal costs of tract 
development may also increase if seams 
become deeper or thinner or have a 
larger overburden. Comments are 
specifically solicited on the concerns 
outlined above. 

In the cash bonus bid with a sliding 
scale royalty system (5 378.110(a)(3)), as 
in the cash bonus bid system, the bid 
variable is the cash bonus and the fixed 
components are the royalty and the 
rental. The bidder who submits the 
highest cash bonus bid is usually 
awarded the lease if he is qualified and 
if his bid reflects fair market value. 
However, this system differs from the 
cash bonus bid system in the way 
royalty is computed. In the cash bonus 
bid system, only one royalty rate, e.g., 15 
percent, is applied in computing the 
royalty for all production periods. 
However, in the cash bonus bid with a 
sliding scale royalty system, a sliding 
scale formula or schedule is utilized to 
adjust the royalty rate according to the 
value of coal removed during each 
production period. In other words, the 
royalty rate could vary from one 
production period to another, depending 
on the value of coal removed. 

The sliding scale schedule denotes 
royalty rates that are applicable to 
various ranges of value of coal produced 
during a production period. An 
adjustment is made to the value of coal 
at the time of production to insure that 
the amount of coal produced during a 
production period is valued as of the 
time that the bid was submitted. The 
adjustment is calculated by the 
application of an inflation (or deflation) 
factor to the value of coal. The adjusted 
value of coal is then utilized in the 
sliding scale formula or schedule to 
determine the applicable royalty rate for 
a production period. 

If royalty rates increase as production 
increases, there may be incentive to 
reduce the rate of production. For 
example, firms who wish to increase 
production in order to obtain a utility 
contract might face higher royalty 
payments which would then be passed 
on to consumers. Solutions to these 
potential problems are under 
consideration and include a reduced 
royalty rate as mining goes into deeper 


or thinner seams or a royalty which 
would vary with the coal/overburden 
ratio of the particular seam. Comments 
are specifically invited on these 
problems and their potential solutions. 

For the purposes of determining the 
value of coal and computing royalties on 
leases awarded in accordance with the 
bidding systems authorized by these 
regulations, the DOI regulation at 30 
CFR 211.63 will be utilized, except for 
the sliding scale bidding system. 
Normally, the value of coal for royalty 
purposes is the gross value at the point 
of sale. Gross value is, with certain 
exceptions, the sale or contract unit 
price times the number of units sold. 

Only the general characteristics of 
each bidding system would be 
established by S 378.110(a)(l)-{3). When 
used in a particular sale, these systems 
would be tailored to the tracts to which 
they are applied. This flexibility is 
necessary because differing tract 
characteristics affect significantly the 
economics of exploration, development 
and production. These factors are 
reflected both in the selection of a 
bidding system and in the design of its 
components. 

While tract-specific geologic and 
economic considerations are central to 
the selection of appropriate bidding 
systems and procedures, there are also 
certain additional important purposes 
and policies that would be considered. 
These eight purposes and policies are 
stated in § 378.111(a) of the proposed 
regulations. 

In performing its analysis of the 
application of bidding systems and 
procedures established in § 378.110 to 
specific tracts included in a lease sale, 
DOE will consider the purposes and 
policies enumerated in { 378.111(a) 
through an evaluation of the regional 
and tract-specific factors listed in 
§ 378.111(b) that effect those purposes 
and policies. In its analysis, DOE will 
employ the following four-step 
procedure: (1) identifying the bidding 
system or systems that should be 
utilized in the lease sale; (2) computing 
the proportion of tracts to which each 
system should be applied; (3) identifying 
the system that should be applied to 
each tract; and (4) adjusting the bidding 
system identified for a tract to 
accommodate tract specific 
characteristics. 

Section 378.110 of the regulations 
would also authorize the use of 
intertract competition in conjunction 
with a bidding system selected under 
this section, e.g., cash bonus bid with a 
fixed royalty. Under this bidding 
procedure (as differentiated from a 
bidding system), a greater number of 
tracts are offered for lease sale than are 
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to be leased. Bids are received on all the 
tracts offered for lease sale and are 
evaluated and ranked based on a 
standard measure of value, e.g., dollars 
per ton. Leases are then awarded to the 
highest qualified bidders, in terms of the 
standard measure of value, until the 
desired level of leasing is achieved, e.g. t 
one hundred million tons or some other 
prespecified volume. Because only a 
fraction of the total tracts offered will be 
leased, bidders are placed in 
competition not only with each other for 
a tract, but also with the highest bidders 
on all tracts that are part of the lease 
sale. The determination to utilize 
intertract competition must be stated in 
the Notice of Sale published in the 
Federal Register. 

DOE believes that the intertract 
competition procedure will increase 
competition and provide an improved 
system for tract selection. However, 
question such as how tracts should be 
grouped for lease sales; how bids can be 
standardized; and to what extent tracts 
included in a lease sale are limited to 
specific coal types and geographic 
areas, have not have resolved. Public 
comment is particularly invited on these 
issues. 

Comments received on the specific 
issues raised concerning each bidding 
system and the intertract competition 
bidding procedure will be analyzed by 
DOE and reflected in the final regulation 
where appropriate. Maximum public 
response is essential in order that the 
final regulation be as effective as 
possible in facilitating achievement of 
the goals and objectives of the coal 
leasing program. It is requested that the 
issues raised above as well as those in 
Section VIII (A) (2) of this preamble will 
be addressed fully by all concerned 
parties. 

IV. Supersession 

These regulations would supersede 
the following DOI regulations: 

1. 43 CFR 3422.3-2 

2. 43 CFR 3473.3-1 (a)(1) 

3. 43 CFR 3473.3—2(a)(1) 

In addition, these regulations would 
supplement 43 CFR 3422.2 and 43 CFR 
3473.3—2(a)(2) and (3). 

V. Environment Analysis 

After reviewing the proposed 
regulations pursuant to its 
responsibilities under the National 
Environmental Policy Act of 1969 
(NEPA, Pub. L 91-90. 83 Stat. 852 (42 
U.S.C. 4321 et seq.)), DOE has 
determined that the proposed action 
does not constitute a major Federal 
action significantly affecting the quality 
of the human environment. Therefore, 


no environmental impact statement is 
required for the proposed regulation. 

VI. Significant Review 

Because these are significant 
regulations which will have a major 
impact within the meaning of Executive 
Order 12044 on “Improving Government 
Regulations” (DOE Order 2030.1, 44 FR 
1032, January 3,1979), a regulatory 
analysis is required for these proposed 
regulations. 

The proposed regulations may 
substantially affect the goals of the 
National Energy Plan (NEP) and are of 
major concern to the public. Congress 
and the President. Although analysis 
shows the regulations would not result 
in any incremental costs in excess of 
$100 million per year, they will have a 
major impact on coal lease sales, which 
will play a substantial role in the 
attainment of NEP goals. 

A summary of the regulatory analysis 
prepared for these proposed regulations 
is included below. Copies of the 
complete regulatory analysis are 
available for public review in the DOE 
Freedom of Information Office, Room 
GB-145, Forrestal Building, 1000 
Independence Avenue. S.W., 
Washington, D.C. 20585. Interested 
parties are invited to submit written 
comments on the draft regulatory 
analysis to the address indicated in the 
“Addresses” section of this preamble. 

VII. Summary of Regulatory Analysis 

A. Problems 

On August 4,1976, Congress enacted 
the FCLAA which amended the MLLA. 
The legislation addressed eight major 
problems with the then existing Federal 
coal leasing program. These problems 
were: (1) speculation; (2) concentration 
of holdings; (3) inadequate return to the 
public for its resource; (4) need for 
environmental protection, planning and 
public participation; (5) social and 
economic impacts; (6) need for 
information; (7) need for maximum 
economic recovery; and (8) military 
lands. 

On April 29.1977, the NEP was 
adopted and published as a result of the 
growing awareness of this country’s 
dependence on and vulnerability to 
imported oil and the need for a 
definitive national energy policy. 
Objectives of the NEP included: 

1. Reducing dependence on foreign oil 
and vulnerability to supply 
interruptions; 

2. Substitution of abundant energy 
resources for those in short supply; and 

3. Expanding U.S. coal production and 
use. 


On August 4, 1977. Congress enacted 
the DOE Act. Section 302(b) of the DOE 
Act gave DOE a role in Federal coal 
leasing by transferring to, and vesting in, 
the Secretary of Energy the functions of 
the Secretary of the Interior to 
promulgate regulations under five 
statutes, including the MLLA and the 
MLAAL, which relate to the (1) fostering 
of competition for Federal leases; (2) 
implementation of alternative bidding 
systems authorized for the award of 
Federal leases; (3) establishment of 
diligence requirements for operations 
conducted on Federal leases; (4) setting 
rates of production for Federal leases; 
and (5) specifying the procedures, terms, 
and conditions for the acquisition and 
disposition of Federal royalty interests 
taken in kind. In addition, section 302(c) 
of the DOE Act (42 U.S.C. 7152(c)) 
transferred to, and vested in, the 
Secretary of Energy all the functions of 
the Secretary of the Interior to establish 
production rates for all Federal leases. 
Further, section 303(c)(1) of the DOE Act 
(42 U.S.C. 7153(c)(1)) authorized the 
Secretary of Energy to review and to 
disapprove any term or condition on 
which a Federal lease will be issued that 
relates to any matter with respect to 
which the Secretary of Energy has 
authority to promulgate regulations 
under section 302(b) of the DOE Act. 

On April 5,1979, the President 
delivered his Energy Address to the 
Nation. On July 15,1979, the President 
again addressed the Nation about 
energy. In these addresses, the President 
listed steps that had to be taken to 
alleviate the energy problems. Two of 
the President’s objectives, encouraging 
domestic production of energy and 
shifting to more abundant sources of 
energy, can be addressed by 
establishing coal bidding systems and 
procedures for coal lease sales. In 
addition, the proposed regulations 
address the nation’s energy goals 
delineated in the laws noted above. 

B. Mandate for Government Action 

DOE is proposing promulgation of 
these regulations pursuant to sections 
302(b) and 303(c) of the DOE Act. 
sections 2(a), 7(a) and 32 of the MLLA, 
and sections 3 and 10 of the MLAAL. 

C. Policy Objectives 

The regulations examined in this 
analysis are designed to serve several 
purposes: 

(1) Provide a fair return to the Federal 
Government for its resources; 

(2) Increase competition for Federal 
leases; 

(3) Encourage development of coal 
resources in an efficient and timely 
manner, 
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(4) Discourage speculation; and 

(5) Discourage concentration of 
holdings. 

D. Alternative Courses of Action 

Two alternative courses of action are 
discussed in this regulatory analysis: (1) 
promulgate the regulations and (2) do 
not promulgate the regulations. 

Under the first alternative, DOE 
would promulgate regulations 
establishing and describing alternative 
bidding systems and intertract 
competition. These systems and 
intertract competition would be utilized 
at a coal lease sale to achieve the 
purposes and objectives of applicable 
legislation and national energy policy. 
This alternative is not expected to have 
any further economic impact on the 
Nation than that caused by the present 
leasing system. 

Under Alternative 2 DOI would 
continue to lease Federal coal under 
existing DOI regulations. This 
alternative could perpetuate the 
exclusive use of the cash bonus bid 
system and exclude DOE from the coal 
lease sale process, except for the 
exercise of its authority under section 
303(c)(1) of the DOE Act to review and 
to disapprove any term or condition of a 
Federal lease which relates to any 
matter with respect to which the 
Secretary has authority to promulgate 
regulations under section 302(b) of the 
DOE Act. This result is likely because 
historically DOI has utilized only the 
cash bonus bid with a Fixed royalty 
system and because the DOI regulations 
provide DOE with only a limited role in 
the Federal coal lease sale process. The 
DOI regulations fail to establish and 
describe bidding systems and 
procedures for application to tracts 
subject to a lease sale. Without 
alternative bidding systems, objectives 
of the FCLAA and the NEP would have 
to be achieved by other means. Further, 
without the proposed regulations, DOE’s 
authority under sections 302(b)(1) and 
(b)(2) of the DOE Act would not be 
implemented for coal leasing. 

E. Preferred Alternative 

The preferred alternative is 
promulgation of the regulations. This 
alternative implements DOE’s section 
302(b) DOE Act authority to promulgate 
regulations under the MLLA and the 
MLAAL establishing alternative bidding 
systems and procedures for use at 
Federal coal lease sales. It is expected 
that this alternative will best achieve 
the objectives of applicable legislative 
and national energy policy. Proper 
selection of bidding systems and 
procedures can, among other things, 
enhance competition for Federal leases. 


stimulate development of coal 
resources, assist the government in 
receiving fair market value for its 
resources and help to reduce our 
Nation’s dependence on oil imports. 

VIII. Public Comments and Public 
Hearing Procedures 

A. Written Comments 

1. General 

You are invited to participate in this 
rulemaking by submitting data, views or 
arguments with respect to the proposals 
set forth in this notice. Written 
comments should be identified on the 
outside envelope and on the document 
with the designation: “Box XT. DOE 
Proposed Coal Bidding Systems 
Regulations." Ten copies should be 
submitted. All copies received by 
August 25.1980, and all other relevant 
information will be considered by DOE 
before Final action is taken on these 
proposed regulations. 

Any information submitted which you 
consider to be conFidential must be so 
identiFied and submitted in writing. Only 
one copy should be submitted. DOE 
reserves the right to determine the 
confidential status of the information 
and to treat it accordingly. 

2. Specific 

In addition to the comments 
speciFicaily requested in Section III—B of 
the preamble, DOE solicits comments, 
information, and analyses on the 
following questions: 

a. The appropriateness of the bidding 
systems proposed today for coal lease 
sales; 

b. The suitability of bidding systems, 
other than those proposed today, to coal 
lease sales; 

c. The suitability of intertract 
competition where there is a 
checkerboard pattern of land ownership; 

d. The existing methods, and their 
viability, for calculating value of coal; 

e. Whether a speciFic methodology for 
selecting bidding systems for 
application to tracts subject to a lease 
sale should be described in these 
regulations; and 

f. If a speciFic selection methodology 
should be described, what should that 
methodology be? 

B. Public Hearings 

1. Procedures for Request to Make 
Oral Presentation. 

The times and places for the hearing 
are indicated in the "Dates" and 
"Hearing Location" sections of this 
preamble. 

If you have an interest in the proposed 
regulations issued today, or represent a 
group or class of persons that has an 
interest, you may request in writing an 


opportunity to make an oral 
presentation. Such request must be 
received by 4:30 p.m., July 31,1980, for 
the Washington hearing and by July 28, 
1980, for the Denver hearing. Please 
describe the interest concerned and, if 
appropriate, state why you are a proper 
representative of a group or class of 
persons that has such an interest, and 
give a concise summary of the proposed 
oral presentation. You should also 
provide a phone number where you may 
be contacted the day before the hearing. 

If you are selected to be heard, you 
will be so notiFied before 4:30 p.m., 
August 5,1980, for the Washington 
hearing, and by 4:30 p.m., July 31,1980, 
for the Denver hearing. One hundred 
copies of your statement, labeled "Box 
XT, DOE Proposed Coal Bidding 
Systems Regulations," are due by 
August 6.1980, for the Washington 
hearing, and should be delivered to the 
"Request to Speak" address indicated at 
the beginning of this preamble. For the 
Denver hearing, copies of your 
statement should be brought to the 
location by 9:00 a.m. on the day of the 
hearing. In the event any person wishing 
to testify cannot meet the 100-copy 
requirement, alternative arrangements 
can be made with the Office of Hearings 
Management in advance of the hearing 
by so indicating in a letter requesting an 
oral presentation or by calling the Office 
of Hearings Management at (202) 653- 
3757. 

In the event that a hearing is 
cancelled* every effort will be made to 
publish advance notice in the Federal 
Register. Moreover, actual notice will be 
given to all persons scheduled to testify 
at the hearing. As it is not possible to 
give actual notice of cancellation or 
changes in the date or time of a hearing, 
persons planning to attend any hearing 
are advised to contact the appropriate 
DOE office on the working day 
immediately preceding the date of the 
hearing to confirm that it will be held as 
scheduled. 

2. Conduct of the Hearings. DOE 
reserves the right to selqct the persons 
to be heard at each hearing, to schedule 
their respective presentations, and to 
establish the procedures governing the 
conduct of the hearings. The length of 
each presentation may be limited, based 
on the number of persons requesting to 
be heard. 

A DOE ofFicial will be designated to 
preside at each hearing. These will not 
be a judicial or evidentiary hearings. 
Questions may be asked only by those 
conducting the hearing and there will be 
no cross-examination of persons 
presenting statements. At the conclusion 
of all initial oral statements, each person 
who has made an oral statement will be 
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given the opportunity to make a rebuttal 
statement. The rebuttal statement will 
be given in the order in which the initial 
statements were made and will be 
subject to time limitations. 

You may submit questions to be asked 
of any person making a statement at a 
hearing to the address indicated above 
for requests to speak before 4:30 p.m. on 
the day before the hearing. If you wish 
to ask a question at the hearing, you 
may submit the question, in writing, to 
the presiding officer. DOE or. if the 
question is submitted at the hearing, the 
presiding officer will determine whether 
the question is relevant, and whether 
the time limitations permit it to be 
presented for answer. 

Any further procedural rules needed 
for the proper conduct of the hearing 
will be announced by the presiding 
officer. 

A transcript of each hearing will be 
made and the entire record of the 
hearings, including the transcripts, will 
be retained by the DOE and made 
available for inspection at the DOE 
Freedom of Information Office, Room 
5B-180, Forrestal Building, 1000 
Independence Avenue. S.W M 
Washington, D.C. 20585, between the 
hours of 8 a.m. and 4:30 p.m., Monday 
through Friday. You may purchase a 
copy of the transcripts from the reporter. 

Mineral Lands Leasing Act, ch. 85. 41 Stat. 
437 (30 U.S.C. 181 et seq.), as amended by ch. 
66. 44 Stat. 1058, ch. 916, 60 Stat. 950. Pub. L 
86-705, 74 Stat. 790, Pub. L. 94-377, 90 Stat. 
1083, and Pub. L. 95-554, 92 Stat. 2072; 

Mineral Leasing Act for Acquired Lands, ch. 
513, 61 Stat. 913 (30 U.S.C. 351 et seq.); 
Department of Energy Organization Act, Pub. 
L. 95-91, 91 Stat. 565 (42 U.S.C. 7101 et seq.); 
E.0.12009, 42 FR 46267. 

In consideration of the foregoing, it is 
proposed to amend Chapter II, title 10, 
Code of Federal Regulations as set forth 
below. 

Issued in Washington. D.C., July 1,1980. 
Ruth M. Davis, 

Assistant Secretary Resource Applications . 

Chapter II of Title 10, Code of Federal 
Regulations, is amended by adding a 
Part 378 to read as follows: 

PART 378—COAL LEASING 

Subpart A—General Provisions 

Sec. 

378.001 Purpose and scope. 

378.002 Definitions. 

Subpart B—Bidding Systems 

378.101 Purpose and scope. 

378.102 Definitions. 

378.110 Bidding systems and procedures. 

378.111 Selection of bidding systems and 
application to tracts. 


Authority: Act of February 25,1920, ch. 85, 
secs. 2. 7 and 32. 41 Stat. 438, 439. 450 (30 
U.S.C. 201, 207 and 189). as amended by sec. 

1. 62 Stat 289, sec. 2, Pub. L. 86-252, 73 Stat. 
490, sec. 2. Pub. L 88-526, 78 Stat. 710, secs. 2. 
3, 4 and 7, Pub. L 94-377, 90 Stat. 1083.1084, 
1085,1087, sec. 2. Pub. L 95-554. 92 Stat. 2073; 
Act of August 7,1947, ch. 513, secs. 3 and 10, 
61 Stat. 914, 915 (30 U.S.C. 352 and 359); secs. 
302 and 303, Pub. L 95-91, 91 Stat. 578. 579 (42 
U.S.C. 7152 and 7153). 

Subpart A—General Provisions 

§378.001 Purpose and scope. 

Part 378 implements DOE’s authority 
under sections 302(b) and 303 of the 
DOE Act with respect to the leasing of 
Federal lands for coal exploration and 
development under the MLLA and the 
MLAAL 

§378.002 Definitions. 

For the purposes of this Part 378— 

"Coal" means coal of all ranks, from 
lignite to anthracite, and all grades. 

“Coal lease" means a Federal lease 
for coal issued under the MLLA or the 
MLAAL 

"Logical Mining Unit" or "LMU" 
means an area of coal land that can be 
developed and mined in an efficient, 
economical, and orderly manner with 
due regard for the conservation of coal 
reserves and other resources. An LMU 
may consist of one or more leases and 
may include intervening or adjacent 
non-Federal lands; but all lands in an 
LMU must be contiguous, under the 
effective control of a single operator, 
and capable of being developed and 
operated as a unified operation with 
complete extraction of the LMU reserves 
within 40 years from the date of first 
approval of a mining plan for that LMU. 
No LMU approved after August 4,1976, 
shall exceed 25,000 acres, including both 
Federal and non-Federal coal deposits. 

“MLLA" means the Mineral Lands 
Leasing Act, as amended (Act of 
February 25,1920. ch. 85, 41 Stat. 437 (30 
U.S.C. 181 et se^r.)). 

“MLAAL" means the Mineral Leasing 
Act for Acquired Lands, as amended 
(Act of August 7,1947, ch. 513, 61 Stat. 
913 (30 U.S.C. 351 et seq.]). 

Subpart B—Bidding Systems 

§ 378.101 Purpose and scope. 

(a) This subpart establishes the 
several bidding systems that may be 
utilized in connection with the offering 
and sale of Federal leases for the 
exploration, development and 
production of coal located on Federal 
lands pursuant to the MLLA and the 
MLAAL. 

(b) Only bidding systems established 
by this subpart shall be utilized in any 
competitive coal lease sale. 


§378.102 Definitions. 

For purposes of this Subpart B— 

“Coal lease sale" means the DOI 
process by which leases on certain coal 
tracts are offered for sale. 

"Maximum royalty rate" means the 
highest royalty rate utilized in 
computing the royalty payable to the 
United States from a coal lease. 

"Minimum royalty rate" means the 
minimum royalty rate that may be 
utilized in computing the royalty owed 
to the United States from a coal lease. 
This rate shall not be less than 12 Vs per 
centum, but may be greater than 12 Y 2 
per centum of the value of the coal. In 
the case of coal recovered by 
underground mining operations, a lesser 
royalty rate may be allowed. 

"Production period" means a 
designated interval of time that is 
utilized for purposes of determining the 
value of production from a lease. 

‘Tract" means Federal land that is 
offered for lease through a coal lease 
sale and is described and identified in a 
Notice of Sale. 

“Value of coal" means the worth of 
the coal removed and sold during a 
production period from a tract or, if the 
tract is part of a logical mining unit, the 
worth of all coal removed, sold and 
credited to the tract under the 
agreement creating the unit, as 
determined in accordance with 30 CFR 
211.63. 

§ 378.110 Bidding systems and 
procedures. 

(a) A single bidding system selected 
from those listed in this paragraph shall 
be applied to each tract included in a 
competitive coal lease sale, including 
those tracts reserved and offered for 
lease to public bodies and small 
businesses. Such selection shall be 
published by DOI in the Notice of Sale 
that appears in the Federal Register. 

(1) Cash bonus bid with a fixed 
royalty and a fixed annual acreage 
rental. 

(i) The royalty to be paid by the 
successful bidder shall be an amount 
equal to the royalty rate times the value 
of coal from that lease. The royalty rate 
shall not be less than 12 Vz per centum, 
except that a lesser royalty rate may be 
allowed in the case of coal recovered by 
underground mining operations. The 
royalty rate shall be specified in the 
Notice of Sale published in the Federal 
Register. 

(ii) The cash bonus is the bid variable 
and is determined by the bidder. If a 
sale is to be held on a deferred bonus 
basis, this fact shall be stated in the 
Notice of Sale published in the Federal 
Register. 
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(iii) The annual acreage rental to be 
paid by the successful bidder shall be 
the amount specified in the Notice of 
Sale published in the Federal Register. 
However, the minimum annual rental 
per acre or fraction thereof shall be $3 
for each and every year during the 
continuance of the lease. 

(2) Royalty rate bid with a fixed cash 
bonus and a fixed annual acreage 
rental 

(i) The royalty to be paid by the 
successful bidder shall be an amount 
equal to the royalty rate times the value 
of coal from that lease. The royalty rate 
is the bid variable and is determined by 
the bidder. However, the royalty rate 
bid shall not be less than 12% per 
centum except in the case of coal 
recovered by underground mining 
operations, where a bid less than 12% 
per centum may be allowed. If a 
decision is made to allow a royalty rate 
of less than 12% per centum, this fact 
will be specified in the Notice of Sale 
published in the Federal Register. 

(ii) The cash bonus to be paid by the 
successful bidder shall be an amount 
specified in the Notice of Sale published 
in the Federal Register. If the cash bonus 
is to be deferred, this fact shall be 
published in the Federal Register. 

(iii) The annual acreage rental to be 
paid by the successful bidder shall be 
the amount specified in the Notice of 
Sale published in the Federal Register. 
However, the minimum annual rental 
per acre or fraction thereof shall be $3 
for each and every year during the 
continuance of the lease. 

(3) Cash bonus bid with diminishing 
or sliding royalty rate and a fixed 
annual acreage rental 

(i)(A) The royalty to be paid by the 
successful bidder shall be an amount 
equal to the royalty rate times the value 
of coal from that lease. The method for 
determining royalty rate shall be 
specified in the Notice of Sale published 
in the Federal Register. The royalty rate 
shall be calculated by utilizing either a 
sliding scale formula, which computes 
the royalty rate based upon the value of 
the coal produced during a production 
period, or a schedule that denotes 
royalty rates that will be applied to 
specified ranges of value of coal 
produced during a production period 
(e.g., $10,000,000 to $15,000,000 in coal 
production). The central elements of the 
formula or schedule shall include the 
relationship between value of coal and 
royalty rate, and a stipulation of the 
minimum and maximum royalty rates. 

(B) The royalty rate shall not be less 
than 12% per centum, except a lesser 
per centum may be allowed in the case 
of coal recovered by underground 
mining operations. Any minimum and 


maximum royalty rates shall be 
specified in die Notice of Sale published 
in the Federal Register. 

(C) Royalty payment calculation. (1) 
The royalty rate utilized in the 
calculation of royalty payments is based 
on an adjusted value of coal and is 
established through application of a 
sliding scale formula or a schedule to 
the adjusted value of coal. (2) The 
adjusted value of coal shall be 
determined by multiplying an inflation 
(deflation) factor times the value of coaL 
The inflation factor utilized shall be the 
GNP fixed weighted price index that is 
published monthly in the Survey of 
Current Business by the Bureau of 
Economic Analysis, U.S. Department of 
Commerce. The inflation adjustment 
procedure shall be stated in the Notice 
of Sale published in the Federal 
Register. (3) The established royalty rate 
is applied to the value of coal, which 
results in the determination of the 
amount in dollars to be paid to the 
United States by the person awarded 
the lease. (4) The production period for 
purposes of determining value of coal 
shall be stated in the Notice of Sale that 
is published in the Federal Register. 

(ii) The cash bonus is the bid variable 
and is determined by the bidder. If a 
sale is to be held on a deferred bonus 
payment basis, this fact shall be 
included in the Notice of Sale published 
in the Federal Register. 

(iii) The annual acreage rental to be 
paid by the successful bidder shall be 
the amount specified in the Notice of 
Sale published in the Federal Register. 
However, the minimum annual rental 
per acre or fraction thereof shall be $3 
for each and every year during the 
continuance of the lease. 

(b) Intertract competition. (1) The use 
of intertract competition in conjunction 
with one of the bidding systems 
described in paragraph (a) of this 
section is authorized. 

(2) If a decision is made to utilize 
intertract competition at a lease sale, 
the following procedure shall be 
followed: 

(i) a leasing objective in terms of tons 
of coal reserves shall be established for 
the lease sale; 

(ii) a number of tracts containing more 
coal reserves than the leasing objective 
shall be offered for lease; 

(iii) bids will then be received on all 
tracts subject to the lease sale; 

(iv) bids shall be evaluated and 
ranked on a standard measure, e.g., 
dollars per ton of coal reserves; 

(v) leases shall be awarded to the 
highest qualified bidders, in terms of the 
standard measure of value, until the 
leasing objective is met; and 


(vi) those tracts remaining after the 
leasing objective has been met shall not 
be leased at this sale offering. 

(3) The determination to utilize 
intertract competition shall be stated in 
the Notice of Sale published in the 
Federal Register. 

(4) No tract shall be leased for less 
than its fair market value. 

§ 378.111 Selection of bidding systems 
and application to tracts. 

(a) In analyzing and making 
recommendations to DOI regarding the 
application of one of the bidding 
systems listed in § 378.110(a) to tracts 
selected for any coal lease sale and the 
determination regarding the utilization 
of intertract competition in the sale of 
such tracts, and in reviewing lease terms 
and conditions prior to determining 
whether to exercise its section 303(c)(1) 
DOE Act disapproval authority, DOE 
may, in its discretion, consider the 
following purposes and policies, 
recognizing that each of the purposes 
and policies may not be specifically 
applicable to the selection process for a 
particular bidding system and tract, or 
may present a conflict that will have to 
be resolved in the process of bidding 
system selection, and that the order of 
listing does not denote a ranking: 

(1) Providing fair return to the Federal 
Government; 

(2) Insuring competition; 

(3) Avoiding undue speculation; 

(4) Avoiding unnecessary delays in 
exploration, development, and 
production; 

(5) Discovering tfnd recovering coal; 

(6) Developing coal resources in an 
efficient and timely manner, 

(7) Limiting administrative burdens on 
government and industry; 

(8) Providing an opportunity to 
experiment with various bidding 
systems to enable the identification of 
those that are the most appropriate for 
the satisfaction of the objectives of the 
United States in coal lease sales; 

(9) Increasing national coal supply; 

(10) Minimizing the prices of mined 
and unmined coal; and 

(11) Minimizing the cost to the Nation 
of meeting national coal production 
objectives. 

(b) (1) In considering the potential 
disapproval of the application of the 
bidding system or systems and intertract 
competition for a coal lease sale and the 
components of such system or systems, 
and in performing the analysis and 
review referred to in § 378.111(a), DOE 
may, in its discretion, consider the 
following in relation to their impact 
upon the purposes and policies 
enumerated in paragraph (a) of this 
section: 
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(i) A projection of the number and 
characteristics of persons who would be 
interested in and capable of 
participating in the sale; 

(ii) The relationship between 
economic rent and government revenue; 

(iii) The incentives and disincentives 
for exploration, development and 
production; 

(iv) The projected level of total 
production and expected production 
profile; 

(v) The estimated number, size and 
thickness of potential seams, ranks and 
grades of coal, estimated size and 
thickness of overburden, availability of 
water, climatic region, proximity of 
transportation, proximity to leased and/ 
or developed tracts and leasing history; 

(vi) Location of potential logical 
mining units and unitization 
considerations; 

(vii) Risk sharing between lessor and 
lessee; 

(viii) Administrative burden on the 
lessor and lessee; 

(ix) Concentration of holdings in the 
persons who would be interested in and 
capable of participation in the sale; and 

(x) Uncertainty created by ownership 
patterns. 

(2) In making the evaluation 
associated with application of the above 
factors to the process of applying 
bidding systems to the tracts included in 
a coal lease sale, objective and 
subjective analytical techniques may be 
employed, including the application of 
computer simulation models. 

[FR Doc. 00-30678 Plied 7-9-80. 8*45 am] 
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DEPARTMENT OF ENERGY 

Economic Regulatory Administration 

10CFR Parts 211 and 212 

(Docket No. ERA-R-80-09] 

Alaska North Slope Crude Oil 
Entitlements 

agency: Economic Regulatory 
Administration, Department of Energy. 
action: final rule. 

summary: The Economic Regulatory 
Administration (ERA) of the Department 
of Energy (DOE) hereby adopts a final 
rule amending the Mandatory Petroleum 
Allocation Regulations to modify the 
treatment of price-controlled Alaska 
North Slope (ANS) crude oil under the 
Entitlements Program, 10 CFR 211.67. 

The amendments adopted today are 
intended to reduce current differentials 
in refiners* crude acquisition costs and 
thus allocate the benefits of price- 
controlled ANS crude oil to all refiners 
on a more equitable basis. 

Under the rule adopted today, price- 
controlled ANS upper tier crude oil will 
be treated as a separate category of oil 
for purposes of the Entitlements Program 
and will incur a uniform entitlement 
obligation which is in effect the 
difference between all refiners* reported 
weighted average acquisition cost for all 
crudes and all refiners’ reported 
weighted average cost for ANS upper 
tier crude oil. Because of the high 
transportation costs of ANS oil. the 
entitlements obligation for price- 
controlled ANS oil will be less than the 
entitlements obligation for other upper 
tier oil. We are not adopting at this time 
any adjustment to the ANS entitlement 
obligation to reflect the fact that ANS 
crude is generally of lower quality than 
the average of uncontrolled crudes. 
However, we will shortly issue a Notice 
of Proposed Rulemaking to propose such 
a quality adjustment. 

We have determined that good cause 
exists to make the final rule adopted 
today effective immediately upon 
issuance. The final rules will be 
applicable to refiners’ crude oil receipts 
and runs-to-stills for the month of May 
1980. 

EFFECTIVE DATE: July 3, 1980. 

FOR FURTHER INFORMATION CONTACT. 

William L. Webb (Office of Public 
Information), Economic Regulatory 
Administration, Room B-110, 2000 M 
Street, NW., Washington, D.C. 20461 
(202) 653-4055. 

Robert Gillette (Hearing Procedures), 
Economic Regulatory Administration. 
Room 2214-B, 2000 M Street, NW., 
Washington D.C. 20461 (202) 653-3757. 


David A. Welsh (Office of Petroleum 
Operations), Economic Regulatory 
Administration, Room 6212-A, 2000 M 
Street, NW., Washington, D.C. 20461 
(202) 653-3475. 

Daniel J. Thomas (Petroleum Pricing 
Regulations), Economic Regulatory 
Administration. Room 7302, 2000 M 
Street, NW., Washington, D.C. 20461 
(202) 653-3202. 

Samuel M. Bradley or Christopher M. 
Was (Office of General Counsel), 
Department of Energy, Room 6A-127, 
1000 Independence Avenue, SW„ 
Washington. D.C. 20585 (202) 252-6752 
or 252-6744. 

SUPPLEMENTARY INFORMATION: 

I. Background. 

II. Discussion of Comments. 

A. Support for the Rulemaking. 

B. Adoption of the First Alternative 
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UI.. Amendments Adopted. 

IV. Effective Date of the Final Rule. 

V. Procedural Requirements. 

VI. Summary of Regulatory Analysis. 

1. Background 

The purpose of the general 
entitlements program is to equalize the 
cost of crude oil to refiners. This is done 
through a mechanism whereby, 
generally speaking, refiners of price- 
controlled oil purchase entitlements 
from refiners of uncontrolled oil. This 
results in a rough equalization between 
controlled and uncontrolled crude oil 
costs to refiners. In 1977 ANS crude oil 
was subject to price controls in its first 
sale and normally would have been 
subject to an entitlement obligation. 

This obligation would have raised the 
cost of ANS crude to a refiner well 
above the cost of other exempt crudes, 
because of the extraordinary costs to 
transport ANS crude to its markets. 
Producers of ANS would have had to 
reduce these prices to a level below that 
of lower tier crudes in order to remain 
competitive. This regulatory scheme 
could also have created an incentive to 
import foreign oil instead of producing 
domestic oil. 

In light of these potential problems, a 
rule was promulgated in 1977 that 
treated ANS price-controlled oil, for 
purposes of entitlements, as if it were 
uncontrolled oil (42 FR 41565, August 17, 
1977). Thus. ANS price-controlled oil 


received an entitlement benefit instead 
of incurring an entitlement obligation. 
The effect of this rule at the time was 
that refiners paid, after entitlements, an 
equivalent amount for ANS price- 
controlled oil as for uncontrolled oil, 
while producers received a price 
sufficient to justify maximum 
production, although not the highest 
price allowed under the price 
regulations. 

World crude oil prices rose 
dramatically in 1979 and refiners were 
willing to pay higher prices for ANS 
crude. In light of DOE’s ceiling price 
regulations, however, the first sale price 
of ANS crude oil could not rise to a level 
that, after entitlements, would be 
equivalent to the price of uncontrolled 
crude oil. Refiners of price-controlled 
ANS crude obtained this crude oil at a 
post-entitlement cost well below the 
price of other crude oils. Moreover, 
under DOE’s petroleum product price 
regulations, these decreased costs for 
crude oil were reflected in decreased 
product prices. Because of the large 
amount of price-controlled ANS crude 
oil and the small number of refiners who 
share in it, these refiners* costs have 
been significantly below their 
competitors and they have been able to 
market the full output of their refineries, 
frequently at the expense of other 
refiners and branded and unbranded 
independent marketers. Such a result is 
contrary to several of the objectives of 
the Emergency Petroleum Allocation Act 
(EPAA). 

Thus, our 1977 rule, which was 
intended to reduce the cost to refiners of 
ANS price-controlled crude oil to a level 
competitive with other crude oils, had 
by mid-1979 resulted in a cost well 
below that of the competitive crude oils 
and was causing significant market 
distortions. Accordingly, on May 8,1980, 
the ERA issued a Notice of Proposed 
Rulemaking (NOPR) (45 FR 31682, May 
13.1980) to modify the entitlements 
treatment accorded price-controlled 
ANS crude oil. 

The NOPR proposed two principal 
alternative proposals for imposing an • 
entitlement obligation upon refiners of 
ANS crude oil. The first alternative 
proposal provided that ANS upper tier 
crude oil would be treated as a separate 
category of oil for purposes of the 
Entitlements Program and would incur a 
deemed old oil entitlement obligation 
calculated by subtracting refiners* 
reported weighted average acquisition 
cost of ANS upper tier crude oil from 
refiners* reported weighted average 
acquisition cost of all uncontrolled 
crude oil and dividing the difference by 
the entitlements price. The second 
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alternative provided that ANS upper tier 
crude oil would incur an entitlement 
obligation calculated by reducing the 
regular upper tier entitlement obligation 
by a transportation adjustment 
established by DOE, which would 
reflect the additional costs of 
transporting ANS crude oil from the 
North Slope to domestic refineries. 

Both of the principal proposals 
provided for a uniform entitlement 
obligation to be imposed upon all 
refiners of ANS upper tier crude oil. 
However, we also proposed options to 
each of the principal alternatives 
whereby the entitlement obligation 
imposed on ANS upper tier crude oil 
would be calculated separately for 
refiners located in PADDs MV 
(including Puerto Rico and the Virgin 
Islands) and PADD V to account for the 
greater transportation cost to refineries 
in PADDs I-IV. 

In the NOPR, we identified the 
following objectives of the rulemaking. 

1. Minimization of the disparities in 
refiners’ acquisition costs of crude oil 
and resulting market distortions in 
prices for refined products by 
eliminating the competitive advantage 
realized by refiners of ANS upper tier 
crude oil caused by its current 
entitlements treatment; 

2. Allowance of an adequate wellhead 
price for ANS crude oil in order not to 
introduce disincentives to the 
maximization of production by North 
Slope producers; and 

3. Avoidance of adverse effects on the 
market for any other domestically 
produced crude oil. 

DOE solicited comments on its 
alternative proposals in light of these 
objectives, as well as a number of other 
issues identified in the preamble to the 
NOPR. 

II. Comments 

DOE held a public hearing on the 
proposed amendments in Washington, 
D.C. on June 4-6,1980, at which 56 
interested parties testified. In addition, 
over 200 written comments were 
received from interested parties. 
Testimony and written comments were 
received from representatives of all 
segments of the petroleum industry, 
including producers, refiners, marketers, 
and farmers’ energy cooperatives. In 
addition, comments were received from 
the United States Department of Justice, 
the Federal Trade Commission, United 
States congressmen and senators, and 
officials representing the states of Ohio, 
Alaska, New York, Massachusetts, 
California and the City of Los Angeles. 

Commenters addressed a variety of 
issues that were both within and 
without the scope of this rulemaking. 


This section summarizes the major 
comments on the principal issues that 
are within the scope of this rulemaking, 
some of which were identified in the 
preamble to the NOPR and others that 
were brought to our attention by the 
public comments. Our response to the 
public comments is set forth either in 
this section or in the next two sections 
of this preamble in which we discuss 
our reasons for selecting the alternative 
adopted. 

A. Support for the Rulemaking 

The overwhelming majority of 
commenters supported the need for the 
rulemaking and the objectives sought to 
be achieved by the proposed 
amendments. The support for the 
rulemaking was widespread among all 
segments and levels of the industry, 
reflecting the fact that most of the 
industry does not share the benefits 
associated with the current entitlements 
treatment of ANS upper tier crude oil. 
The major ANS producers that have 
enjoyed most of the benefits of this 
controlled oil generally agreed that the 
advantage was inequitable but 
commented that faster or immediate 
decontrol of ANS crude was a better 
approach than either of the proposed 
alternatives. The majority of comments 
from other interested parties outside of 
the industry also supported the need for 
the rulemaking. 

The comments confirmed that the 
competitive advantage enjoyed by 
refiners of ANS upper tier crude oil and 
the marketers they supply is causing 
market distortions. The comments 
indicated that these market distortions 
exist nationwide and are not limited to 
the Midwest and the State of Ohio, 
where refiners of ANS crude oil have a 
significant market position. Marketers 
supplied by refiners without access to 
ANS crude oil identified the following 
adverse impacts that they have 
experienced; 

1. In some instances, the retail selling 
prices of competitors supplied by 
refiners with access to price-controlled 
ANS crude oil are below the wholesale 
prices at which these marketers can buy 
refined products such as motor gasoline; 

2. Some disadvantaged marketers 
have maintained longer operating hours 
and established lower selling prices in 
an attempt to sell their higher-priced 
product, thus incurring increased 
operating costs and reduced margins; 

3. Disadvantaged marketers have 
experienced declining sales volumes in 
excess of reductions to be expected 
from decreases in national consumption 
from levels of a year ago; 

4. The reduced margins and decreased 
profits of these marketers have resulted 


in layoffs of employees and, in some 
instances, business closings; and 

5. The disparities in prices for refined 
products and resulting market 
distortions have affected both price- 
controlled products and decontrolled 
products. 

A small minority of commenters, 
including some of the firms with access 
to price-controlled ANS crude oil, 
opposed the rulemaking or urged that its 
adoption be delayed. Specifically, these 
firms suggested that a change in the 
current entitlements treatment of price- 
controlled ANS crude oil should only be 
undertaken as part of a more 
comprehensive revision of the 
entitlements program to reduce the 
disparities in post-entitlement crude 
costs among refiners. 

Consumers and their representatives 
who opposed the proposed rulemaking 
believe it will result in increased retail 
prices, particularly for products 
produced from ANS crude oil. DOE 
acknowledged in its Regulatory 
Analysis that increased retail prices 
may occur for those refiners using ANS 
crude oil. However, we believe that 
imposing an entitlement obligation on 
ANS upper tier oil should have little 
effect on average product prices 
nationwide and that it is necessary to 
eliminate to the maximum extent 
possible the imbalance in the 
distribution of benefits of access to 
price-controlled ANS crude oil, an 
imbalance that is contrary to the 
purposes of the Emergency Petroleum 
Allocation Act (EPAA). 

We disagree with the 
recommendation that this rulemaking 
should be delayed. Because of the 
severity of the competitive problems 
being encountered by refiners without 
access to price-controlled ANS crude oil 
and the marketers dependent upon them 
for supply, as well as the nationwide 
scope of the problem, we believe it is 
appropriate for DOE to take immediate 
action to amend the regulations. The 
volume of price-controlled ANS crude 
production constitutes a large 
proportion of all price-controlled 
domestic crude production, but its 
availability is limited to a relatively 
small number of refiners, principally 
large refiners. Consequently, the cost 
advantages associated with its price- 
controlled status are disproportionately 
concentrated in a small segment of the 
industry, resulting in effects contrary to 
the purposes of the EPAA. The other 
discrepancies in refiners’ crude oil 
acquisition costs noted by the 
commenters that are uncorrected by 
operation of the Entitlements Program 
are more widely distributed over the 
industry. We have received several 
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petitions for rulemaking regarding these 
issues. The issues addressed by these 
petitions are beyond the scope of this 
rulemaking and will be considered in 
another Notice of Proposed Rulemaking 
that will be issued shortly. 

B. Adoption of the First Alternative 
Proposal or the Second Alternative 
Proposal 

As discussed previously, the first 
alternative proposal provided for ANS 
price-controlled crude oil being deemed 
old oil in an amount calculated by 
subtracting the reported weighted 
average acquisition cost of refiners for 
ANS upper tier crude oil from their 
weighted average acquisition cost of all 
uncontrolled crude oil divided by the 
entitlements price for that month. Under 
the second alternative proposal, the 
entitlement obligation imposed on price- 
controlled ANS crude oil would be 
calculated by reducing regular upper tier 
entitlements by a transportation 
adjustment established by DOE. 

Most commenters supported adoption 
of the first alternative proposal. Some of 
die reasons indicated were that (1) it is 
simpler and more easily administered 
than the second alternative proposal; (2) 
most of the data needed to implement 
the proposal is similar to the data 
currently being reported by refiners for 
other controlled crudes; and (3) it 
removes most of the disparity in refiner 
acquisition costs for price-controlled 
ANS crude oil. These commenters 
pointed out several disadvantages with 
the second alternative proposal, such as 

(1) it would be more complex and 
difficult to administer and would 
involve complex calculations by DOE; 

(2) it would require additional reporting 
of transportation cost data by the 
industry with the attendant delays and 
difficulties in gathering such data; (3) 
reducing the upper tier entitlement 
obligation by a transportation 
adjustment would be inconsistent with 
the historic operation of the 
Entitlements Program; and (4) 
calculation of a transportation 
adjustment based on data reported by 
the industry would engender 
controversy regarding how and when 
such transportation costs are incurred. 

Other alternatives for calculating the 
entitlement obligation to be imposed on 
price-controlled ANS crude oil were 
suggested. One North Slope producer 
recommended that the refinery 
acquisition cost of ANS upper tier crude 
oil be equalized with the average 
acquisition cost for uncontrolled ANS 
crude oil, rather than the average 
acquisition cost of all uncontrolled 
crudes. We have decided to reject this 
proposal because in the sale of 


uncontrolled ANS crude oil to third 
parties there are no arms-length 
transactions that would establish the 
market value gf the uncontrolled ANS 
crude oil. 

Another solution suggested by a North 
Slope producer to remove the cost 
advantage of the current entitlements 
treatment of price-controlled ANS crude 
oil was to eliminate any runs credit for 
price-controlled ANS crude oil. We 
rejected this proposal in our Draft 
Regulatory Analysis because it would 
be at best an imprecise and temporary 
solution. While the current runs credit 
may approach the after-entitlements 
cost advantage of a barrel of price- 
controlled ANS crude oil, monthly 
reductions in the old oil supply ratio 
resulting from gradual decontrol will 
reduce the value of the runs credit, 
thereby restoring the inequitable 
advantage to ANS crude oil that this 
proceeding is intended to remove. 

Finally, the Antitrust Division of the 
Department of Justice suggested that the 
entitlements value for price-controlled 
ANS crude oil should equal the average 
price of uncontrolled crude less the sum 
of the average ANS ceiling prices and 
average ANS transportation costs. 

While it would appear that this is a 
sound approach, we agree with the 
commenters who favored the first 
alternative, and believe that calculation 
and reporting of transportation costs 
would be complex, burdensome, and 
subject to dispute. The first alternative 
essentially furthers the goals sought by 
the Antitrust Division because the 
average refinery acquisition cost for 
price-controlled ANS crudes before 
entitlements should approximate the 
sum of the ceiling price plus the average 
transportation cost. 

Our reasons for selecting the first 
alternative proposal are discussed in the 
“Amendments Adopted" section. 

C. Uniform Entitlement Obligation 
Versus Separate Entitlement Obligation 
for Refineries Located in PADD 's I-IV 
and PADD V 

Both of the principal proposals 
provided for imposition of either a 
uniform entitlement obligation on ANS 
price-controlled crude oil or separate 
entitlement obligations for refineries 
located in PADD’s l-IV and PADD V. 
The option of separate entitlement 
obligations was proposed because of the 
increased costs of transporting ANS 
crude oil to refineries located in PADD's 
I-IV as compared with PADD V. The 
difference was estimated by DOE in the 
Draft Regulatory Analysis to be 
approximately $3.00 per barrel. 
Commenters indicated that the 
difference may be somewhat greater for 


refiners that charter vessels for their 
own supplies. 

The majority of commenters who 
addressed the issue favored one uniform 
entitlement obligation for price- 
controlled ANS crude oil. The reasons 
cited in support of a uniform ANS 
entitlement obligation were (1) it would 
allow ANS delivered costs to reflect the 
natural competitive advantage that 
West Coast refiners enjoy because of 
their proximity to the source of ANS 
production, thereby encouraging 
maximum utilization of ANS crude oil 
on the West Coast; (2) a dual 
entitlement obligation would not 
encourage refiners to use the most 
efficient and economical means for 
transporting crude oil to PADD’s I-IV; 

(3) a reduced entitlement obligation for 
deliveries in PADD’s I-IV might result in 
an increased demand for ANS crude in 
these PADD’s that might exceed the 
delivery capability of the existing 
transportation facilities; and (4) even 
with a uniform entitlement obligation, 
price-controlled ANS crude oil delivered 
to the Gulf Coast would still be 
competitively priced. The Antitrust 
Division and the Federal Trade 
Commission specifically urged us not to 
establish different entitlement 
obligations for different destinations 
and thereby subsidize transportation 
costs for ANS upper tier crude oil to the 
Gulf Coast. 

Those commenters that favored a 
lower entitlement obligation for price- 
controlled ANS delivered to PADD’s I- 
IV than PADD V advanced the following 
reasons to support their position; (1) a 
lower entitlement obligation imposed on 
price-controlled ANS crude oil delivered 
to PADD’s I-IV would provide an 
incentive to refine added volumes in 
PADD’s I-IV; and (2) this added volume 
in PADD’s I-IV would reduce the 
possibility that a crude surplus would 
develop.on the West Coast that could 
adversely impact on California crude 
production. 

Our reasons for adopting a uniform 
entitlement obligation are set forth in 
detail in the "Amendments Adopted" 
section. 

D. Immediate Decontrol of ANS Crude 
Oil 

Although not specifically proposed as 
an alternative in the rulemaking, we 
requested comments and analysis on the 
effects of immediate decontrol of all 
ANS crude oil. Of those commenters 
who addressed this issue, a majority 
opposed the immediate decontrol of 
price-controlled ANS crude so long as 
other domestic oil remained subject to 
controls. 
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The only commenters who favored the 
immediate decontrol of ail ANS crude 
oil to resolve the existing market 
distortions were North Slope producers. 
They stated that decontrol would 
remove the competitive advantage 
accorded ANS crude under the 
Entitlements Program by allowing 
wellhead prices for all ANS crude oil to 
rise to market levels. Specifically, 
decontrol would eliminate the anomalies 
in the retail gasoline and other product 
markets by increasing the aggregate 
crude costs to refiners with access to 
ANS crude oil. In addition, these 
commenters argued that increased 
producer revenues should not be a 
ground for rejecting decontrol because a 
large percentage of the increased 
revenues would flow to the federal and 
state governments in taxes and 
royalties. They also argued that it was 
administratively the simplest solution 
for removing the competitive advantage 
resulting from the current entitlements 
treatment of price-controlled ANS crude 
oil and that it involved the least 
interference with the marketplace. 

Opponents commented that it would 
be inequitable to decontrol ANS crude 
production while maintaining price 
controls on other production. It was 
pointed out that decontrol of ANS upper 
tier crude oil is unnecessary to 
encourage exploration and drilling for 
additional crude oil on the North Slope, 
inasmuch as any such new production is 
already exempt from price controls. 
Opponents also noted that immediate 
decontrol would undoubtedly raise 
consumer prices for refined products 
with no compensating reduction in 
prices of products refined from other 
crudes. Finally, several commenters 
supported the continued gradual 
decontrol of price-controlled ANS crude 
oil as consistent with an orderly and 
smooth transition to a decontrolled 
market on October 1,1981, the date 
when the President’s authority to control 
crude oil and product prices expires. 

We have concluded that immediate 
decontrol of all ANS crude oil is 
inappropriate, particularly since the 
benefits resulting from decontrol would 
be concentrated in only a small number 
of producers and, more importantly, 
because decontrol would not provide 
North Slope producers with significant 
production incentives. 

E. Quality Adjustment to the 
Entitlement Obligation Imposed Upon 
Price-Controlled ANS Crude Oil 

In the May NOPR we solicited 
comments on whether the entitlement 
obligation on ANS crude under any of 
the proposed alternatives should be 
reduced to reflect the fact that ANS 


crude oil has a lower gravity and higher 
sulfur content than the average of other 
crudes run by refiners. The majority of 
commenters opposed such a quality 
adjustment to the ANS entitlements 
obligation. These commenters pointed 
out that, with the exception of California 
heavy crudes, the entitlements program 
historically has not recognized quality 
differentials. Moreover, they stated that 
any such recognition of quality 
differentials should be addressed in a 
separate rulemaking involving a 
comprehensive revision of the 
Entitlements Program. 

Those commenters that favored an 
ANS quality adjustment argued that a 
reduction in the entitlement obligation 
imposed on price-controlled ANS crude 
oil is warranted because it is a lower 
quality crude and therefore has a lower 
value than that of the average 
uncontrolled crudes used to calculate 
the entitlement price. According to these 
commenters, in the absence of a quality 
adjustment, the post-entitlements cost of 
controlled ANS would exceed its market 
value. This could result in price- 
controlled ANS crude oil having a net 
cost in excess of its market value, which 
would cause below ceiling prices at the 
wellhead. 

We acknowledge that the argument 
for recognizing a quality differential 
with respect to ANS crude oil may be 
stronger than with respect to other 
price-controlled domestic crudes, given 
the large volume involved and the fact 
that it would be treated as a separate 
entitlements tier. However, we are not 
convinced from the record of this 
rulemaking that such an adjustment is 
necessary to prevent wellhead prices for 
ANS oil from being depressed or 
otherwise causing undesirable 
consequences to ANS producers. In 
addition, the range of prices currently 
charged for exempt ANS and the 
absence of competition to establish 
these prices prevents a meaningful 
comparison with average costs of other 
uncontrolled crudes, thereby making it 
difficult to establish the amount of the 
quality differential if one were 
determined to be appropriate. However, 
our determination that there is an 
inadequate basis at this time for 
establishing a quality differential does 
not dispose of the issue; in addition to 
watching closely the effect of the final 
rule on ANS wellhead prices, we will 
issue a notice of proposed rulemaking in 
the near future to explore the merits of 
such an adjustment and the 
methodology that might be employed in 
determining the appropriate amount. 


F. ANS Crude Oil Refined in Puerto 
Rico 

Comments received from two Puerto 
Rican refineries with access to ANS 
crude oil and representatives of the 
Puerto Rican government urged that the 
current entitlements treatment of price- 
controlled ANS crude oil be continued 
for ANS crude oil processed in Puerto 
Rico. These commenters stated that the 
cost advantage conferred on ANS crude 
oil under the current regulations has 
contributed to the profitability of those 
Puerto Rican refineries by offsetting 
other competitive disadvantages 
claimed to exist by reason of their 
location in Puerto Rico. They pointed 
out that maintenance of the viability of 
the Puerto Rican refineries contributes 
to the general economic well-being of 
Puerto Rico. 

For several reasons, we have decided 
not to create any exemption from the 
amendments adopted in this rulemaking 
for ANS crude oil refined in Puerto Rico. 
First, any special advantage conferred 
upon such Puerto Rican refineries, which 
process less than half of all crude oil 
currently refined in Puerto Rico, would 
not be shared by the other Puerto Rican 
refineries without access to ANS crude 
oil. Second, any special advantage 
conferred upon Puerto Rican refineries 
processing ANS crude oil would be 
continually diminished as gradual 
decontrol takes effect. 

Some of the competitive problems 
experienced by Puerto Rican refineries 
are unrelated to DOE regulations and 
may continue to exist after the 
President’s authority to issue regulations 
under the EPAA expires on September 
20.1981. They may need to be addressed 
by other means on a more permanent 
basis or, in the interim, by exception 
relief. 

G. ANS Crude Oil Transported to the 
Virgin Islands 

Representatives of deep water fuel 
terminal operators, the shipping industry 
and maritime workers commented that 
the Amerada Hess refinery has a 
competitive advantage because of 
transportation cost savings realized by 
shipping ANS crude oil on foreign flag or 
subsidized U.S. flag vessels from Valdez 
to the Virgin Islands. These commenters 
urged that an additional entitlements 
obligation reflecting this transportation 
cost savings be imposed on ANS crude 
oil shipped to the Virgin Islands on such 
vessels. At the hearing, estimates of a 
$1.70 to $3.00 per barrel advantage to the 
Virgin Islands refiner were given. In 
written comments, the Independent Fuel 
Terminal Operators Association showed 
transportation costs from Valdez 
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through the Panama Canal to the Gulf 
Coast of $4.58, and to the Virgin Islands 
of $4.22. Costs of direct shipping around 
South America on a U.S. flag vessel of 
$2.79 and of $1.10 on a foreign flag 
vessel were also submitted. 

We have decided not to adopt any 
such provision as part of this 
rulemaking. Any competitive advantage 
in regard to the delivered cost of ANS 
crude oil that is enjoyed by Amerada 
Hess does not result from the 
application of DOE regulations but 
rather is derived from other authorities. 

III. Amendments Adopted 

We have decided to adopt as a final 
rule the first option of the first 
alternative proposal, which provides 
that price-controlled ANS crude oil will 
be treated as a separate category of oil 
for purposes of the entitlements 
program. A refiner of ANS upper tier 
crude oil will be deemed to have run a 
volume of old oil for purposes of 
entitlements obligation calculation in an 
amount equal to the difference between 
refiners’ reported weighted average 
acquisition cost of all uncontrolled oil 
and refiners' reported weighted average 
acquisition cost of ANS upper tier crude 
oil. divided by the entitlements price for 
the month. Thus, a single ANS upper tier 
entitlement obligation will be applied 
uniformly to all refiners that process 
price-controlled ANS crude oil, 
including refiners in Alaska, Puerto Rico 
and the Virgin Islands. 

Our decision to adopt the first 
alternative proposal is based on our 
determination that it best promotes the 
objectives of the EPAA, as well as the 
objectives identified in the May NOPR, 
as explained in detail in our Regulatory 
Analysis, because it will remove most of 
the disparities in refiner acquisition 
costs for price-controlled ANS crude oil 
without imposing significant additional 
administrative burdens on refiners and 
DOE. The second alternative proposal, 
on the other hand, would require 
additional specific data on 
transportation costs of upper tier ANS 
crude oil and probably on all other 
upper tier crude oils as well as a 
separate calculation by DOE of the 
transportation adjustment to be applied 
to upper tier ANS crude oil. Both the 
transportation data and any adjustment 
arrived at on the basis of this data are 
likely to be subject to considerable 
questioning. We also believe that the 
second alternative could create a cost 
disadvantage with respect to upper tier 
ANS crude oil unless the transportation 
adjustment was equal to or greater than 
the difference in average delivered costs 
of ANS and all other upper tier crudes. 


We are modifying the monthly 
entitlements reporting requirements for 
refiners in 10 CFR 211.66(h) to require 
the separate reporting of volumes and 
the weighted average cost (including 
transportation costs to the refinery) of 
ANS upper tier crude oil receipts. As 
explained in the next section concerning 
the effective date of today’s rule, this 
change in the reporting requirements 
will be applicable to the monthly report 
required to be filed in July for May 
receipts and runs-to-stills. We are also 
adopting conforming changes to the 
provisions of 10 CFR 212.131 to provide 
for separate certification of ANS upper 
tier crude oil and uncontrolled ANS 
crude oil. 

The decision to adopt a single ANS 
upper tier entitlement obligation 
applicable to all ANS refiners 
nationwide rather than different 
entitlement obligations for refiners in 
PADDs I-IV and PADD V, respectively, 
was based on several factors, including 
strong support by commenters for a 
uniform obligation. Since the after- 
entitlements cost of price-controlled 
ANS crude oil delivered to the West 
Coast will reflect the lower 
transportation costs to that market, a 
uniform entitlement obligation should 
encourage maximum utilization of ANS 
crude oil on the West Coast. However, 
we believe that the higher cost price- 
controlled ANS crude delivered to the 
Gulf and East Coasts will be competitive 
with imported crudes. Accordingly, a 
uniform ANS upper tier entitlement 
obligation minimizes DOE involvement 
in the market and avoids any potential 
disruption of the crude oil distribution 
system in response to the entitlements 
program regulations. Thus, this decision 
furthers the EPAA objective, specified in 
Section 4(b) (1)(I), of minimization of 
economic distortion. 

We have evaluated the comments 
concerning the possible impact on the 
wellhead price of ANS crude oil from 
calculating the entitlement obligation 
based on the average cost of 
uncontrolled crudes. While we find that, 
in principle, the arguments for a quality 
adjustment to the ANS entitlement 
obligation have merit, we do not find 
compelling evidence that the wellhead 
prices of ANS crude oil will be 
adversely affected by this rule. The 
diversity of prices for different foreign 
and domestic sour crudes, the wide 
range in average costs of sour crudes 
sold under the crude oil Buy/Sell 
program, and the large differences in 
spot and contract prices of foreign crude 
oils are all indications that a range of 
competitive prices exists for crude oil 
rather than any specific single value. 


Finally, the combination of the ranges in 
competitive crude prices and varying 
ANS prices established by producers 
indicate that there is insufficient 
evidence to support a specific 
adjustment for quality at this time. 
Although as noted above we intend to 
continue to explore this issue through 
rulemaking. 

IV. Effective Date of the Final Rule 

In the NOPR, we solicited comments 
regarding the appropriate effective date 
for the amendments. However, we 
indicated that it was our objective to 
correct as soon as possible the severe 
market distortions resulting from the 
current entitlements treatment of price- 
controlled ANS crude oil. Accordingly, 
we proposed to make the final rule 
applicable to transactions required to be 
consummated pursuant to the first 
entitlements notice issued after the 
effective date of the final rule. Thus, as 
we indicated in the NOPR, if we 
adopted the final rule effective 
immediately after the close of the 30-day 
public comment period in mid-June and 
before issuance of the June 1980 
entitlements notice, the entitlements 
calculations would have been based on 
crude oil receipts and runs reported by 
refiners for the month of April 198a 

The comments concerning the 
appropriate effective date for a final rule 
covered a wide range of viewpoints. A 
significant number of commenters, 
principally refiners that have had access 
to price-controlled ANS crude oil, 
opposed making a final rule applicable 
to refiners’ crude oil receipts and runs- 
to-stills in April 1980 on the grounds that 
such action constituted impermissible 
retroactive rulemaking. On the other 
hand, the majority of commenters 
supported the proposal to make a final 
rule applicable to April runs-to-stills. 
These commenters represented all levels 
of the industry that would benefit from 
the rulemaking and included some major 
refiners with limited access to ANS 
crude oiL Several commenters favored 
making the final rule retroactive to 
crude oil receipts and runs in July 1979 
when ANS crude oil first reached upper 
tier ceiling prices. One commenter also 
recommended that the rule be made 
effective for January 1980 receipts and 
runs-to-stills. 

The refiners that processed price- 
controlled ANS crude oil in April and 
May expressed somewhat conflicting 
views concerning their reliance on the 
former rule and the burden imposed by 
adoption of a final rule applicable to 
crude oil receipts and runs in these 
months. Some ANS refiners indicated 
that if they had known that price- 
controlled ANS crude oil received in 
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Aprii and May would incur an 
entitlement burden, they might have 
purchased a different slate of crude oil 
for those months. Other refiners that 
purchased ANS indicated that they 
might have reduced their ANS crude oil 
runs. However, the principal refiners of 
ANS oil indicated that their refining 
volumes would not have changed. 

The ANS crude oil refiners asserted 
that the costs resulting from imposition 
of an entitlement obligation on price- 
controlled ANS crude oil received and 
run in April and May are accrued in 
April and May for accounting purposes. 
At the same time, uncontrolled products 
refined from ANS crude oil in April and 
May crude oil runs have been priced 
and sold in the absence of any 
entitlement obligation. According to 
these ANS refiners, an obligation 
imposed on price-controlled ANS crude 
oil run in April and May could not now 
be recovered in the price of refined 
uncontrolled products. Commenters that 
supported a delay in the effective date 
of the final rule also argued that the 
added entitlements costs attributable to 
receipts of price-controlled ANS crude 
oil in April and May could not be 
recovered in the prices for exempt 
products in subsequent months due to 
the Council on Wage and Price Stability 
(COWPS) guidelines and to current 
market conditions. 

We considered the following factors 
in determining the appropriate effective 
date for the final rule: the justifiable 
reliance of ANS crude oil refiners on the 
entitlements treatment of price- 
controlled ANS crude oil as 
uncontrolled crude oil under the former 
•rule; the burden imposed upon refiners 
of ANS crude by the amendment to the 
regulations: and our obligation to adopt 
a new rule that achieves the statutory 
objectives of the EPAA and eliminates 
price disparities at odds with those 
objectives. With respect to the EPAA 
objectives, as we noted in the May 
NOPR, under Sections 4(b)(1)(D). (F) and 
(I) of the EPAA, the allocation and price 
regulations promulgated by DOE are 
required to provide, to the maximum 
extent practicable, for the “preservation 
of an economically sound and 
competitive petroleum industry * * * 
and * * the competitive viability of 
* * nonbranded independent 
marketers and branded independent 
marketers,” the “equitable distribution 
of crude oil * * * at equitable prices 
among all regions and areas of the 
United States and sectors of the 
petroleum industry," and the 
“minimization of economic distortion." 

The ANS refiners have benefited from 
the entitlements treatment of price- 


controlled ANS crude oil as 
uncontrolled oil for several months at 
the expense of all other refiners through 
lower crude costs that led to increased 
market shares in sales of refined 
products. The competitive disadvantage 
suffered by marketers supplied by 
refiners without access to price- 
controlled ANS crude oil has become 
particularly acute in recent months, so 
much so that some marketers are 
seriously threatened. The comments 
submitted in this rulemaking confirm the 
competitive disadvantage of marketers 
documented before DOE's Office of 
Hearings and Appeals in the Ohio 
Independents for Survival, Case No. 
BEL01O75, which are incorporated in this 
proceeding. Moreover these rulemaking 
comments establish that these 
competitive problems are nationwide in 
scope. 

By making the amendments adopted 
in this rulemaking effective as soon as 
possible, we would provide some 
measure of relief for those 
disadvantaged marketers. Because the 
crude costs of refiners without access to 
price-controlled ANS crude oil will be 
lowered as a result of this rulemaking, 
the costs of marketers dependent upon 
them for supplies should also be 
lowered. Combined with the effect that 
this rulemaking will have of increasing 
crude costs to ANS refiners and thus 
increasing prices for products refined 
from ANS crude oil, the sales volumes 
and margins of disadvantaged 
marketers may be restored to levels that 
will enable them to remain competitive. 
Each month's delay in the effective date 
of this rule continues the inequitable 
distribution of price-controlled ANS 
crude oil. thus further threatening these 
marketers. Making this rule effective 
immediately should restore equitable 
competition in the marketplace in 
furtherance of the objectives specified in 
Sections 4(b)(1)(D) and (F) of the EPAA. 

We acknowledge that ANS refiners 
may have purchased ANS crude in 
reliance on the existing rule and that a 
burden may be imposed by a final rule 
that changes entitlements for crude oil 
receipts and runs-to-stills in months 
prior to the final rule. However, in 
making this rule effective with respect to 
May rather than Aprii, we believe any 
burden which may result is considerably 
mitigated. In this regard, testimony at 
the public hearings by some refiners 
indicated that the industry was aware 
that we were considering a rulemaking 
to change the entitlements treatment of 
price-controlled ANS crude oil and took 
that into account in making their 
decisions regarding crude oil purchases 
and runs in April and May. In addition. 


during the course of proceedings before 
the Office of Hearing and Appeals on 
the application filed by the Ohio 
Independents for Survival, OHA 
publicly requested ERA on April 9,1980 
to initiate a rulemaking with respect to 
the entitlements treatment of price- 
controlled ANS crude oil. Subsequently, 
concurrent with the rescission on May 5, 
1980 of an Order issued by OHA 
granting temporary exception relief to 
the Ohio Independents for Survival, 

DOE announced that a NOPR would be 
issued that would address the 
entitlements treatment of price- 
controlled ANS crude oil. Thereafter, on 
May 8.1980, we issued the NOPR that 
initiated this rulemaking proceeding. 
Under these circumstances, we do not 
believe that ANS refiners were justified 
in relying on the continued entitlements 
advantage associated with price- 
controlled ANS crude oil in making 
decisions regarding crude oil purchases 
and runs in May. 

We also believe that entitlement 
obligations imposed on price-controlled 
ANS crude oil run in months prior to the 
effective date of this final rule will be 
recoverable by refiners in prices 
charged for controlled products sold in 
subsequent months. The DOE price 
regulations permit entitlement costs to 
be passed through by refiners in the 
subsequent month after the entitlement 
transactions occur. For example, 
entitlement costs incurred as a result of 
entitlements transactions pursuant to 
the July entitlement notice (based on 
May crude oil receipts and runs) can be 
passed through on controlled products, 
such as motor gasoline, in August. 

We also believe that entitlement 
obligations imposed on ANS crude oil 
run prior to the effective date of the final 
rule could be recovered in the prices of 
exempt products in subsequent months 
unless such recovery is limited by the 
COWPS guidelines. In anticipation of 
this rule, one firm has been granted a 
waiver by COWPS to certain 
restrictions that may be contained in 
their guidelines, and we expect other 
firms to request similar relief if 
necessary. 

In balancing these considerations 
against the serious disadvantage 
experienced by those segments of the 
industry that have been denied the 
benefits of price-controlled ANS crude 
oil, we have concluded that whatever 
reliance can be demonstrated by 
refiners with respect to purchases of 
ANS crude oil in May is outweighed by 
the overriding statutory interest in 
restoring equitable competition to the 
marketplace, as discussed previously. 
Accordingly, we have decided to make 










46758 


Federal Register / Vol. 45, No. 134 / Thursday, July 10, 1980 / Rules and Regulations 


this final rule applicable to May 1980 
crude oil receipts and runs-to-stills 
reported by refiners. In addition, we 
find, for the reasons noted above, that 
good cause exists under Section 
553(d)(3) of the Administrative 
Procedure Act, 5 U.S.C. § 553(d)(3), to 
make this rule effective immediately 
upon issuance. 

V. Procedural Requirements 

A. Section 404 of the DOE Act 

Pursuant to the requirements of 
Section 404(a) of the Department of 
Energy Organization Act, we have 
referred these amendements to the 
Federal Energy Regulatory Commission 
(FERC) for a determination whether they 
would significantly affect any matter 
within the Commission’s jurisdiction. 

The Commission has advised us that it 
“has decided not to exercise its 
discretion to determine that the 
proposed rule significantly affects any 
function within the jurisdiction of the 
Commission.” 

B. National Environmental Policy Act 

As indicated in the preamble to the 
NOPR, it has been determined that these 
amendments will not significantly affect 
the quality of the human environment 
within the meaning of the National 
Environmental Policy Act (NEPA, 42 
U.S.C. 4321 etseq.y and therefore 
neither an environmental assessment 
nor an environmental impact statement 
is required by NEPA and the applicable 
DOE regulations for compliance with 
NEPA. 

C. Executive Order 12044 

1. Waiver of 60-Day Public Comment 
Period and Authorization to Adopt a 
Final Rule on 30 Days Notice. Section 
2(c) of Executive Order 12044 imposed a 
60 day comment period requirement 
with respect to the promulgation of 
proposed significant regulations. If the 
agency determines a 60-day comment 
period is not possible, it must provide a 
brief statement of the reasons for a 
shorter period. 

Paragraph 12 of the DOE Order 2030.1, 
which implements Executive Order 
12044, requires that whenever a 
procedural rulemaking requirement 
imposed by Executive Order 12044 is 
waived the Federal Register notices of 
both the proposed and final regulations 
must include an explanation of the 
circumstances justifying the waiver. 

The Deputy Secretary granted a 
waiver of the normal 60-day public 
comment period and authorized the 
notice and comment period to be 
shortened to 30 days with respect to this 
rulemaking. The waiver was granted so 


that the amendments which are being 
adopted as a result of this rulemaking 
can be implemented as soon as possible. 
The same reasons discussed in the 
preamble to the NOPR, which justified 
the Deputy Secretary’s decision to grant 
the waiver, remain applicable. 

2. Regulatory Analysis. In accordance 
with Executive Order No. 12044, 
“Improving Government Regulations” 

(43 FR 12661, March 24,1978) and DOE’s 
implementing Order 2030.1, “Procedures 
for the Development and Analysis of 
Regulations, Standards, and Guidelines” 
(44 FR 1032, January 3,1979), a 
Regulatory Analysis has been prepared 
which examines the impacts of the 
alternatives that were evaluated in this 
rulemaking. A summary of the 
Regulatory Analysis is set forth below. 
The entire Regulatory Analysis is 
available for public inspection at Room 
B-110 of the Economic Regulatory 
Administration, 2000 M Street. N.W., 
Washington, D.C. 

Summary of Regulatory Analysis 

Modification of Entitlements Treatment 
of Controlled Alaskan North Slope 
Crude Oil 

The increase in cost of exempt crudes 
in 1979 resulted in large increases in 
both the delivered cost of controlled 
Alaskan North Slope crude oil (ANS) 
and its wellhead price. In July 1979, the 
wellhead price reached its upper tier 
ceiling value, and the delivered cost 
could no longer match that of exempt 
crudes. In January 1980, after 
entitlements, the delivered cost of 
controlled ANS was $6.93 less than the 
average cost of the other controlled 
crudes and $7.97 less than the average 
cost of imported and exempt domestic 
crude. This caused the few refiners of 
ANS crude to have low crude costs, and 
their gasoline wholesalers and retailers 
to sell at prices as much as 15-20 cents a 
gallon below competitors. This 
significant cost difference was due to 
treating price-controlled ANS in the 
same manner as exempt crudes in the 
entitlements program in accordance 
with the rule adopted to permit 
reasonable wellhead prices in 1977 (42 
FR 41565, August 17,1977). 

The equitable distribution of all price 
controlled crude is one of the objectives 
to be achieved by the regulations 
promulgated under the Emergency 
Petroleum Allocation Act of 1973, as 
amended. In order to achieve this 
objective, the Department of Energy has 
proposed amendments to its regulations. 
Several regulatory proposals are 
analyzed in this report. 

Four objectives should be realized by 
these proposed amendments. 


1. The post-entitlement cost of price 
controlled ANS crude oil should be 
comparable to that for other crudes. 

2. ANS producers should be able to 
realize ceiling prices on this controlled 
crude oil. 

3. No major category of crude oil 
should have a post-entitlements cost 
that gives its users a significant 
competitive advantage or disadvantage. 

4. No significant increase in the 
national average costs of crude or 
products should result from changes that 
are adopted. 

The principal alternative changes to 
the entitlements program considered in 
this analysis are: 

1. Establish a separate tier for 
controlled ANS. 

2. Combine controlled ANS with all 
other upper tier crudes into a single tier. 

3. Combine controlled ANS with all 
other upper tier into a single tier, but 
reduce the entitlements obligation on 
the ANS portion by an amount equal to 
the added transportation cost of ANS 
when compared to other upper tier 
crudes. 

The effects of each alternative on the 
average net acquisition costs of each 
category of crude were calculated and 
are shown in the following table derived 
from entitlements data and estimates of 
transportation costs for ANS crude for 
January 1980. 

Net Cost to Refiners—January 1980 


Alternatives 



Present 

Separate 

tier 

Upper 

tier 

Upper tier 
freight 
adjusted 

ANS coo trolled. 

1788 

24.81 

30.78 

25.56 

Upper bar —-- 

24 81 

24.81 

21.72 

24 43 

Lower tier.- 

24.81 

24.81 

24.81 

24.81 

Exempt—AH. 

25.84 

24.81 

24.81 

24.81 

Imports. 

Exempt domestic.... 

25 17 
27 73 

24.13 
26 69 

24.13 
26 69 

24.13 
26 69 


These alternatives do not affect the 
average net costs of lower tier crudes 
nor do they affect the $2.56 cost 
difference between imports and exempt 
domestic crudes. Putting the controlled 
ANS and exempt crudes into separate 
categories for entitlements purposes 
causes the exempt crude cost to decline 
by $1.04/bbl or 2.5 cents a gallon. This is 
offset by an increase in the cost of 
controlled ANS under Alternative 1 and 
an increase in the combined cost of 
controlled ANS and upper tier in 
Alternatives 2 and 3. Alternative 1 
would make the average net cost of ANS 
equal that of the three other groups. 
Alternative 2 would cause the average 
ANS cost in January 1980 to exceed that 
of upper tier by $9.06 and would place 
ANS refiners at a substantial 
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disadvantage. The average cost of ANS 
would exceed that of lower tier and 
exempt by $5.97. This alternative would 
change the present ANS advantage of 
$6.93 into a $5.97 disadvantage. The 
third alternative, offsetting the 
entitlements burden on ANS by the 
added transportation costs of ANS 
compared to all other upper tier crudes, 
would significantly reduce the 
disadvantage created under Alternative 
2. For example, using a value of $8.53 for 
ANS freight, the disadvantage for ANS 
relative to lower tier and exempt was 
reduced to $0.75. In theory, the added 
freight cost would equal the incremental 
acquisition cost of ANS compared to 
upper tier, provided that the two groups 
have the same average quality. When 
the average net delivered cost difference 
derived from the refiner acquisition 
costs reported to ERA is used as the 
freight cost, Alternative 3 equals 
Alternative 1. 

These net costs were also compared 
to the net costs of uncontrolled ANS to 
determine if these costs would exceed 
the fair market value of this crude and 
*cause downward pressure on wellhead 
prices. The market value of uncontrolled 
ANS crude oil has not yet*been 
established as it is marketed in a 
composite blend with the controlled 
ANS, and the composite cost is 
significantly below the market prices for 
most crude oils. The crudes that are 
competitive to ANS on the Gulf Coast 
were in the $30-39 market price range in 
June 1980. As the entitlement obligation 
under Alternative 1 and 3 should raise 
the cost of controlled ANS to that level, 
the proposed regulation is not expected 
to adversely affect the revenue of ANS 
crude producers. 

Adjustments to the entitlement 
obligation for the added freight cost to 
the Gulf Coast would create a cost 
advantage for Gulf Coast refiners and 
encourage added consumption on the 
Gulf Coast. This incentive for added 
consumption on the Gulf Coast would 
decrease as decontrol proceeds as the 
competitive prices of exempt ANS on 
both coasts should reflect true 
transportation cost differences. A 
reduction of the entitlement obligation 
on ANS in recognition of its quality may 
be appropriate and will be considered in 
another proceeding. 

The present program granted a benefit 
of $304 million to ANS in January 1980. 
Uncontrolled crudes bore a burden of 
$304 million. As seen in the following 
table, the burden and benefits would be 
eliminated under Alternative 1. ANS 
would carry a burden and upper tier a 
benefit under Alternatives 2 and 3. All 
alternatives would not change the 


national average crude cost. Rather they 
would reduce the range of crude costs 
among refiners and restore more normal 
competitive equilibrium in the product 
markets. 

Benefits Granted to Crudes—January 1980 


I Dollars tn mttons) 




Alternatives 


Present 

1 

2 

3 

ANS Controlled .... 

-S3 04 

0 

-261 

-S33 

Upper Tier. 

... .... . 0 

0 

261 

33 

Lower Tier_ _ 

.. 0 

0 

0 

0 

Exempt. ... 

-- $304 

0 

0 

0 


Preferred Altemati ve 

Alternative 1, a separate tier for 
controlled ANS, is the preferred 
alternative. It causes the realization of 
the four objectives of this analysis, and 
should continue to do so until 
September 30,1981, when authority for 
the Mandatory Petroleum Allocation 
Regulations expires. 

(Emergency Petroleum Allocation Act of 1973, 
15 U.S.C. 751 et seq., Pub. L 93-159. as 
amended. Pub. L 93-511, Pub. L. 94-99, Pub. 

L 94-133, Pub. L 94-183, and Pub. L 94-385; 
Federal Energy Administration Act of 1974, 

15 U.S.C. 787 et seq., Pub. L 93-275, as 
amended Pub. L. 94-332, Pub. L 94-385, Pub. 

L. 95-70, and Pub. L 95-91; Energy Policy and 
Conservation Act, 42, U.S.C. 6201 et seq., Pub. 
L. 94-163, as amended, Pub. L. 94-385. and 
Pub. L 95-70; Department of Energy 
Organization Act, 42 U.S.C. 7101 et seq.. Pub. 
L. 95-91; EO 11790. 39 FR 23185; EO 12009, 42 
FR 46287) 

In consideration of the foregoing, 

Parts 211 and 212 of Chapter n, Title 10, 
of the Code of Federal Regulations are 
amended as set forth below, effective 
immediately on the date of issuance. 

Issued in Washington, D.G, July 3,1980. 
Hazel R. Rollins, 

Administrator. Economic Regulatory 
Administration. 

PART 211—MANDATORY PETROLEUM 
ALLOCATION REGULATIONS 

1. Section 211.62 is amended by 
revising the definition of “Alaska North 
Slope (ANS) crude oil** to read as 
follows: 

§211.62 Definitions. 

* * * * • * 

“Alaska North Slope (ANS) crude oil" 
means crude oil transported through the 
trans-Alaska pipeline. 
***** 

2. Section 211.66 is amended by 
revising subparagraphs (2) and (5) of 
paragraph (h) to read as follows: 

§ 211.66 Reporting requirements. 


(h) Monthly report * * * 

***** 

(2) The estimated volumes (to the best 
of the knowledge of the certifying 
officer) of (i) ANS upper tier crude oil 
and (ii) upper tier crude oil other than 
ANS upper tier crude oil, respectively, 
included in the crude oil receipts of that 
refiner. 

***** 

(5) The weighted average costs for 
that refiner (including transportation 
costs to the refinery) of old oil, upper 
tier crude oil (excluding ANS upper tier 
crude oil), ANS upper tier crude oil. 
other ANS crude oil, the first sale of 
which is exempt from the provisions of 
Part 212 of this chapter; stripper well 
crude oil (as defined in Part 212 of this 
chapter); incremental tertiary crude oil 
(as determined pursuant to § 212.78); 
tertiary incentive crude oil (as 
determined pursuant to § 212.78); other 
domestic crude oils, the first sale of 
which is exempt from the provisions of 
Part 212 of this chapter, and imported 
crude oil included in that refiner’s crude 
oil receipts. For refiners required to file 
transfer pricing report forms under 
§ 212.84 of this chapter, the weighted 
average cost of imported crude oil 
reported under this subparagraph should 
be derived from the landed costs set 
forth in such reports. 
***** 

3. Section 211.67 is amended by 
revising subparagraph (2) of paragraph 
(b) and subparagraph (4) of paragraph (i) 
to read as follows: 

§ 211.67 Allocation of domestic crude oil 
***** 

(b) Required purchase of entitlements 
by refiners. 0 * * 

***** 

(2) To calculate the number of barrels 
of deemed old oil included in a refiner’s 
adjusted crude oil receipts for purposes 
of the definition of the national domestic 
crude oil supply ratio in § 211.62 of this 
subpart, paragraph (b)(1) of this section, 
and paragraph (c) of this section shall be 
calculated as follows: (i) Each barrel of 
old oil shall be equal to one barrel of 
deemed oil oil; (ii) Each barrel of upper 
tier crude oil (except ANS upper tier 
crude oil) shall constitute that fraction 
of a barrel of deemed old oil. the 
numerator of which is equal to the 
reported weighted average cost per 
barrel to refiners of imported crude oil. 
stripper well crude oil (as defined in 
Part 212 of this chapter), incremental 
tertiary crude oil (as determined 
pursuant to § 212.78), tertiary incentive 
crude oil (as determined pursuant to 
§ 212.78), and other domestic crude oils 
the first sale of which is exempt from 
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the provisions of Part 212 of this chapter 
for that month, less such weighted 
average cost per barrel to refiners of 
upper tier crude oil (except ANS upper 
tier crude oil), and the denominator of 
which is the entitlement price for that 
month; (iii) Each barrel of ANS upper 
tier crude oil shall constitute that 
fraction of a barrel of deemed old oil the 
numerator of which is equal to the 
reported weighted average cost per 
barrel to refiners of imported crude oil, 
stripper well crude oil (as defined in 
Part 212 of this chapter), incremental 
tertiary crude oil (as determined 
pursuant to § 212.78), tertiary incentive 
crude oil (as determined pursuant to 
§ 212.78), and other domestic crude oils 
the first sale of which is exempt from 
the provisions of Part 212 of this chapter 
for that month, less such weighted 
average cost per barrel to refiners of 
ANS upper tier crude oil, and the 
denominator of which is the entitlement 
price for that month. 
***** 

(i) Issuance and transfer of 
entitlements. * * * 

***** 

(4) The price at which entitlements 
shall be sold and purchased shall be 
fixed by the ERA for each month and 
shall be the exact differential between 
the weighted average cost per barrel to 
refiners of old oil and such weighted 
average cost of imported crude oil, 
stripper well crude oil (as defined in 
Part 212 of this chapter), incremental 
tertiary crude oil (as determined 
pursuant to § 212.78), tertiary incentive 
crude oil (as determined pursuant to 
§ 212.78), and other domestic crude oils 
the first sale of which is exempt from 
the provisions of Part 212 of this chapter, 
such costs to be equivalent to the 
delivered costs to the refinery. 
***** 

PART 212-MANDATORY PETROLEUM 
PRICE REGULATIONS 

4. Section 212.131 is amended by 
revising paragraph (a)(2)(i)(C), 
paragraph (a)(3)(i)(C), paragraph 
(a)(3)(i)(3) and paragraph (b)(l)(iii) to 
read as follows: 

$ 212.131 Certification of domestic crude 
oil sales. 

***** 

(a)(2) Non-stripper well properties, (i) 


(C) crude oil transported through the 
trans-Alaska pipeline (separately 
identifying ANS upper tier crude oil and 


ANS crude oil that is not subject to the 
ceiling price limitations of this Part); and 
***** 

(a) (3) Unitized properties, (i) * * * 

***** 

(C) crude oil transported through the 
trans-Alaska pipeline (separately 
identifying ANS upper tier crude oil and 
ANS crude oil that is not subject to the 
ceiling price limitations of this Part), if 
any; 

***** 

(5) the number of barrels of crude oil 
transported through the trans-Alaska 
pipeline (separately identifying ANS 
upper tier crude oil and ANS crude oil 
that is not subject to the ceiling price 
limitations of this Part), if any; 
***** 

(b) (D * * * 

***** 

(iii) crude oil transported through the 
trans-Alaska pipeline (separately 
identifying ANS upper tier crude oil and 
ANS crude oil that is not subject to the 
ceiling price limitations of this Part); 
***** 

(FR Doc. 80-20771 Filed 7-0-00; 8:45 am| 
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DEPARTMENT OF ENERGY 

Office of Conservation and Solar 
Energy 

10 CFR Part 430 

Energy Conservation Program for 
Consumer Products; Proposed 
Rulemaking and Public Hearing 
Regarding Amendments to Test 
Procedures for Clothes Dryers 

agency: Department of Energy. 
action: Proposed rule._ 

summary: The Department of Energy 
hereby proposes to amend its test 
procedures for clothes dryers to account 
for automatic termination, and to 
include several technical revisions, 
primarily to reduce the variability of test 
results. These test procedures are part of 
the energy conservation program for 
consumer products (other than 
automobiles) established pursuant to the 
Energy Policy and Conservation Act, as 
amended by the National Energy 
Conservation Policy Act. Among other 
program elements, the legislation 
requires that standard methods of 
testing be prescribed for covered 
products. 

dates: Written comments in response to 
this notice by September 8,1980; 
requests to speak at the public hearing 
by Aug. 15,1980; speakers to be notified 
by Aug. 22,1980; statements by 5:00 
p.m„ Aug. 28,1980; hearing to be held on 
Sept. 4,1980. 9:30 a.m. 
addresses: Written comments, requests 
to speak at the public hearing, and 
statements to: Carol A. Snipes, 
Department of Energy, Office of 
Conservation and Solar Energy. Docket 
No. CAS-RM-80-119. Mail Stop 6B-025. 
Washington, D.C. 20585. 

Public hearing to be held at: Room 
3000A, Federal Building, 12th and 
Pennsylvania Avenue, NW., Department 
of Energy, Washington, D.C. 20585. 

FOR FURTHER INFORMATION CONTACT: 
James A. Smith, U.S. Department of 
Energy. Office of Conservation and 
Solar Energy. Division of Buildings 
and Community Systems. Consumer 
Products Efficiency Branch, Room 
GH-065. Mail Stop 6B-025, Forrestal 
Building, 1000 Independence Avenue, 
SW.. Washington. D.C. 20585, (202) 
252-9127. 

Carol A. Snipes (Hearings Procedures). 
U.S. Department of Energy, Office of 
Conservation and Solar Energy, Room 
1F-085. Mail Stop 6B-025, Forrestal 
Building, 1000 Independence Avenue, 
SW., Washington, D.C. 20585. (202) 
252-9319. 


Eugene Margolis, U.S. Department of 
Energy, Office of General Counsel, 
Room IE-254, Mail Stop 6A-152, 
Forrestal Building, 1000 Independence 
Avenue, SW., Washington. D.C. 20585, 
(202) 252-9510. 

SUPPLEMENTARY INFORMATION: 

A. Background 

On October 1,1977, the Department of 
Energy (DOE) assumed the authority of 
the Federal Energy Administration 
(FEA) for the energy conservation 
program for consumer products (other 
than automobiles) under section 301 of 
the Department of Energy Organization 
Act (DOE Act) (Pub. L. 95-91). The 
energy conservation program for 
consumer products was established by 
FEA pursuant to Titile III, Part B of the 
Energy Policy and Conservation Act 
(Act) (Pub. L. 94-163). Subsequently, the 
Act was amended by the National 
Energy Conservation Policy Act 
(NECPA) (Pub. L. 95-619). References in 
this notice to “the Act,” or to sections of 
the Act, refer to the Energy Policy and 
Conservation Act as amended by 
NECPA. Section 323 (42 U.S.C. 6293) of 
the Act requires that standard methods 
of testing be prescribed for covered 
products. Test procedures appear at 10 
CFR Part 430, Subpart B. Test 
procedures were proposed for clothes 
dryers by notice issued April 21,1977 (42 
FR 21589, April 27,1977) and a public 
hearing on the proposed test procedures 
was held on June 13,1977. Final test 
procedures were prescribed on 
September 14.1977 (42 FR 46145, 
September 14.1977). 

On December 26,1978 (44 FR 49. 
January 2.1979) DOE issued an advance 
notice of proposed rulemakig which 
invited interested persons to present 
written data, views and arguments with 
respect to establishing energy efficiency 
standards for nine types of consumer 
products, including clothes dryers. On 
August 17,1979 (44 FR 49696, August 24. 
1979) DOE issued a Notice of 
Opportunity for Further Comment. 
Several comments were received 
recommending changes to the clothes 
dryer test procedures. These comments 
related to the following four areas: (1) 
energy consumption associated with 
automatic termination of the drying 
cycle, (2) test voltage for electric dryers 
which can operate at any of several 
voltages, (3) variability of test results, 
and (4) effect of drying capacity 
(volume) versus energy factor. NBS 
analyzed these comments and 
additional information furnished by the 
Association of Home Appliance 
Manufacturers (AHAM) and a 
manufacturer, and recommended 
amended test procedures to DOE, On 


the basis of this recommendation by 
NBS, and other available information. 
DOE is today proposing to amend the 
test procedures for clothes dryers. 

B. Discussion 

1. Automatic termination controls 
. Manufacturers, observing that 
consumers often overdry clothes and 
consequently waste energy, have 
developed automatic termination 
controls which offer the potential for 
saving energy in actual consumer usage. 
Three types of clothes dryer controls are 
currently available for ending the drying 
cycle, namely: 1) the present (manual) 
timed termination control, 2) the 
temperature sensing automatic 
termination control, and 3) the moisture 
sensing automatic termination control. 
The Association of Home Appliance 
Manufacturers (AHAM) collected 
energy consumption data for each of the 
above three controls in a field test in 
1977 involving 72 homes. This data was 
intended to be representative of actual 
consumer usage. Based upon NBS 
recommendations, derived from NBS 
laboratory tests and analysis of the 
above field data, DOE is today 
proposing to amend the clothes dryer 
test procedures regarding energy 
consumption for the dryer controls cited 
above. DOE believes that the energy 
consumption corresponding to the use of 
either of the automatic termination 
controls can be determined more 
accurately with today’s proposed 
amendments than with the existing test 
procedures. 

In the existing test procedures a single 
field use factor (FU in Section 4 of 
Appendix D) serves as a multiplier to 
provide laboratory test results of energy 
consumption per cycle that are 
representative of actual consumer 
usage. In the existing test procedures FU 
equals 1.18. This field use factor was 
determined from the 1972 base year data 
that corresponds to manual time 
termination control. An automatic 
temperature sensing control reduces 
energy usage of a manual time 
controlled dryer by eight percent, 
according to field data from the AHAM 
Dryer Energy Field Test conducted 
daring 1977. The field use factor of 1,18. 
if corrected to include an eight percent 
energy savings, becomes 1.09 (FU equals 
1.18(1—.08)). From this same field test it 
was determined that if a temperature 
sensing control were available, it would 
be used 86 percent of the time by 
consumers. The field use factor of 1.09, if 
adjusted to correspond to consumer 
usage of 86 percent for automatic 
temperature sensing controls, becomes 
1 . 10 . 
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The automatic moisture sensing 
control would reduce the energy usage 
of a manual time controlled dryer by * 
12.7 percent (an upper limit for energy 
savings based upon the assumption that 
when automatic termination is available 
it is used by consumers for all drying) 
based on an NBS energy factor profile 
study as described in the NBS report 
Proposed Changes to The Clothes Dryer 
Test Procedure Related to Credits for 
Automatic Termination, May 1980. 
which is available for inspection in the 
DOE Freedom of Information Office. 
Forrestal Building, Independence 
Avenue, and L’Enfant Plaza SW., 
Washington, D.C. 20585, between the 
hours of 8:30 a.m. and 4:00 p.m., Monday 
through Friday. 

NBS considers the 13.6 percent energy 
savings described in the AHAM Dryer 
Energy Field test conducted during 1977 
to be high for existing moisture sensing 
controls and supporting consumer usage 
instructions. The 12.7 percent energy 
savings projection was selected in 
calculating a clothes dryer test 
procedure moisture sensing control field 
use factor of 1.03 (FU equals 1.18(1- 
.127)). From the AHAM Dryer Survey, if 
a moisture sensing control were 
available, it would be used 96 percent of 
the time. The moisture sensing control 
field use factor, if adjusted to 
correspond to consumer usage of 96 
percent for automatic moisture sensing 
controls, becomes equal to 1.04. DOE 
accepts the NBS recommendation that 
the energy consumption for the three 
types of drying cycle controls can be 
correctly determined by means of the 
two additional field use factors cited 
above. 

The proposed amended test 
procedures have three field use factors 
in equation 4.1 to Appendix D (FU 
equals 1.18 for time termination control 
systems; FU equals 1.10 for time and 
temperature sensing termination 
systems; and FU equals 1.04 for time and 
moisture sensing termination control 
systems). The lower numerical values of 
FU correspond to lower energy 
consumption. Typically less energy is 
consumed with an automatic moisture 
control than with an automatic 
temperature control because the 
temperature sensor detects adequate 
drying at a slightly later time in the 
drying cycle than does the moisture 
control. 

The NBS report just cited describes 
laboratory tests which indicated that an 
automatic moisture termination control 
setting adequately terminated the drying 
cycle for approximately 85 percent of 
the test loads run. A setting 
recommended by manufacturers could 


adequately dry the majority of loads and 
thus save energy if used in terminating 
the cycle. A mark or detent (a 
mechanical stop on a dryer control) 
would guide the consumer in control 
setting and save energy. A definition of 
Automatic termination control,” 
including the need for a mark or detent, 
has been added to Section 1 of 
Appendix D. 

For the reasons discussed in the next 
comment, the field use factor must be 
taken equal to 1.18 if the percent end 
retention moisture content (percentage 
of moisture in the test cloth at the end of 
the test) is equal to or less than 1.8 
percent 

2 . Energy Saving Credit for Moisture 
Test for Automatic Termination 

At the end of a drying cycle the 
moisture content of the clothes load is 
entrapped in the individual fiber yarns. 
The heat energy required to remove the 
last amount of moisture from a load is 
more costly when compared to the 
energy required to remove an equal 
amount of moisture at the beginning of a 
drying cycle (BTU’s required per unit of 
water removed). 

Clothes dryer loads that are dried to 
as low as one percent moisture content 
will, upon removal from the dryer drum, 
collect moisture from the ambient air 
and the actual moisture content will 
increase. Clothes loads dried to a 1.8 
percent or less, moisture content are 
considered to be over-dried. Most 
automatic termination controls will 
terminate the drying cycle at between 10 
to 1.8 percent moisture end retention. 

The consumer makes the final decision 
as to whether the load is dry. A 10 
percent or less moisture content 
produces a consumer perception that the 
load is dry for most materials. The 
larger values of moisture end retention 
(the moisture retention at the end of the 
cycle), which are acceptable to the 
consumer, require less overall energy 
consumption. The upper limit of 
acceptable moisture content is a 
measure of acceptable performance. The 
lower limit is always acceptable to the 
consumer as being dry; thus the 
consumer can over-dry the load while 
never knowing that the load was over- 
dried. Because over-drying wastes 
energy, either a manual-time or 
•automatic control setting which over- 
dries to the same moisture level will 
waste the same amount of energy. A 
lower acceptable moisture threshold is 
required to demonstrate that the 
automatic control in fact does not over- 
dry. 

End retention profile data (moisture 
level at the end of the test) for typical 
home laundry loads were collected 
during laboratory tests at NBS. This 


data indicate that a minimum retention 
of 1.8 percent moisture content at the 
end of the test for the three and seven 
pound DOE energy test loads 
corresponds to a 3 percent minimum end 
retention for a range of possible 
consumer clothes dryer loads. Any 
further drying would constitute over- 
drying. 

Based upon the above analysis, the 
proposed amendment accounts for 
possible overdrying by an automatic 
termination control. The proposed 
amendment of Appendix D contains a 
new Section. 3.5, which describes the 
test for automatic termination field use 
credits. The proposed amendment to 
Section 4.1 of Appendix D specifies that 
the field use factor. FU, is to equal 1.8 
whenever the percent end retention is 
equal to or less than 1.8 percent. 

3. Test Cloth Specifications. 

The test cloth specification in the 
existing DOE test procedures does not 
identify whether the cloth is a blend or a 
combination of cotton and polyester 
fibers. In a blended fabric, two or more 
fibers are blended before the spinning 
into yarns. In a combination (or union) 
fabric, individual yams composed of one 
fiber are combined during weaving with 
yarns composed entirely of another 
fiber; for example, a fabric composed of 
rayon warp and cotton filling yams. 

DOE is proposing today that Section 
2.6.1 of Appendix D be amended to 
specify that the test cloth be a blend of 
cotton and polyester fibers and that the 
individual warp and filling yams be a 
blend of 50 percent cotton and 50 
percent polyester fibers. This blend is 
representative of typical wash and wear 
fabrics currently purchased by 
consumers. 

The changes to Section 2.6.1 are 
expected to improve test repeatability 
and reproducibility. Repeatability refers 
to the variability, or smallness of 
variability, between results (of an 
experiment or procedure performed 
more than once) obtained on the same 
material within a single laboratory. 
Reproducibility refers to the variability 
between results obtained on the same 
material in different laboratories. 

4. Procedure Concerning Starting 
Moisture Content of Test Cloths . 

With the objective of improving test 
repeatability, NBS conducted tests of 
the start retention moisture content of 
individual test cloths and of the entire 
test load'after the test load had been 
agitated in water. The moisture content 
of individual test cloths varied from 50 
to 90 percent between cycles, while the 
total load moisture content varied 
between 66.5 and 73.5 percent (the 
acceptable range of the existing DOE 
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test procedure as described in Section 
2.7). 

One manufacturer recommended that 
sprinkling be used in reaching the start 
retention moisture content. NBS tested a 
procedure in which water is sprinkled 
on a test cloth load to increase the 
moisture content of the test load. Using 
this procedure, NBS determined that at 
the start of the test, the test cloths had 
moisture contents ranging from 40 to 100 
percent. 

The conclusion from this testing was 
that sprinkling could introduce a 
variability in the DOE test procedure 
energy measurement and thus sprinkling 
is not recommended. Based upon 
numerous test runs at NBS to obtain the 
test cloth load moisture content at the 
start and end of the test NBS concluded 
that, without sprinkling of test cloths, an 
experienced technician can easily 
obtain a start moisture retention 
(moisture content at the start of the test) 
between 66.5 percent to 73.5 percent, 
and an end moisture retention between 
2.5 percent to 5.0 percent. 

5. Preconditioning of New Test Cloths . 

A new test cloth is likely to contain a 

certain amount of water soluble sizing 
or finishing agent. Such materials could 
affect the moisture performance of test 
cloth. A loss of these materials from the 
cloth could also result in a weight loss of 
a test cloth load that could be significant 
with respect to other closely controlled 
parameters, at least during the first few 
testing cycles. To investigate this. NBS 
tested three loads (of 50/50 cotton/ 
polyester momie cloth from the same 
manufacturer, each having a nominal 
weight of six pounds) through several 
wash and dry cycles. The test results 
showed that the weight change in the 
test cloth after the third and fourth 
cycles was in the range of ±1 percent, 
or less, of that achieved after the second 
cycle. As a result, DOE is proposing 
today an addition of section 2.6.3 to 
Appendix D to specify procedures for 
test cloth preconditioning. It is expected 
that this proposed change will improve 
test repeatability. 

6. Laboratory Temperature and 
Relative Humidity Levels . 

Temperature and relative humidity 
ambient conditions were controlled 
while NBS conducted a series of tests 
using the existing DOE clothes dryer test 
procedures. These tests did not result in 
significant errors for the extreme ranges 
of temperature and relative humidity 
ambient conditions as allowed in the 
existing DOE test procedures. The 
conclusion drawn from these tests is 
that ambient temperature and relative 
humidity ranges in the test procedures 
do not need to be changed. However, 
the specified conditions should be 


expressed as a tolerance about single 
values, such as temperature of 75±3°F 
and relative humidity of 50±10 percent. 
DOE is proposing today to amend 
section 2.2 of Appendix D to 
accommodate the tolerances cited 
above. 

7. Dual Voltage Dryers. 

Clothes dryers which have a dual 

voltage conversion capability could be 
tested at voltages of 120, 208 or 240 
volts. Preliminary test data collected by 
NBS indicate that the clothes dryer will 
use the most energy at the highest 
voltage at which it is rated. The energy 
factor should be calculated based on 
testing the clothes dryer at its highest 
rated voltage. DOE is proposing today 
that section 2.3.1 to Appendix D be 
amended to specify that for dryers with 
a dual voltage conversion capability, the 
test should be conducted at the highest 
voltage specified by the manufacturer. 

8. Miscellaneous. 

After careful consideration of all the 
comments received in response to the 
advance notice of proposed rulemaking, 
and consultation with the National 
Bureau of Standards, DOE has proposed 
some editorial and minor technical 
changes that were not discussed above 
and has incorporated them in the rule 
proposed today. For example, in Section 
430.22(d) the word "Administrator** has 
been replaced by the word "Secretary." 
Also, In Section 1.3 to Appendix D. the 
term "compact size" has been added, 
with the same definition as "compact" 

C. Comment Procedure 

1. Written Comment 

Interested persons are invited to 
participate in this rulemaking by 
submitting data, views or arguments 
with respect to the proposed 
amendments set forth in this notice. 

Comments should be identified on the 
outside of the envelope, and on 
documents submitted to DOE with the 
designation "Clothes Dryer Test 
Procedures-Proposed Amendments; 
Docket No. CAS-RM-80-119." Fifteen 
copies should be submitted if possible. 
All comments received by September 8, 
1980, and all other relevant information, 
will be considered by DOE before final 
action is taken on the proposed 
regulation. Pursuant to the provisions of 
10 CFR 1004.11, any person submitting 
information, which he or she believes to 
be confidential and exempt by law from 
public disclosure, should submit one 
complete copy and 15 copies from which 
information claimed to be confidential 
has been deleted. In accordance with 
the procedures established at 10 CFR 
1004.11, DOE shall make its own 
determination with regard to any claim 


that information submitted be exempted 
from public disclosure. 

2. Public hearing 

a. Request Procedure. The time and 
place of the public hearing are indicated 
at the beginning of this preamble. The 
hearing will be continued, if necessary, 
on the following day. DOE invites any 
person who has an interest in today’s 
proposed amendments, or who is a 
representative of a group or class of 
persons that has an interest in today's 
proposed amendments, to make a 
written request for an opportunity to 
make an oral presentation. Such a 
request should be directed to the 
address indicated at the beginning of 
this preamble and must be received 
before June 13,1980. Such a request may 
be hand delivered to such address, 
between the hours of 9:00 a.m. and 5:00 
p.m., Monday through Friday. A request 
should be labeled both on the document 
and on the envelope "Clothes Dryer Test 
Procedures-Proposed Amendments; 
Docket No. CAS-RM-80-119." 

The person making the request should 
briefly describe the interest concerned; 
if appropriate, state why he or she is a 
proper representative of a group or class 
of persons that has such an interest, and 
give a concise summary of the proposed 
oral presentation and a telephone 
number where such person may be 
contacted. 

DOE will notify each person selected 
to appear at the hearing. Each person 
selected to be heard should submit 15 
copies of his statement to the address 
and by the date given in the beginning of 
this preamble. In the event any person 
wishing to testify cannot meet the 15 
copy requirement, alternative 
arrangements can be made with Carol 
A. Snipes in advance of the hearing by 
so indicating in the letter requesting an 
oral presentation or by calling (202) 252- 
9319. 

b. Conduct of Hearing. DOE reserves 
the right to select the persons to be 
heard at the hearing, to schedule their 
respective presentations, and to 
establish the procedures governing the 
conduct ot the hearing. The length of 
each presentation may be limited, based 
on the number of persons requesting to 
be heard. 

A DOE official will be designated to 
preside at the hearing. This will not be a 
judicial or evidentiary type hearing. 
Questions may be asked only by those 
conducting the hearing, and there will 
be no cross-examination of persons 
presenting statements. Any decision 
made by DOE with respect to the 
subject matter of the hearing will be 
based on all information available to 
DOE. At the conclusion of ail initial oral 
statements, each person who has made 









Federal Register / Vol. 45, No. 134 / Thursday, July 10, 1980 / Proposed Rules 


46765 


an oral statement will be given the 
opportunity, if she or he so desires, to 
make a rebuttal statement. The rebuttal 
statements will be given in the order in 
which the initial statements were made 
and will be subject to time limitations. 

Any interested person may submit 
questions to be asked of any person 
making a statement at the hearing. DOE 
will determine whether the question is 
relevant, and whether the time 
limitations permit it to be presented for 
answer. 

Any further procedural rules needed 
for the proper conduct of the hearing 
will be announced by the presiding 
officer. 

A transcript of the hearing will be 
made and the entire record of the 
hearing, including the transcript, will be 
retained by DOE and made available for 
inspection at the DOE Freedom of 
Information Office in the Forrestal 
Building, 1000 Independence Avenue, 
S.W., Washington. D.C. 20585, between 
the hours of 8:30 a.m. and 4:00 p.m. f 
Monday through Friday. In addition, any 
person may purchase a copy of this 
transcript from the reporter. 

D. Regulatory and Environmental 
Review 

Pursuant to Section 7(c)(2) of the 
Federal Administration Act of 1974, a 
copy of this notice has been submitted 
to the Administrator of the 
Environmental Protection Agency for his 
comments concerning the impact of this 
proposal on the quality of the 
environment. No comments have, as yet, 
been received from the Administrator. 

In accordance with the requirements 
of the National Environmental Policy 
Act of 1969 (NEPA) 42 U.S.C. 4321 et 
seq., DOE has evaluated the proposed 
establishment of these testing 
procedures for consumer products to 
determine if an environmental 
assessment (EA) or an environmental 
impact statement (EIS) is required. 

These test procedures will be used only 
to standardize the measurement of 
energy usage for the subject consumer 
products. The action of prescribing these 
test procedures, by itself, will not result 
in any environmental impacts. Since it is 
thus clear that the proposed action is 
not a major Federal action significantly 
affecting the quality of the human 
environment, DOE has determined that 
neither an EA nor an EIS is required. 

The potential environmental impacts 
that might occur from the application of 
the test procedures in connection with 
DOE’s minimum energy efficiency 
standards program will be evaluated 
separately at the time standards are 
imposed. 


The proposed rule has been reviewed 
in accordance with Executive Order 
12044 and DOE Order 2030.1 and it has 
been determined that the proposal was 
significant in nature but does not have 
major impacts to manufacturers and 
consumers (i.e., would not impose 
annual economic costs of $100 million or 
more). 

In consideration of the foregoing, it is 
proposed to amend Chapter II of Title 
10, Code of Federal Regulations, as set 
forth below. 

Issued in Washington, D.C.. July 2,1980. 

T. E. Stelson, 

Assistant Secretary Conservation and Solar 
Energy. 

A compilation of current regulations 
for the test procedures for clothes 
dryers, current through amendments 
issued on April 6,1979, including this 
amendment is reproduced below to 
assist individuals involved in the 
program and also to assist those seeking 
information about it. 

PART 430-ENERGY CONSERVATION 
PROGRAM FOR CONSUMER PRODUCTS 

Subpart B—Test Procedures 

§ 430.21 Purpose and scope. 

This subpart contains test procedures 
required to be prescribed by DOE pursuant to 
Section 323 of the Act 

§ 430.22 Test procedures for measures of 
energy consumption. 

***** 

(d) Clothes dryers. (1) The estimated 
annual operating cost for clothes dryers shall 
be— 

(1) For an electric clothes dryer, the product 
of the following three factors: (A) The 
representative average-use cycle of 416 
cycles per year, (B) the total per-cycle energy 
consumption in kilowatt-hours per-cycle, 
determined according to 4.1 of Appendix D to 
this subpart, and (C) the representative 
average unit cost in dollars per kilowatt-hour 
as provided by the Secretary, the resulting 
product then being rounded off to the nearest 
dollar per year, and 

(ii) For a gas clothes dryer, the product of 
the representative average-use cycle of 410 
cycles per year times the sum of (A) the 
product of the gas dryer electric per-cycle 
energy consumption in kilowatt-hours per 
cycle, determined according to 4.2 of 
Appendix D to this subpart, times the 
representative average unit cost in dollars 
per kilowatt-hour as provided by the 
Secretary plus (B) the product of the total gas 
dryer gas energy consumption per cycle, in 
Btu's per cycle, determined according to 4.5 
of Appendix D of this subpart, times the 
representative average unit cost in dollars 
per Btu as provided by the Secretary, the 
resulting product then being rounded off to 
the nearest dollar per year. 

(2) The energy factor, expressed in pounds 
of clothes per kilowatt-hour, for clothes 
dryers shall be either the quotient of a 3- 
pound bone-dry test load for compact dryers. 


as defined by 2.7.1 of Appendix D to this 
subpart or the quotient of a 7 pound bone-dry 
test load for standard dryers, as defined by 
2.7.2 of Appendix D to this subpart, as 
applicable, divided by the clothes dryer 
energy consumption per cycle In kilowatt 
hours, as determined according to 4.1 for 
electric clothes dryers and 4.6 for gas clothes 
dryers of Appendix D to this subpart, the 
resulting quotient then being rounded off to 
the nearest hundredth (.01). 

(3) Other useful measures of energy 
consumption for clothes dryers shall be those 
measures of energy consumption for clothes 
dryers which the Secretary determines are 
likely to assist consumers in making 
purchasing decisions and which are derived 
from the application of Appendix D to this 
subpart. 

***** 

§ 430.23 Units to be tested. 

When testing of a covered product is 
required to comply with section 323(c) of the 
Act or to comply with rules prescribed under 
section 324 of the Act, a sample shall be 
selected and tested comprised of units which 
are production units, or are representative of 
production units of the basic model being 
tested, and shall meet the following 
applicable criteria. 

(d)(1) For each basic model 1 of clothes 
dryers a sample of sufficient size shall be 
tested to insure that— 

(i) Any represented value of estimated 
annual operating cost, energy consumption or 
other measure of energy consumption of a 
basic model for which consumers would 
favor lower values shall be noless than the 
higher of (A) the mean of the sample or (B) 
the upper 97 Vfc percent confidence limit of the 
true mean divided by 1.05, and 

(ii) Any represented value of the energy 
factor or other measure of energy 
consumption of a basic model for which 
consumers would favor higher values shall be 
no greater than the lower of (A) the mean of 
the sample or (B) the lower 97 vi percent 
confidence limit of the true mean divided by 

. .95. 

§ 430.24 Representations regarding 
measures of energy consumption. 

(d) (Reserved) 

***** 

Appendix D to Subpart B of Part 430— 
Uniform Test Method for Measuring the 
Energy Consumption of Clothes Dryers 

t Definitions 

1.1 “AHAM” means the Association of 
Home Appliance Manufacturers. 

1.2 “Bone-dry” means a condition of a 
load of test cloth which has been dried in a 
dryer at maximum temperature for a 
minimum of 10 minutes, removed and 
weighed before cool down, and then dried 
again for 10 minute periods until the final 
weight change of the load is 1 percent or less. 


1 Components of similar design may be 
substituted without requiring additional testing if 
the represented measures of energy consumption 
continue to satisfy the applicable sampling 
provision. 
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1.3 "Compact" or "compact size" means a 
clothes dryer with a drum capacity of les9 
than 4.4 cubic feet. 

1.4 "Cool down" means that portion of 
the clothes drying cycle when the added gas 
or electric heat is terminated and the clothes 
continue to tumble and dry within the drum. 

1.5 "Cycle" means a sequence of 
operation of a clothes dryer which performs a 
clothes drying operation, and may include 
variations or combinations of the functions of 
heating, tumbling and drying. 

1.6 "Drum capacity" means the volume of 
the drying drum in cubic feet. 

1.7 "HLD-1" means the test standard 
promulgated by AHAM and titled "AHAM 
Performance Evaulation Procedure for 
Household Tumble Type Clothes Dryers", 

June 1974, and designated as HLD-1. 

1.8 "HLD-2EC" means the test standard 
promulgated by AHAM and titled "Test 
Method for Measuring Energy Consumption 
of Household Tumble Type Clothes Dryers," 
December, 1975, and designated as HLD-2EC. 

1.9 "Standard size" means a clothes dryer 
with a drum capacity of 4.4 cubic feet or 
greater. 

1.10 "Moisture content" means the ratio 
of the weight of water contained by the test 
load to the bone-dry weight of the test load, 
expressed as a percent. 

1.11 "Automatic termination control" 
means a dryer control system with a sensor 
which monitors either the dryer load 
temperature or its moisture content and with 
a controller which automatically terminates 
the drying process. A mark or detent which 
indicates a preferred automatic termination 
control setting must be present if the dryer is 
to be classfied as having an "automatic 
termination control." A mark is a visible 
single control setting on one or more dryer 
controls for a particular drying cycle 
displayed on the dryer and which does not 
indicate a range of settings. A detent is a 
control setting engagement stop on one or 
more dryer controls which indicates to the 
operator a particular control setting for a 
particular drying cycle. 

2. Testing Conditions 

2.1 Installation. Install the clothes dryer 
in accordance with manufacturer's 
instructions. The dryer exhaust shall be 
restricted by adding the AHAM exhaust 
simulator described in 3.3.5 of HLD-1. All 
external joints should be taped to avoid air 
leakage. Disconnect all console light or other 
lighting systems on the clothes dryer which 
do not consume more than 10 watts during 
the clothes dryer test cycle. 

2.2 Ambient temperature and humidity. 
Maintain the room ambient air temperature 
at 75 ± 3*F and the room relative humidity at 
50 ±10 relative humidity. 

2.3 Energy supply. 

2.3.1 Electrical supply. Maintain the 
electrical supply at the clothes dryer terminal 
block within 1 percent of 120/240 or 120/208Y 
or 120 volts as applicable to the particular 
terminal block wiring system and within 1 
percent of the nameplate frequency as 
specified by the manufacturer. If the dryer 
has a dual voltage conversion capability, 
conduct test at the highest voltage specified 
by the manufacturer, ^ 


2.3.2 Gas supply. 

2.3.2.1 Natural gas. Maintains the gas 
supply to the clothes dryer at a normal inlet 
test pressure immediately ahead of all 
controls at 7 to 10 inches of water column. If 
the clothes dryer is equipped with a gas 
appliance pressure regulator, the regulator 
outlet pressure at the normal test pressure 
shall be approximately that recommended by 
the manufacturer. The hourly Btu rating of the 
burner shall be maintained within ±5 
percent of the rating specified by the 
manufacturer. The natural gas supplied 
should have a heating value of approximately 
1.025 Btu’s per standard cubic foot. The 
actual heating value, H n 2, in Btu’s per 
standard cubic foot, for the natural gas to be 
used in the test shall be obtained either from 
measurements made by the manufacturer 
conducting the test using a standard 
continuous flow calorimeter as described in 
2.4.6 or by the purchase of bottled natural gas 
whose Btu rating is certified to be at least as 
accurate a rating as could be obtained from 
measurements with a standard continuous 
flow calorimeter as described in 2.4.8. 

2.3.2.2 Propane gas. Maintain the gas 
supply to the clothes dryer at a normal inlet 
test pressure immediately ahead of all 
controls at 11 to 13 inches of water column. If 
the clothes dryer is equipped with a gas 
appliance pressure regulator, the regulator 
outlet pressure at the normal test pressure 
shall be approximately that recommended by 
the manufacturer. The hourly Btu rating of the 
burner shall be maintained within ±5 
percent of the rating specified by the 
manufacturer. The propane gas supplied 
should have a heating value of approximately 
2,500 Btu's per standard cubic foot. The 
actual heating value, H p , in Btu’s per 
standard cubic foot, for the propane gas to be 
used in the test shall be obtained either from 
measurements made by the manufacturer 
conducing the test using a standard continous 
flow calorimeter as described in 2.4.6 or by 
the purchase of bottled gas whose BTU rating 
is certified to be at least as accurate a rating 
as could be obtained from measurement with 
a standard continuous calorimeter as 
described in 2.4.6. 

2.4 Instrumentation. Perform all test 
measurements using the following 
instruments as appropriate. 

2.4.1 Weighing scale for test cloth. The 
scale shall have a range of 0 to a maximum of 
30 pounds with a resolution of at least 0.2 
ounces and a maximum error no greater than 
0.3 percent of any measured value within the 
range of 3 to 15 pounds. 

2.4.1.2 Weighing scale for drum capacity 
measurements. The scale should have a 
range of 0 to a maximum of 500 pounds with 
resolution of 0.50 pounds and a maximum 
error no greater than 0.5 percent of the 
measured value. 

2.4.2 Kilowatt-hour meter. The kilowatt- 
hour shall have a resolution of 0.001 kilowatt- 
hours and a maximum.error no greater than 
0.5 percent of the measured value for any 
demand greater than 0.16 kilowatt-hours per 
hour. 

2.4.3 Gas meter. The gas meter shall have 
a resolution of 0.001 cubic feet and a 
maximum error no greater than 0.5 percent of 
the measured value for any demand greater 
than 0.2 cubic feet per hour. 


2.4.4 Dry and wet bulb psychrometer. The 
dry and wet bulb psychrometer shall have an 
error no greater than ±1° F over the range of 
32* to 100“ F. 

2.4.5 Temperature. The temperature 
sensor shall have an error no greater than 
±1* F over the range of 32° to 100* F. 

2.4.8 Standard Continuous Flow 
Calorimeter. The Calorimeter shall have an 
operating range of 750 to 3,500 Btu per cubic 
feet. The maximum error of the basic 
calorimeter shall be no greater than 0.2 
percent of the actual heating value of the gas 
used in the test. The indicator readout shall 
have a maximum error no greater tha 0.5 
percent of the measured value within the 
operating range and a resolution of 0.2 
percent of the full scale reading of the 
indicator instrument. 

2.5 Lint trap. Clean the lint trap 
thoroughly before each test run. 

2.6 Test cloths. 

2.6.1 Energy test cloth. The energy test 
cloth shall be clean and consist of the 
following: 

(a) Pure finished bleached cloth, made with 
a momie or granite weave, which is a 
blended fabric of 50 percent cotton and 50 
percent polyester and weighs 5.75 ounces per 
square yard and has 65 ends on the warp and 
57 picks on the fill. The individual warp and 
fill yams are a blend of 50 percent cotton and 
50 percent polyester fibers. 

(b) Cloth material that i9 24 inches by 36 
inches and has been hemmed to 22 inches by 
34 inches before washing. The maximum 
shrinkage after five washes shall not be more 
than four percent on the length and width. 

(c) The number of test runs on the same 
energy test cloth shall not exceed 25 runs. 

2.6.2 Energy stuffer cloths. The energy 
stuffer cloths shall be made from energy test 
cloth material and shall consist of pieces of 
material that are 21 inches by 12 inches and 
have been hemmed to 10 inches by 10 inches 
before washing. The maximum shrinkage 
after five washes shall not be more than four 
percent on the length and width. The number 
of test runs on the same energy stuffer cloth 
shall not exceed 25 runs. 

2.6.3 Test Cloth Preconditioning. 

A new test cloth load shall be treated as 
follows: 

(1) Bone dry the load to a weight change of 
±1 percent, or less, as prescribed in Section 
1 . 2 , 

(2) Place test cloth load in a standard 
clothes washer set at the maximum water fill 
level. Wash the load for 10 minutes in soft 
water (17 parts per million hardness or less), 
using 6.0 grams of AHAM Standard Test 
Detergent, IIA. per gallon of water. Wash 
water temperature is to be controlled at 
140° ±5°F (60°±2.7*C). Rinse water 
temperature is to be controlled at 100*±5°F 
(37.7±2.7*C). 

(3) Rinse the load again at the same water 
tempera hire. 

(4) Bone dry the load as prescribed in 
Section 12 and weigh the load. 

(5) This procedure is repeated until there is 
a weight change of one percent or less. 

(6) A final cycle is to be a hot water wash 
with no detergent, followed by two warm 
water rinses. 

2.7 Test loads. 
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2.7.1 Compact size dryer load. Prepare a 
bone-dry test load of energy cloths which 
weighs 3.00 pounds ±.03 pounds. 
Adjustments to the test load to achieve the 
proper weight can be made by the use of 
energy stuffer cloths. Dampen the load by 
agitating it in water whose temperature is 
100“±5*F and consists of 0 to 17 parts per 
million hardness for approximately two 
minutes in order to saturate the fabric. Then, 
extract water from the wet test load by 
spinning the load until the moisture content 
of the load is between 66.5 percent to 73.5 
percent of the bone-dry weight of the test 
load. 

2.7.2 Standard size dryer load. Prepare a 
bone-dry test load of energy cloths which 
weighs 7.00 pounds ±.07 pounds. 
Adjustments to the test load to achieve the 
proper weight can be made by the use of 
energy stuffer cloths. Dampen the load by 
agitating it in water whose temperature is 
100*±5"F and consists of 0 to 17 parts per 
million hardness for approximately two 
minutes in order to saturate the fabric. Then, 
extract water from the wet test load by 
spinning the load until the moisture content 
of the load is between 66.5 percent to 73.5 
percent of the bone-dry weight of the test 
load. 

2.7.3 Method of loading. Load the energy 
test cloths by grasping them in the center, 
shaking them to hang loosely and then 
dropping them in the dryer at random. 

3. Test Procedures and Measurements 

3.1 Drum capacity. Measure the drum 
capacity by sealing all openings in the drum 
except the loading port with a plastic bag, 
and ensure that allcomers and depressions 
are filled and that there are no extrusions of 
the plasic bag through the opening in the 
drum. Support the dryer's rear drum surface 
on a platform scale to prevent deflection of 
the dryer, and record the weight of the empty 
driver. Fill the drum with water to a level 
determined by the intersection of the door 
plane and the loading port. Record the 
temperature of the water and then the weight 
of the dryer with the added water and then 
determine the mass of the water in pounds. 
Add or subtract the appropriate volume 
depending on whether or not the plastic bag 
protrudes into the drum interior. The drum 
capacity is calculated as follows: 

C=w/d 

C= capacity in cubic feet. 
w=weight of water in pounds. 
d= density of water at the measured 
temperature in pounds per cubic feet. 

3.2 Dryer loading. Load the dryer as 
specified in 2.7. 

3.3 Test Cycle. Operate the clothes dryer 
at the maximum temperature setting and. if 
equipped with a timer, at the maximum time 
setting and dry the test load until the 
moisture content of the test load is between 
2.5 percent to 5.0 percent of the bone-dry 
weight of the test load, but do not permit the 
dryer to advance into cool down. If required, 
reset the timer or automatic dry control. 

3.4 Data recording. Record for each test 
cycle: 

3.4.1 Bone-dry weight of the test load 
described in, 2.7. 


3.4.2 Moisture content of the wet test load 
before the test, as described in 2.7. 

3.4.3 Moisure content of the dry test load 
obtained after the test described in 3.3. 

3.4.4 Test room conditions, temperature 
and percent relative humidity described in 
2 . 2 . 

3.4.5 For electric dryers—the total 
kilowatt-hours of electric energy. E.. 
consumed during the test described in 3.3. 

3.4.6 For gas dryers: 

3.4.6.1 Total kilowatt-hours of electrical 
energy. E.. consumed during the test 
described in 3.3. 

3.4.6.2 Cubic feet of gas per cycle, E., 
consumed during the test described In 3.3. 

34.6.3 On gas dryers using a continuously 
burning pilot light—the cubic feet of gas. E.. 
consumed by the gas pilot light in one hour. 

3.4.6.4 Correct the gas heating value. GEF, 
as measured in 2.3.2.1 and 2.3.2.2, to standard 
pressure and temperature conditions in 
accordance with U.S. Bureau of Standards, 
circular C417,1935. A sample calculation is 
illustrated in Appendix E of HLD-1. 

3.5 Test for A utomatic Termination Field 
Use Factor Credits. Set the controls of the 
clothes dryer to the automatic termination 
mark or detent recommended by the 
manufacturer and dry the test load until the 
drying cycle is finished. Calculate the ratio of 
end retention moisture content of the dried 
test load to the test load bone dry weight, 
expressed as a percentage. 

4. Calculation of Derived Results From Test 
Measurements 

4.1 Total per-cycle electric dryer energy 
consumption. Calculate the total electric 
dryer energy consumption per cycle. E* 
expressed in kilowatt-hours per cycle and 
defined as: 

Ecr-f66/(W w - W d )\xEttXFU 
/?r = the energy recorded in 3.4.5. 

66=an experimentally established value 
for the percent reduction in the moisture 
content of the test load during a 
laboratory test cycle expressed as a 
percent. 

FU = Field use factor. 

= 1.18 for time termination control 
systems. 

= 1.10 for time and temperature sensing 
termination control systems. 

= 1.04 for time and moisture sensing 
termination control systems. 

The Factors 1.10 and 1.04 are only used if 
the percent end retention moisture 
content as calculated in Section 3.5, Test 
for Automatic Termination Field Use 
Factor Credits, is greater than 1.8 
percent. If the percent end retention is 
equal to or less than 1.8 percent, use FU 
= 1.18. 

W w = the moisture content of the wet test 
load as recorded in 3.4.2. 

W d = the moisture content of the dry test 
load as recorded in 3.4.3. 

4.2 Per-cycle gas dryer electrical energy 
consumption. Calculate the gas dryer 
electrical energy consumption per cycle. Eg,. 
expressed in kilowatt-hours per cycle and 
defined as: 


Eg,»[66/(W* - WV/X E»XFU 

i5r = the energy recorded in 3.4.8.1 FU. 66. 
W w , W d as defined in 4.1 

4.3 Per-cycle gas dryer gas energy 
consumption. Calculate the gas dryer gas 
energy consumption per cycle. Eg,, expressed 
in Btu's per cycle as defined as: 

Egg=/66/(W w - WdJJxEtgXFUxGEF 
£i» = the energy recorded in 3.4.6.2 
GEF— corrected gas heat value (Btu per 
cubic feet) as defined in 3.4.6.4 
FU. 66, W m Wd as defined in 4.1 

4.4 Per-cycle gas dryer continuously 
burning pilot light gas energy consumption. 
Calculate the gas dryer continuously burning 
pilot light gas energy consumption per cycle, 
E«p expressed in Btu's per cycle and defined 
as: 

Eu P —EpgX (8760—140/416) X GEF 

/£* = the energy recorded in 3.4.8.3 
8760 = number of hours in a year 
416= representative average number of 
clothes dryer cycles in a year 
140= estimated number of hours that the 
continuously burning pilot light is on 
during the operation of the clothes dryer 
for the representative average use cycle 
for clother dryers (416 cycles per year) 
GEF as defined in 4.3 

4.5 Total per-cycle gas dryer gas energy 
consumption expressed in Btu's. Calculate 
the total gas dryer energy consumption per 
cycle, Eg. expressed in Btu’s per cycle and 
defined as: 

Eg=Egg+E U p 

Egg as defined in 4.3 
E up as defined in 4.4 

4.6 Total per-cycle gas dryer energy 
consumption expressed in kilowatt-hours. 
Calculate the total gas dryer energy 
consumption per cycle. Er*. expressed In 
kilowatt-hours per cycle and defined as: 

Ecg=Eg,+(Eg/3412 Btu/k WhJ 

Eg, as defined in 4.2 
Eg as defined in 4.5 

PART 430 —ENERGY CONSERVATION 
PROGRAM FOR CONSUMER 
PRODUCTS 

Provisions of 10 CFR Part 430, Subpart 
B and Appendix D, are amended as 
follows: 

Subpart B—Test Procedures 

§430.22 (Amended) 

1. Section 430.22(d)(1) is amended by 
deleting the word "Administrator” and, 
in lieu of, inserting, "Secretary." 

2. Sections 430.22(d) (2) and (3) are 
revised to read as follows: 
***** 

(2) The energy factor for clothes 
dryers, expressed in pounds of clothes 
per kilowatt hour, shall be either the 
quotient of a 3-pound bone-dry test load 
for compact dryers, as defined by 2.7.1 
of Appendix D to this subpart, or the 
quotient of a 7-pound bone-dry test load 
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for standard dryers, as defined by 2.7.2 
of Appendix D to this subpart, as 
applicable, divided by the clothes dryer 
energy consumption per cycle, in 
kilowatt hours determined according to 

4.1 for electric clothes dryers and 4.0 for 
gas clothes dryers of Appendix D to this 
subpart, the resulting quotient then 
being rounded off to the nearest 
hundredth (.01). 

(3) Other useful measures of energy 
consumption for clothes dryers shall be 
those measures of energy consumption 
which the Secretary determines are 
likely to assist consumers in making 
purchasing decisions and which are 
derived from the application of 
Appendix D to this subpart. 

Appendix D to Subpart B of Part 430- 
Uniform Test Method for Measuring the 
Energy Consumption of Clothes Dryers 

1.3 [Amended] 

3. Section 1.3 is amended by inserting 
"or 'compact size' " between the words 
"compact" and "means." 

4. A new 1.11 is added, as follows: 

1.11 “Automatic termination control" 
means a dryer control system with a sensor 
which monitors either the dryer load 
temperature or its moisture content and with 
a controller which automatically terminates, 
the drying process. A mark or detent which 
indicates a preferred automatic termination 
control setting must be present if the dryer is 
to be classified as having an “automatic 
termination control." A mark is a visible 
single control setting on one or more dryer 
controls for a particular drying cycle 
displayed on the dryer and which does not 
indicate a range of settings. A detent is a 
control setting engagement stop on one or 
more dryer controls which indicates to the 
operator a particular control setting for a 
particular drying cycle. 

2.2 [Amended] 

5. Section 2.2 is amended by deleting 
the words "between 72°F and 78°F" and 
in lieu of, inserting "at 75° ± 3°F and 
deleting the words "40 percent to 60 
percent" and in lieu of, inserting "50± 
10 percent." 

2.3.1 [Amended] 

6. Section 2.3.1 is amended by adding 
the following sentence at the end 
thereof: * * * If the dryer has a dual 
voltage conversion capability, conduct 
test at the highest voltage specified by 
the manufacturer. 

2.4.5 [Amended] 

7. Section 2.4.5 is revised to read as 
follows: Temperature. The temperature 
sensor shall have an error no greater 
than ± 1°F. 


2.6.1 [Amended] 

8. Section 2.6.1(a) is amended by 
inserting the words "a blended fabric 
of' between the words "which is" and 
"50." 

9. Section 2.0.1(a) is amended by 
adding at the end thereof: * * * The 
individual warp and fill yarns are a 
blend of 50 percent cotton and 50 
percent polyester fibers. 

2.6.3 [Amended] 

10. A new 2.6.3 is added, as follows: 

2.6.3 Test Cloth Preconditioning. 

A new test cloth load shall be treated as 
follows: 

(1) Bone dry the load to a weight change of 
±1 percent, or less, as prescribed in Section 
12 . 

(2) Place test cloth load in a standard 
clothes washer set at the maximum water fill 
level. Wash the load for 10 minutes in soft 
water (17 parts per million hardness or less), 
using 6.0 grams of AHAM Standard Test 
Detergent, IIA. per gallon of water. Wash 
water temperature is to be controlled at 
140* ± 5°F (60° ± 2.7*C). Rinse water 
temperatues is to be controlled at 100° ± 5 # F 
(37.7± 2.7 C C). 

(3) Rinse the load again at the same water 
temperature. 

(4) Bone dry the load as prescribed in 
Section 1,2 and weigh the load. 

(5) This procedure is repeated until there is 
a weight change of one percent or less. 

(6) A final cycle is to be a hot water wash 
with no detergent, followed by two warm 
water rinses. 

3.1 [Amended] 

11. Section 3.1 is amended by deleting 
the word "mass" in the definition for w, 
and, in lieu of, inserting "weight." 

3.2 [Amended] 

12. Section 3.2 is amended by deleting 
the word "2.6" and, in lieu of, inserting 
"2.7." 

3.4.1 [Amended] 

13. Section 3.4.1 is amended by 
deleting the word "2.6" and, in lieu of, 
inserting "2.7." 

3.4.2 [Amended] 

14. Section 3.4.2 is amended by 
deleting the words "test described in 
2.6" and, in lieu of, inserting "test, as 
described in 2.7." 

3.5 [Amended] 

15. A new 3.5 is added, as follows: 

3.5 Test for Automatic Termination Field 
Use Factor Credits. Set the controls of the 
clothes dryer to the automatic termination 
mark or dentent recommended by the 
manufacturer and dry the test load until the 
drying cycle is finished. Calculate the ratio of 
end retention moisture content to the dried 
test load to the test load bone dry weight, 
expressed as a percentage. 


4.1 [Amended] 

16. 4.1 is revised to read as follows: 

4.1 Total per-cycle electric dryer energy 
consumption . Calculate the total electric 
dryer energy consumbtion per cycle, Ee*. 
expressed in kilowatt-hours per cy cle and 
defined as: 

Ecc =[66/(W k - W d ]]XE.XFU 

Et = The energy recorded in 3.4.5 

66 = an experimentally established value 
for the reduction in the moisture content 
of the test load during a laboratory test 
cycle, expressed as a percent. 

FU = Field use factor 

= 1.18 for time termination control 
systems. 

=1.10 for time and temperature sensing 
termination control systems. 

= 1.04 for time and moisture sensing 
termination control systems. 

The factors 1.10 and 1.04 are only used if 
the percent end retention moisture 
content as calculated in Section 3.5, Test 
for Automatic Termination Field Use 
Factor Credits, is greater than 1.8 
percent. If the percent end retention is 
equal to or less than 1.8 percent FU = 
1.18. 

W w = the moisture content of the wet test 
load as recorded in 3.4.2. 

W d = the moisture content of the dry test 
load as recorded in 3.4.3. 

(PR Doc. 80-20523 Piled 7-9-80.8:45 am) 
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—WHi,mHH,4»mi4MI«l 46061 

930. 


945..— 

..45574 

947. 

. 46335 

948. 


958..—, 

.45574 

967. 

46330 

1427. 


2900. 


Proposed Rules: 

180. 

.45914 

410. 


413. 

.44311 

999. 

44960 

1097. 

.45302 

1102. 

—..45302 

1108. 

. 45302 

2859. 

--44317 

8 CFR 


204. 

. 44251 

214™. 

.—.44918 

238. 


334_ 

. . .45575 

9 CFR 


78. 

. - .44253 

92. 


327. 

. 4AAAQ 

Proposed Rules: 

308. 

.44317 

381 . 


10 CFR 


Ch. 1 . 

45595 

2. 


25 . 


95 . 

. 45256 

211 . 

. .. 46752 

212. 

-- — 46752 

430. 



600. 46044, 46074 
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Proposed Rules: 


20. 

.45302 


50.45916 

210 .-.44961 

211 .-...44961 

212 . 44961 

378...—.46742 


430. 

.46075. 46762 

503. 

.-.45303 

504.-. 

.-.45303 

506. 

.45303 

580. 

.45098 

11 CFR 

9033. 

.45257 


12CFR 


?04 . 

207....... 

■ ■uunmt 

225..„. 


226. 

229... 

265..... 


545.. 


590. 

tumimti 

701—. 

imuttiitt 

1204 


Proposed Rules: 

204..... 


225_ 

inwmiti 

526.. 


545.. 

563. 

iiniinmi 

611 . . 


612. 


1204. 



.44574 

.46063 

.44256 

.45257 

.46064 

46064, 46337 

.46338 

.46338 

.46339 

.45576 

.44919 

44962, 45303 

.44963 

.46431 

.46431 

.46431 

.45595 

.45917 

__45303 


13CFR 


305. 

. 44257, 46065 

309. 

..44257. 46065 

315. 

.46065 

400. 

..44258, 44919 

Proposed Rules: 


Ch. 1. 

..46432 


14 CFR 

39 .. 45257-45264, 45576, 

46341 

65.46736 

71 . 45265-45268. 45577, 

46348 

75 .-. 45268 

91 . 46736 

121 . 46736 

150 45578 

Proposed Rules: 


Ch. 1.—.-. 

.45305 

25. 

.. 45595 

39. 

.. 46434 

71..45305-45310, 46435 

15 CFR 


Ch. Ill.-.. 

.. 44574 

370.... 

..45891 

372..._ 

..45891 

373. 

..45894 

374. 

..45897 

375. 

.45897 

376. 

..45898 

377..-. 

..46066 

386. 

..45898 

387.. 

..45897 

390. 

.46067 

Proposed Rules: 


8a 

..46437 


16 CFR 

3. 

1 3............ 

300 .. 

301 

.45578 

44259. 44260, 44920. 
44921,45901,46351 

.44260 

.44260 

303. 

..44260 

Proposed Rules: 

13. 

.44317, 44322, 44324 

17 CFR 


200_ 

_46352 

240. 

.44922 

Proposed Rules: 

Ch. II. 

.45554 

18 CFR 


1. 

.. 44965, 45902 

35. 

...-..46352 

36_ 

_46352 

272. 

..45904 

274... 

_____45905 

Proposed Rules: 

Ch. 1. 

...45597 

260. 

...46075 

273. 

....45598 

282. 

..44923 

19 CFR 


101. 

.44263, 45578 

148 

.45579 

Proposed Rules: 

19. 

..46442 


24..46442 

20 CFR 


725 . 

.44264 

21 CFR 

146.. 

_45905 

510... 

_45905 

520....—..... 

_44264 

558... 

45905-45909 

561. . 

_46067 

1220.... 

.„ 44265 

1304. 

.44266 

1306. 

.44266 

Proposed Rules: 
109. 

.44325 

110 . 

.44325 

225 

.44325 

226. 

.44325 

500. 

.44325 

509_ 

_44325 

589_ 

__44326 

640.... 

..45924 

22 CFR 

214. 

.45598 

24 CFR 

203__ 

,.—.46377 

207_ 

_46068 

221..— 

__46377 

222_ 

.— 46377 

235—. 

..46377 

255—. 

...45116 

570. 

.46378 

841. 

.44267 

860. 

_44267 

865. 

.46380 


Proposed Rules: 

24.......46012 

570.....46443 


25 CFR 
161. 


.45909 


26 CFR 

1.-.46069 

Proposed Rules: 

t..45311,45924, 46082, 

46444 

7.....-.. 46082 

48_____44965 

301.45926 


39 CFR 

265 . 44270 

266 .-44270 

268. 44270 


.44267 

.44924 


28 CFR 

0 ___ 

2 .... 

55 .-. 44268, 46380 

Proposed Rules: 

Ch. 1 . 45311 

2 .-.-. 44966, 44967 


40 CFR 

52.44273. 

65_ 

180__ 

406__ 

421_ 

Proposed Rules: 
52.44970, 


58_ 

60.- 

81_ 

116. 

117_ 


45275, 45581, 
46072,46382 
.45277, 46385 

.46073 

_45582 

44926 

, 45080, 45314, 
45318.45927 

..44327 

..44329, 44970 

_45080 

_46094 

_46097 


29 CFR 

102. 44302 

2700. 44301 

30 CFR 

45. 44494 

169____ 

401_ 

413. 

41 CFR 

.46100 

.46100 

.46103 

.45322 

44275 

Proposed Ruler. 


Ch. 101.44951, 

44953 

Ch. VII. 

.45313 

7-6.«... 

,44283 

722. 

.44326 

7-7 

.44263 

732. 

.45313 

8-3.. 

.46387 

918. 

.45604 

15-2.-... 

.46387 

924.. 

.46449 

101-25..-. 

.46388 

943.-. 

.44967 



950. 

_45927 

42 CFR 




405. 

.44287 

31 CFR 




321 —.-. 

_44590 

43 CFR 


322._ 

_44590 

2800_ 

.44518 

330..... 

_44600 

Public Land Orders: 


535. 

.45594 

693 (Amended by 


Proposed Rules: 


PLO 5731..45910 

535. 

.45609 

4522 (Amended by 




PLO 5732. 

.45911 

32 CFR 


5731_ 

.45910 

1-39_ 44604, 44758, 44818, 

5732... 

.45911 


44902 

5733.___ 

.46388 

208—. 

.45580 

Proposed Rules: 


359. 

.46071 

35. 

.44972 

706-- 

_46380 





44 CFR 


32A CFR 


Ch. 1.-. 

.44574 

Ch. 1. 

. 44575 

Ch. IV.44574, 

, 45269 

Ch. VI. 

.44574 

64. 

.46389 

Ch. VII. 

.44574, 45269 

67.-.... 

.46401 

Ch. XV. 

.44574 

205.-.-. 

.45862 

Ch. XVIII. 

. 44587 

Proposed Rules: 


801. 

.44574 

67..46106, 46451 

33 CFR 


45 CFR 


117... 

.46381 

233 

.45911 

165. 

.45269, 46382 

Proposed Rules: 


175. 

.45269 

Ch XII 

45598 

Proposed Rules: 


177. 

.45130 

207.. 

.46093 





46 CFR 


36 CFR 


Ch. II.-.. 

„44587 

7.'. 

.46071 

160. 

..45278 


1151.44925 

Proposed Rules: 

7.'..44969 


37 CFR 

201 . 


..*5270 


502 . 45280 

541 . 46073 

Proposed Rules: 

151 . -45327 

510 . 45599 

536 .-. 45599 
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47CFR 


1 .45582 

22. 46404 

64. 46404 

73.45593. 46405 

81.46409 

83. 46409 

95. 45594 

Proposed Rules: 

Ch. 1.46121 

2 . 45600. 45601 

21.45600, 45601 

73 .45601.45602. 46452-46457 

74 . 45600. 45601 

81.46458 

94. 45600. 56601 


49 CFR 


Ch. Ill.46423 

23.~.45281 

171..46417 




.46417 

.46419 

.46419 

.46423 

.46423 

.46423 

.46423 

.46423 


172.. . 

173.. .. 

178.. .. 

389.. . 

391. 

392. 

393. 

395. 

396. 46423-46425 

571.45287 

1002. 45526, 45534 

1003.™.45534 

1004. 45528 

1011.45525 

1033.45288, 45289. 45912 

1045A.45534 

, 1047.45524 

1056. 45534 

1062. 45534 

1100 . 45529, 45534 

1101 . 45525 

1130 . 45534 

1131 . 45525 

1136. 45526 

1150.45534 


Proposed Rules: 


Ch. X.44351. 45545. 45932. 

531. 

46459 
.46459 

533. 

.46459 

537. 


571. 

.46459 

575. 


581. 

.46459 

1111. 

.46459 

571- 

..45334, 45336 

50 CFR 

17. 

.. 44935, 44939 

32. 

.. 45289. 46428 

296. 


611. . . 

..45291,45296 

655. 


656. 

.45291 

674. 


Proposed Rules: 
Ch. II. 

.45604 

17.., 

.46141 

20... 

...44540 

23. 

.46464 

219. 





651...„... 45336 

664. 44972 


/ . . 
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AGENCY PUBLICATION ON ASSIGNED DAYS OF THE WEE K__ 

The following agencies have agreed to publish alt This is a voluntary program. (See OFR NOTICE 

documents on two assigned days of the week 41 FR 32914, August 6, 1976.) 

(Monday/Thursday or Tuesday/Friday). 



Tuesday 

ui a ^ m m ri ai r 

VY 0\J r>c * U A y 

Thursday 

rnoay 

DOT/SECRETARY 

USOA/ASCS 


DOT/SECRETARY 

USDA/ASCS 

DOT/COAST GUARD 

USDA/APHIS 


DOT/COAST GUARD 

USDA/APHIS 

DOT/FAA 

USDA/FNS 


DOT/FAA 

USDA/FNS 

DOT/FHWA 

USDA/FSQS 


DOT/FHWA 

USDA/FSQS 

DOT/FRA 

USDA/REA 


DOT/FRA 

USDA/REA 

DOT/NHTSA 

MSPB/OPM 


DOT/NHTSA 

MSPB/OPM 

DOT/RSPA 

LABOR 


DOT/RSPA 

LABOR 

DOT/SLSDC 

HHS/FDA 


DOT/SLSDC 

HHS/FDA 

nOT/UMTA _ DOT/UMTA --- 

CSA 



CSA 



Documents normally scheduled for publication on 
a day that will be a Federal holiday will be 
published the next work day following the 
holiday 


Comments on this program are still Invited. 
Comments should be submitted to the 
Day-ol-the-Week Program Coordinator. Office of 


the Federal Register. National Archives and 
Records Service, General Services Administration, 
Washington, D.C 20408 


REMINDERS 


The “reminders** below identify documents that appeared in issues of 
the Federal Register 15 days or more ago. Inclusion or exclusion from 
this list has no legal significance. 

Rules Going Into Effect Today 


39416 

INTERIOR DEPARTMENT 

Land Management Bureau— 

6-10-80 / Sales-Federal Land Policy and Management Act; 



39446 

•ale of public lands 

Surface Mining Reclamation and Enforcement Office— 

6-10-80 / Topsoil substitute and supplements 




LABOR DEPARTMENT 



39454 

Employment and Training Administration— 

6-10-80 / Services to migrant and seasonal farm workers; 




job service complaint system; monitoring and enforcement 




List of Public Laws 

Note: No public bills which have become law were received by the 
Office of the Federal Register for inclusion In today’s List of Public 
Laws. 

Last Listing July 8,1980 














































